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PREFACE. 



■^♦^ 



The observations in this volume are published in accordance with the system 
of co-operation between this Observatory and the New England Meteorologicnl 
Society. They form a continuation of those published in Volume XXI of these 
Annals. The work has been superintended by Professor W. M. Davis, Director of 
the New England Meteorological Society, who has been assisted in the preparation of 
the volume by Mr. L. G. Schultz (during January and February 1890) and subse- 
quently by Mr. J. Warren Smith, of the U. S. Signal Service. 

EDWARD C. PICKERING, 

Director of the Observatory of Harvard College. 
Cambridge, U. S., November 2, 1891. 
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IN THE YEAR 1890. 



Meteorological Summary for the Year 1890. 

Reports were received during the year from 172 different observers, but owing 
to changes due to various causes the average number has remained about the same 
as in 1889, — 154. The stations of the Society are distributed as follows: — New Bruns- 
wick, 1; Maine, 15; New Hampshire, 22; Vermont, 14; Massachusetts, 73; Rhode 
Island, 11 ; Connecticut, 28 ; New York, 8: nine of these are stations of the United 
States Signal Service. The distribution has not materially changed since 1889, our 
efforts to establish stations in the uncovered districts of northern and western New 
England being only partially successful. The loan of instruments can easily be 
arranged with observers, in northern Maine especially, who would volunteer to make 
continuous records. More observers are also needed in Vermont and western Massa- 
chusetts. 

The following summary, by quarters, of the weather during the year is based on 
the more extended accounts published as Advance Bulletins early in the several 
months, and from the monthly summaries on the second page of the Monthly Bul- 
letins ; these having been prepared from the reports from our observers, and the 
weather maps issued twice daily by the U. S. Signal Service. 

The First Quarter of 1890. 

January was very mild and the precipitation was considerably below the aver- 
age. January, 1889, as determined by all of our records of that month, was the 
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warmest of any during the past 50 years: then followed January, 1880, as deter- 
mined by the fewer records then reported, with a mean temperature but little below 
that of the same month in 1889, and third in order comes January, 1890. The mean 
temperature was 5°.6 above the normal. The general maximum temperature, about 
66°, occurred on the second of the month. At many stations covering a long period 
of years that was the warmest January day noted ; pansies (heart's ease) were 
gathered in the open air at Belfast, Me., and dandelions and other wild flowers in 
Rhode Island. Thunderstorms occurred in northern Vermont. The warmth of this 
day was due to the presence of a cyclonic storm, which was central north of New 
England, giving us southerly winds, which well deserved the name of a sirocco. The 
amount of precipitation was 1.17 inch below the normal for the month, the greatest 
deficiency occurring in southern and the least in northern New England. Perhaps 
an explanation of the high temperature during the month lies in the relation that 
existed between the storm tracks and the district. During the coldest January, that 
of 1888, eight cyclonic storms controlled the weather, and all of them came from the 
northwest; in January, 1889 (the warmest), there were also eight cyclonic storms, 
but five came from the southwest ; and of the eleven storms that crossed or passed 
near to New England in January, 1890, five came from the southwest. In view of 
these facts it seems plausible to say that the low temperature of January, 1888, was 
due to the importation of cold air from the north and northwest ; and that the last 
two Januaries were warm because of the large amount of warm air carried up from 
the south. Of the eleven cyclonic st<)rms that influenced the weather, five passed to 
the north of New England, five crossed it from west to east and one, only, passed 
to the south of New England. More than 0.01 inch of rain fell somewhere in New 
England on all but three days, although there were seven days with but very little 
precipitation. 

February was very warm, but without a strongly prevailing departure from the 
normal precipitation. The abnormal warmth of the winter season continued through 
this month, when the departure from the normal temperature for the region 
was -|-5°.3, which was almost as great as in January (-|-5°.6) and in the preceding 
December (-|-6^3). The snowfall was deficient, the only general snowstorm being 
on February 19 and 20, during the central passage of the ninth cyclonic storm of the 
month. This was followed by a cold wave with minimum temperature generally near 
or below zero on the twenty-second. Ten cyclones influenced the weather during the 
month, seven passing to the north of New England, and three across the district from 
west to east. Rain or snow fell on twenty-five days in some parts of New England,. 
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while five days had very little local ruin. An expected cold wave was held back at 
the end of the month, its coming being continually cut off by small cyclonic storms 
which came from the southwest and passed to the west of New England, giving dull 
threatening weather. 

March was very wet and the temperature was near the normal, the strongly 
abnormal warmth of the previous winter months being succeeded by a temperature 
but little above the normal in the southern and below in the northern districts. The 
previous deficiency in snowfall was in good part made up by the plentiful snow of 
this month in which the precipitation was 2.5'J inches above the normal. It was 
decidedly the most wintry month of the season. This may without doubt be partly 
explained by the southerly trend of the cyclones as they passed near New England, 
for while the same number influenced our weather during the month as in February, 
only three passed to the north of New England, two moved across from west to east, 
one crossed from south to north, and four passed to the east up our coast. Rain or 
snow fell on all but two days during the month, with five days when but little more 
than trace fell. 

The weather for the first quarter then was very warm and the precipitation was 
slightly above the normal. Table VI shows that the mean temperature was 3°.7 
above the normal, the least departure being in Maine, 1^4; and the greatest in 
Connecticut, 4°.4. Table VII shows that the precipitation was 1.10 inch above 
the average, the greatest excess being in Massachusetts and the least in Connecticut. 

The Second Quarter of 1890. 

April was near the normal in both temperature and precipitation. The weather 
of the month was varied from that of several months preceding by a spell of gen- 
erally fine clear weather lasting from April 10 to April 24, with the exception ol 
cloudy weather and light rain on April 14 and 15. Rain occurred on an average on 
less than nine days; the average cloudiness was 4.5 on a scale of 10 and the mean 
relative humidity was 67 per centum. There was a slight excess in precipitation in 
southern New England, but the average fall was about one inch below the normal, 
and there were nine days on which no rain fell in New England and six days more on 
which the fall was not more than a trace. The weather was influenced by the pas- 
sage of ten cyclones, six of which passed to the north of New England, two across 
from west to east, one passed from west to east to the south and one moved up our 
eastern coast. 
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May was wet, with a temperature nearly normal. The excess in precipitation 
was greatest in the northern sections, varying from 1.80 inch to 6.95 inches. The 
number of rainy days was in excess, and there were but three days on which no rain 
fell somewhere in New England, and but seven days on which the fall was local and 
light. The nights were generally cool and there were few days with a high or 
excessive range of temperature. The weather was influenced by ten cyclones, six of 
which passed to the north of New England, one across from west to east, two across 
from southwest to northeast and one originated over New England. The cyclones 
were not of marked energy, but the local storms were severe, though short 

June was cool and the precipitation was slightly below the normal. Much the 
greater part of the precipitation fell during the first part of the month when the 
temperature was low and the duration of sunshine below the average. During the 
last half of the month little rain was recorded, occurring for the most part in light 
local showers. On five days no rain fell in New England, and on seven days little 
more than a trace fell. Only five cyclones passed near New England during the 
month. Of these two passed to the north of New England, two across from west to 
east, and one dissolved before reaching New England. The month was devoid of 
marked barometric changes. 

The second quarter was cool and wet. The temperature was 0°.3 below the 
normal with the greatest deficiency in northern and the least in central New 
England. The precipitation was about 1.00 inch above the average, being 3.08 
inches above in Maine and 0.01 inch above in Connecticut. The agricultural season 
opened at about the usual date, and farmwork attained good advance during the 
quarter. 



The Third Quarter of 18U0. 

July was below the average in both temperature and precipitation, though there 
was no strongly marked departure from the normal in either respect. The month 
was characterized by a severe drought during the middle of the month, extreme 
ranges of temperature, numerous thunderstorms accompanied in some cases by hail 
and high winds, and one of the most destructive tornadoes that has visited the coun- 
try east of the Hudson river. Frosts occurred in all the northern states on July 10- 
12 and 19-23, and at Calais, Me., during the progress of a hailstorm on July 20, snow 
fell to an appreciable depth. The weather was influenced by six cyclones, five of 
which passed to the north of New England and one crossed the district from west to 
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east. There were only four days without rainfall, but twelve when only light local 
showers occurred. 

August was cool, with the precipitation slightly above the average. The month is 
easily divided into two periods, each distinct in certain weather characteristics and 
each readily subdivided into other periods. From the first to the sixteenth the weather 
was generally warm with little rain and sunshine above the normal. During the last 
half of the month the weather was cool and rainy with the sunshine below the aver- 
age. At Strafford, Vt., the total rainfall for the month was 8.85 inches, making an 
excess of 4.99 inches ; three inches fell in the storm of July 22-23. At Brookfield, 
Vt., on the same date, the fall was nearly five inches. Strong temperature ranges 
occurred and occasional light frosts were felt in the northern states. Nine cyclones 
influenced the weather, four passing to the north, two across from west to east, and 
two originating over New England. There was but one day on which no precipita- 
tion fell in some part of New England but on twelve days the fall was very light. 

September was wet, with the temperature close to the normal. The observer 
at Block Island, R.I., reports a deficiency of half an inch in precipitation for the 
month, but at other stations the excess varied from 0.18 to 1.58 inch in the north 
and from 0.63 inch to 7.52 inches in the south. The total rainfall at Springfield, Mass., 
was 11.12 inches and the observer at Provincetown, Mass., reports 7.62 inches, the 
greatest amount of precipitation ever recorded by him in any month of the year 
during over six years of observation. General and heavy frosts occurred on Septem- 
ber 25. Seven cyclones influenced the weather, five of which passed to the north and 
two to the south of New England. No West India hurricanes reached our coast dur- 
ing the month. On seven days not more than a trace of rain fell in any part of New 
England, and there were eight days with very little fall. 

The third quarter as a whole was colder than the average and the precipitation 
was above the normal. The temperature was 0^.6 below the normal, the deficiency 
being greatest in the south and least in the north. The precipitation was 1.23 inch 
above the normal with the greatest excess in the north and the least in the south. 

The Fourth Quartek of 1890. 

October was cold and wet. There were few extreme ranges or rapid changes in 
the temperature, which was l**.l below the normal. The precipitation was 3.20 
inches above the average, being greatest in the central and southern districts and 
least in the northern. Snow fell on seven days in the northern states. The wind 
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was above the normal in velocity and movement. Heavy thunderstorms occurred 
over New England and water-spouts were formed off our southern coast on October 
19. The barometric pressure was over 0.1 inch below the normal, the low pressure 
being due to the large number of cyclones as compared with the anti-cyclones, 
together with the great intensity which the former developed in passing along our 
coast. Nine cyclones influenced our weather during the month. Of these, three 
passed north, one across froui west to east, two passed up our coast, one moved south 
of New England, one originated over New England, and one dissolved shortly before 
Teaching our district. There were only two days with no rainfall in New England, 
and four or five with light precipitation. 

Novemher was dry with a normal temperature. The total precipitation for the 
month was 2.60 inches below the average, being in marked contrast to the preceding 
month. The greatest departure from the normal was in the south and the least in 
the north. There were only four days without precipitation, but there were thirteen 
days with only light local rains. A trace of snow fell in the south, and from a trace 
to 7.00 inches in the north. Ten cyclones influenced the weather during the 
month, yet they gave a deficient rainfall and a small number of rainy days. Nine of 
the cyclonic areas passed to the north of New England, and one moved across from 
west to east. Many were of little energy, and some gave little or no precipitation in 
New England. 

December was very cold with the precipitation slightly above the normal. The 
month was one of the coldest Decembers on record, probably owing to the general 
southerly trend of the cyclones which served to make the prevailing wind northerly, 
coupled with the prevailingly low temperature accompanying the anti-cyclones. It 
was in strong contrast to December, 1889, when ten of the eleven cyclones passed to 
the north of New England. Other Decembers have had a lower absolute minima, 
yet the steady continuance of low temperature gave this December a mean more 
than six degrees below the normal. The departure was 9*^.2 in Maine and 4°.7 in 
Connecticut. At several stations in the northern states the temperature did not rise 
more than three or four degrees above freezing during the entire month, and at 
various times reached over thirty degrees below zero. The weather was influenced 
by eleven cyclones, three of which passed to the north of New England, four across 
from west to east, two up our eastern coast, one originated over New England and 
one dissolved shortly before reaching our district. In the northern section, the pre- 
cipitation was mostly in the form of snow, nearly four feet having fallen in certain 
places. There were four days with no precipitation and nine with only light 
local rain or snow. 
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The fourth quarter was very cold and wet, the temperature being in marked 
contrast to that of the first quarter. Table VI shows the temperature to have been 
2°.4 below the normal, varying from 3°.4 below in Maine to 2°.l below in Connecticut. 
The precipitation was very uniform and about 1.25 inch above the normal. 

The Year 1890. 

The following table indicates in brief form the character of the several months 
of 1890, as compared with the normals determined by observations for a number of 
years. 



Month. 


Tkmperatukk. 


Precipitation. 


January 

February 

March 

April ...... 

May 

a 

June ...... 

July 

August ...... 

September 

October 

November 

December 


Unusually warm. 

Unusually warm. 

Normal. 

Normal. 

Normal. ^ 

Cold. 

Colil. 

Cold. 

Normal. 

Cold. 

Normal. 

Unusually cold. 


Deficient ; light snow. 

Slightly deficient ; light snow. 

Excessive ; much snow. 

Slightly deficient ; light snow. 

Excessive. 

Slightly deficient ; unevenly distributed. 

Deficient ; heavy drought. 

Slightly excessive. 

Excessive ; heavy in places. 

Unusually heavy. 

Deficient ; very light. 

Slightly excessive ; much snow. 


I ear ..... 


Normal. 


Above normal. 



From the above it may be seen that the year 1890 was wet, and with a closely^ 
normal temperature. The temperature of five of the months — March, April, May, 
September and November, — departed very little from the normal; January and Feb- 
ruary were much above it, being unusually mild, while June, July, August, October 
and December were below the normal, the latter unusually so. The precipitation 
for the whole year was 4.59 inches above the normal, although only half the months — 
March, May, August, September, October and December — show an excess; but while 
all these except August and December were considerably above the normal, only Jan 
uary, September and November show a marked deficiency. The rainfall was es- 
pecially heavy in southern New England in October, some stations recording more 
than in any other month during several years of observations. The snowfall was 
very light during January and February 'but was heavy in March and December. 
Rain or snow fell to the amount of 0.01 inch in some parts of New England on 321 
days during the year, but on 96 of these the fall was very light and local. 

The following tables give the amount of departure from the normal for each 
month of the years, 1885 to 1890, these covering the period during which our 
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Society has gathered records for New England. The most striking characteristic of 
these tables and of others of the same kind for other periods and places is the absence 
of sequence in the departures from normals. In spite of assiduous earch it does not 
yet appear to be possible to infer with useful certainty the peculiarities of a future 
month or year from^the peculiarities of those in the past. 

DEPARTURE OF MONTHLY TEMPERATURES FROM NORMAL. 









Year. 








1 Month. 




, 




— 











1885. 
—0.3 


1886. 


1887. 


1888. 


1889. 


1890. 


Januai*}* 


+ 0.1 


—1.5 , 


—6.9 


+8.2 


+ 5.6 


February 




1 






—8.0 


—1.8 


— O.l ' 


—0.1 


—3.5 


+ 5.3 


March 




4 






—7.4 


—0.4 


-2.6 i 


—2.5 


+ 4.5 


+ 0.2 


April . 




1 






+ 1.3 


+ 4.2 


-2.1 


—2.8 


+ 3.5 


+ 0.8 


Mav . 




4 






—0.7 


+ 0.2 


+3.8 


—2.5 


+3.0 


—0.1 


June . 




i 






—0.3 


—2.2 


—0.5 


+ 0.5 


+ 1.0 


—1.7 


July . 


» « 


> i 






0.0 


— 1.1 


+ 2.8 


—3.3 


-1.8 


—1.1 


August 


* 








—2.5 


—1.3 


—2.2 


—0.7 


—1.8 


—0.9 


September 


* 








—2.7 


—0.2 


3.0 


—2.6 


+ 1.0 


+ 0.2 


October 


• 








—0.4 


+ 0.2 


—1.5 


4.7 


—3.0 


— l.l 


November . 


I 








+2.5 


+ 1.7 


0.0 


+ 1.8 


+ 4.2 


0.0 


December 


• 








+2.0 


—2.7 


+ 1.6 


+ 3.8 


+ 6.3 


—6.1 


Year .... 


—1.3 


—0.4 


—0.5 


—1.8 


+ 1.7 


+0.1 



DEPARTURE OF MONTHLY PRECIPITATION FROM NORMAL. 











Year. 1 


Month. 
















1885. 


1886. 


1887. 


1888. 


1889. 


1890. 
1.17 


January .... 


+ 1.16 


+ 2.02 


+ 1.81 


+0.78 


+0.96 


February 








+0.07 


+ 2.37 


+ 1.76 


+0.20 


—1.51 


—0.27 


March . 








—2.21 


—0.52 


+0.41 


+ 1.77 


—1.48 


+ 2.54 


April . 








—0.53 


—1.03 


+ 0.26 


—0.72 


—0.22 


—0.69 


May . 








—0.70 


—0.05 


2.00 


+ 0.95 


+3.35 


+2.01 


June . 








—0.19 


—1.39 


+0.87 


—0.75 


+0.32 


—0.33 


July . 








—0.86 


—0.69 


+ 1.75 


—1.55 


+3.92 


—0.71 


AuiTUSt 








+ 2.06 


0.89 


+0.70 


+ 1.19 


—0.59 


+0.14 


September 


> • 4 




1.62 


+ 0.03 


—1.68 


+4.78 


+ 0.77 


+ 1.80 


October 


1 1 




+ 1.16 


—0.73 


1.10 


+ 1.71 


+ 0.49 


+ 3.20 


November 


* • * 




+0.96 


+ 0.82 


—0.95 


+ 2.23 


+2.00 


2.60 


December 


1 • i 




—0.16 


+ 1.05 


+ 0.90 


+ 1.04 


—0.47 


+0.67 


Year .... 


—1.20 


+0.93 


+2.69 


+ 11.76 


+4.25 


+ 4.59 
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The Ctcloxes of 1890 in New England. 

The number of cyclones or cyclonic storms, defined as in the reports for 1888 
and 1889 and indicated on the daily weather maps of the Signal Service and in the 
U. S. Weather Review as approaching near enough to New England to exert a distinct 
control on our weather, was 108; this was 21 more than in 1889 and 20 more than 
in 1888. The increase in the number of cyclones noted may be partly due to a 
slightly different method of defining tliem and partly due to an actual increase in the 
number of cyclones occurring during 1890. The numbers given for the whole county 
by the U. S. Weather Review are, for 1888, 113 ; for 1889, 123 ; and for 1890, 132. 
The large share of these that passed near enough to influence our weather is a nota- 
ble feature of the New England climate. The general region from which the cy- 
clones came and the location of their paths when over or near New England are noted 
in the table below. The usual path of cyclones is down the St. Lawrence valley, 
with an occasional deviation slightly to the south and across New England, and it is 
seen from the table that the year 1890 varies very little from the rule in this respect. 
Of those which passed north of New England the greater number came from the 
northwest across the Lakes, but included in this number are several that came from 
the southwest and passed up the Ohio valley, and thence down the St. Lawrence 
valley. There are also included in this number a few cyclones that moved eastward 
in Canada but far to the north of the Lake region, and yet sufficiently near New Eng- 
land to influence the winds and to cause cloudy skies and rain. The cyclones that 
that have passed to the south of New England include two or three that moved from 
the Lakes or from the Mississippi valley to the Middle Atlantic coast and vanished 
there ; as well as a number that passed to the coast north of Cape Hatteras and then 
up our eastern coast ; while the cyclones that passed east of New England include 
only those that formed off the southern or Middle Atlantic coast or that reached the 
coast from the Gulf of Mexico or the Mississippi valley, south of Cape Hatteras. In 
the number that originated over or near New England there might be included a large 
number of secondary cyclones that formed over southern New England while the pri- 
mary storm passed down the St. Lawrence, and then whirled off to the Atlantic with 
all the energy of the primary storm : indeed, in many cases, the primary weakened 
while the secondary grew. 

The following tables, in which the cyclones are classified with reference to their 
intensity contain also certain special data : the dates on which cyclones passed over 
or nearest to New England, the lowest pressure in New England during their 
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passage, as given on the weather maps of the Signal Service, the change of 
central pressure during the passage, an increase of pressure being indicated, 
by the letter, %'' and a decrease of pressure by the letter, ^^ef': the omission of 
these letters in many cases indicates that the pressure was not materially changing 
or else that the path was so remote from the stations of observation that the varia- 
tions in central pressure could not be ascertained. A decrease of central pressure, 
indicating an increase of energy of the cyclone is more common than the reverse ; 
and in several cases where the pressure of the primary storm has decreased, a 

4 

secondary has formed off our southern coast and grown at the expense of the pri- 
mary. The greatest number of the cyclones of the United States, therefore, not only 
pass over or near New England but increase in energy as they come toward us. 



CLASSIFICATION OF CYCLONES. 





1^ 


.E •« 


.S -3 




t ^ ' 


1 -6 


be 

m u xf 


"9 1 

► a •« 1 


Month. 


B 

e2 


Number pa«8 
North of 
New Englan 


Number crow 

New &iglai] 

from West 


Number crosi 

New Englan 

from South 


Number pami 

East of 
New Englan 


Number pass 
South of 
New Englan 


Number origin 

over or nea 

New Eoglan 


Number dissol 
before reachi 
New Eoglan 


January .... 


11 


5 


5 


• • 


! 

• • 


1 


. . 




P'ebruary .... 


10 


7 


3 


• • 


• • 


• • 


. . 




March 


10 


3 


2 


1 


4 


• • 


. • 




April 


10 


6 


2 


• • 


1 


1 


. . 




May 


10 


6 


1 


2 




. • 


1 




June 


5 


2 


2 


• • 




. 


. • 


1 


July 


6 


5 


1 


* . 




. . 


. . 




August .... 


9 


5 


2 


• . 




. . 


2 




September . . . 


7 


a 


• • 






2 


. • 




October .... 


9 


3 


1 


. 


2 


1 


1 


I 


November . . . 


10 


9 


1 


. . 


. . 


• . 


. . 


• a 


December .... 


11 


3 


4 




2 


. . 


1 


1 


Total 1890 ... 


108 


59 
i3 


24 


3 


9 


5 


5 


3 


Total 1889 • . . 


87 


12 


12 


7 


8 


1 


4 


Total 1888 . . . 


88 


34 


23 


8 


8 


4 


6 


' 
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A. CYCLONES PASSING NORTH OF NEW ENGLAND. 



January 


2 . . 


29.9 i 


April 


30 . . 


29.7 d 


September 8 . . 


30.1 d 


(( 


6 . . 


29.4 I 


Mav 


5 . . 


29.6 d 


13 






29.9 d 


li 


13 . . 


29.5 i 


k 1, 


14 . . 


29.6 d 


** 20 , 






29.9 d 


n 


25 . . 


29.7 i 


k( 


16 . . 


29.9 d 


'* 23 






29.7 i 


(( 


31 . . 


30.0 d 


(• 


17 . . 


29.8 d 


October 4 






29.5 i 


February 


3 . . 


29.8 I 


4 4 


22 . . 


30.2 d 


10 . 






29.9 I 


(i 


5 . . 


29.2 i 


a 


23 . . 


30.0 d 


'' 14 . 






29.6 i 


(( 


8 . . 


29.5 t 


June 


7 . . 


29.7 d 


November 2 . 






29.6 i 


4i 


12 . . 


29.8 i 


(( 


18 . . 


29.7 d 


8 . 






29.8 d 


(( 


14 . . 


29.2 I 


July 


5 . . 


29.7 d 


'' 9 . 






29.8 i 


(C 


24 . . 


30.0 d 


i( 


8 . . 


29.5 i 


" 13 , 






29.9 


(( 


28 . . 


29.9 d 


(( 


i5 . . 


29.9 d 


'* 15 . 






30.1 


March 


5 . . 


30.0 d 


it 


26 . . 


29.8 


19 . 






29.4 i 


(C 


21 . . 


29.5 d 


hi 


31 . . 


29.7 d 


*' 21 . 






29.7 I 


(( 


26 . . 


29.4 i 


August 


6 . . 


29.9 d 


'' 25 . 






29.7 


April 


4 . . 


29.5 i 


a 


10 . . 


29.7 


'' 30 . 






29.5 


b( 


7 . . 


29.7 d 


n 


14 . . 


29.9 


December 14 






29.9 d 


(( 


9 . . 


29.4 d 


a 


17 . . 


30.0 


'' 21 






29.5 i 


(( 


12 . •. 


30.1 d 


(( 


21 . . 


29.7 d 


23 . 






29.6 


a 


23 . . 


30.0 d 


Septemb< 


?r 4 . . 


30.0 







B. CYCLONES CROSSING NEW ENGLAND FROM THE WEST. 



January 8 . . 


29.3 i 


March 


12 . . 30.0 


August 19 . . 


29.9 


" 11 . . 


30.0 d 


(( 


28 . 




29.4 d 


30 . . 


! 29.7 d 


16 . . 


29.4 i 


April 


14 . 




29.8 I 


October 29 . , 


. ' 29.3 i 


20 . . 


29.4 i 


(4 


27 . 




29.8 


November 17 . . 


29.2 i 


'' 24 . . 


29.9 i 


May 


10 




29.9 d 


December 3 . . 


29.3 


February 18 . 


29.8 d 


June 


14 




. ! 29.9 d 


'* 7 . . 


29.6 i 


'* 20 . 


29.2 i 


(4 


25 






29.6 d 


'' 11 . 


29.3 t 


'^ 26 . , 


29.7 d 


July 


17 






29.7 i 


'* 29 . 


29.8 t 



C. CYCLONES CROSSING NEW ENGLAND FROM THE SOUTH. 



March 22 . 



29.5 i 



I May 



6 . 




29.5 i 






D. CYCLONES PASSING EAST OF NEW ENGLAND. 



March 2 . 
*' 6 . 

** 15 . 



29.5 t 
29.9 
29.1 i 



March 19 
April 25 
October 24 



29.7 d 
30.1 d 
29.5 d 



October 27 
December 9 
18 



it 



29.1 i 
29.9 d 
29.4 i 



E. CYCLONES PASSING SOUTH OF NEW ENGLAND. 



January 27 . 
April 18 . 



29.7 rf 

29.8 d 



September 17 
u 27 



29.7 i 
29.9 i 



October 19 . 



29.3 i 



F. CYCLONES ORIGINATING OVER OR NEAR NEW ENGLAND. 



May 28 
August 23 



29.7 i 
29.8 



August 27 
October 17 



29.2 i 

29.3 i 



December 27 . . 



29.1 i 
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The most notable cyclones, during 1890, selected with special reference to their 
violence in New England, occurred on the following dates : — 

January 13: This cyclone moved from the Indian Territory to Lake Michigan 
on January 12, then down the St. Lawrence valley on the following day, with snow 
and heavy gales in New England, although not as severe as in the lower Lake region 
and New York. 

March 2, 6, 15, 19: All these cyclones moved easterly up our coast giving north- 
east gales and heavy snows in New England. 

March 28: This cyclone crossed our district from west to east, with heavy winds 
and rain in the south and snow in the north, but it was decreasing in energy, having 
spent most of its force in the Mississippi and Ohio valleys. The Louisville, Ky., tor- 
nado occurred in the southeastern quadrant of this cyclone. 

May 5: While a cyclone was passing down the St. Lawrence with moderate energy, 
two secondaries formed over southern New England and passed up our coast giving 
over three and one half inches of rain in Maine, and about two inches elsewhere. 

May 16: A series of cyclonic storms passed down the St. Lawrence from May 
13 to 17, and in the southeast quadrant of one of these a severe wind storm or 
tornado occurred in southern New Hampshire. It was observed at New Market 
Junction, N. H., as forming at the meeting of two clouds which revolved with great 
rapidity, accompanied by lightning and heavy rain. It struck and completely de- 
molished a^large barn in which A. W. Hurd, a young farmer, had just taken refuge: 
"Great beams were broken like pipe-stems and hurled hundreds of feet into the 
air," and Mr. Hurd was carried over 150 feet and instantly killed. 

July 8: A cyclone passed from the lake region down the St. Lawrence valley. 
It generated a severe wind-storm which passed from Lake Champlain to the Maine 
coast, causing much damage throughout its course. Orchards and buildings were 
injured throughout northern Vermont and New Hampshire and in Maine. Several 
persons were drowned on Lake Champlain by capsizing of boats, and others were 
killed or injured by falling buildings and trees. 

July 15: A cyclone passed easterly far to the north. During its passage a 
hailstorm was generated near Manchester, Vt., and a narrow belt about one fourth of 
a mile wide was devastated by hail. 

July 26: A cyclone passed down the St. Lawrence valley with moderate 
energy. The Lawrence, Mass., tornado was formed in its southeast quadrant, an 
account of which is given on a later page. 
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July 31 : During the passage of this moderate cyclone down the St. Lawrence 
valley, severe thunderstorms were generated in southern New England, where much 
damage was done by wind and lightning. 

August 10: A cyclone passed down the St. Lawrence, and generated thunder* 
storms accompanied by hail in Connecticut, where some damage was done to the 
crops. 

August 19: A cyclone rapidly crossed New England from west to east, gener- 
ating a violent wind storm in the Connecticut valley near Deerfield, Mass. 

August 21: A cyclone moved up the Ohio valley and down the St. Lawrence. 
It generated a secondary off our southern coast, which passed northeast and produced 
from three to five inches of rain over New England. 

August 27: A cyclone originated over southern New England and passed up 
the coast, giving heavy rains and severe gales. 

September 7: A poorly defined cyclonic area passed from the Lower Lakes to our 
southern coast and up the coast on September 17 with increasing energy. It was 
accompanied by heavy rain and severe thunder-storms in southeastern New England. 
At New Bedford, Mass., five inches of rain fell on the night of the sixteenth, and on 
Cape Cod several people were killed and much damage was done by lightning. 

October 1 7 : This cyclone was probably a secondary connected with a cyclone 
just passing down the St. Lawrence valley. It formed off our southern coast and 
moved rapidly northeast with heavy rain and high winds. 

October 19: A cyclone moved from the lakes to the south of New England, 
then up our coast with dangerous northerly gales and heavy rain. The wind reached 
a maximum velocity of 56 miles an hour at Boston. During a heavy thunder- 
storm that passed over New Haven, Conn., lightning struck the tower of the Public 
Library building, doing considerable damage; basements and cellars were flooded and 
sewers overflowed in the centre of the city. This storm occurred at about 3.15 p. m.; 
at 3.30 p. M., a water-spout formed near the new lighthouse, five miles from New 
Haven, and moved rapidly westward along Long Island Sound. It then moved east- 
ward. A water-spout was later seen at Milford, about ten miles distant. It was a 
huge black mass, 200 to 400 feet in height and about 25 feet in diameter. The gyra. 
tions of the column were very rapid and the water near by was greatly agitated. 

October 24 : A cyclone came from the Gulf of Mexico and up our coast with 
heavy rains and easterly gales, rivalling those of October 17 and 19. At 9.08 P. M. 
on October 24, a wind velocity of 78 miles an hour was noted at Block Island^ 
R. I. The cyclone decreased in energy as it passed to the northeast. 



14 ANNALS OF HARVARD COLLEGE OBSERVATORY. 

October 27 : This cyclone followed closely after the one last noted. It passed 
rapidly up our coast reaching its greatest intensity as it neared Nova Scotia. 

November 17: A cyclone moved from the lower Lakes rapidly across southern 
New England and up our coast, giving high winds and moderate rains, with snow in 
the north. 

December 3 : A cyclone which came from Texas to the Lower Lakes on Decem- 
ber 2, passed across southern New England and up our coast on the third, giving 
heavy snows in the north, and rain with thunder-storms in the south. 

December 18: A cyclone moved up the coast with heavy rains and snow and 
high northerly gales. 

December 27: This storm was caused by the junction of a cyclone which ran 
up the coast from Texas with one which moved over N^w England from the Lakes. 
They met over our eastern coast, giving severe gales and heavy snows throughout 
New England. 

Tables. 

The tables of this report are arranged in the same order as those presented in 
the report of 1888 and 1889, where they have already been explained in detail. 

Table I contains geographical data for all the stations reporting during 1890, 
An asterisk in the column of elevation indicates that the value there given is only 
approximate. The observers themselves are in most cases the authority for these 
data. The distribution of the stations is illustrated in plate I, where the numbers 
correspond to those in the first column of this table. 

Table II is the annual summary for 1890 for such stations as have reported contin- 
uously through the year. The daily means, from which the monthly and annual 
means are computed, are reduced from the arithemetical means of the actual obser- 
vations by applying corrections proper to the hours of observation according to the 
data of Volume XXI of the Smithsonian Contributions. In determining the number 
of rainy days, those were counted in which 0.01 inch or more of precipitation was 
recorded. 

Tables III, IV, and V contain barometric records reduced to sea-level, with the 
addition of the monthly relative humidity in table III. The values of the highest 
and lowest readings at Nashua, Blue Hill, Providence and New York (a) are taken 
from self-recording barographs. (See page 23.) 

Tables VI and VII exhibit the departures of the mean monthly temperature and 
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total monthly precipitation of ] 890, for those stations having a record of ten years or 
more. The general departure of temperature and precipitation from the normal in 
New England for the several months and the year has been considered on page 7. 

Table VIII contains the maximum velocity of the wind in miles per hour and 
the total movement of the wind of each month for all the stations where anemometers 
are used. The maximum wind velocity is not determined by the same method at all 
the stations. At Providence the greatest number of miles for the hour preceding the 
hour of regular observation is taken as the maximum; at St. John, Brattleboro and 
Blue Hill, the greatest movement in any hour since the preceding observation is 
taken as the maximum; at Amherst and Leicester the greatest pressure of the wind 
at any time is recorded as the maximum velocity, while at the remaining stations the 
greatest number of miles for any five minutes is taken as the maximum. The latter 
is the method in use by the Signal Service. 

Tables IX and X, occupying pages 34 to 69 and 70 to 93 respectively, are reprinted 
from the Bulletins that have been issued monthly as usual during the year 1890; but 
the corrections received after the publication of the Bulletins up to the 25th of the 
month in which it is issued are here inserted. Table IX contains monthly summa- 
ries of meteorological data. Table II is constructed chiefly from these data. Table X 
presents the daily precipitation for a number of stations, selected geographically 
by means of which the distribution of our precipitation as dependent on the passage 
of cyclonic storms, may be clearly perceived. 



Plate I gives the distribution of stations, with numbers corresponding to the first 
column of table I, and also the mean annual isotherms. The latter are drawn from 
the values of table 11, without reduction to searlevel. They are necessarily only ap- 
proximate, and their curvature is determined in many points by a knowledge of the 
topography, when the records are wanting. 
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TABLE I. 

LIST OF STATIONS AND OBSERVERS. 



No. 

1 


Station. 


County and Sta 


te. 

. B. 


Lat. N. 


Long 


. W. 


Elevation. ' 


Obsekvkk. 


St. John .... 


St. John, N 


45** 17' 


66° 


31' 


140 


Gilbert Murdoch, C. E. 


2 


Bar Haibor • • . i 


Hancock, Me. 


44 23 


68 


13 


50 


Joseph Wood. 


3 


Belfast 


Waldo 


44 25 


69 


00 


178 


L. H. Murch. 


14 


Calais 


Washington . 




45 11 


67 


15 


120 


Dr. D. E. Seymour. 


4 


Eastport .... 


ki 




44 55 


66 


54 


53 


U. S. Signal Service. 


6 


Fairfield 


Somerset . . 




44 35 


69 


35 


90 


H. M. Mansfield. 


6 


Gardiner .... 


Kennebec . . 




44 13 


69 


46 


82 


Henry Richards. 


17 


Green Mountain 


Hancock . . 




44 21 


68 


20 


* . 


U. S. Signal Service. 


7 


Kent's Hill . . . 


Kennebec . . 




44 :5 


70 


05 


500* 


Prof. W. C. Strong. 


8 


Lewiston .... 


Audroscoggii 


1 . . 


44 Oo 


70 


10 


185* 


Union Water Power Co. 


9 


May field .... 


vSonierset . . 




45 08 


69 


45 


1000* 


V. P. Hall. 


10 


Orono 


Penobscot . . 




44 54 


68 


40 


129 


Prof. C. M. Feinald. 


11 


Petit Menan . . . 


Washington . 




44 22 


67 


52 


16* 


Geoi-ge L. Upton. 


12 


Portland .... 


Cumberland . 




*43 40 


70 


16 


99 


U. S. Signal Service. 


16 


Sorrento .... 


Hancock . . 




44 29 


08 


11 


60 


Wm. L. Jackson, M. D. 


15 


West Jonesport 


Washington . 




44 32 


67 


38 


22 


C. Hopkins. 


32 


Belmont 


Belknap, . N 


. h! 


43 30 


71 


35 


. . 


Winnepissiogee Lake Co. 


33 


Berlin Falls . . . 


Coos .... 




44 26 


71 


15 


1040* 


Owen F. Cole. 


34 


Berlin Mills . . . 


... 1 




44 27 


71 


14 


1100* 


Q. A. Bridges. 


35 


Bristol 


Grafton . . . 




43 37 


71 


46 


. . 


Winnepissiogee Lake Co. 


37 


Concord 


Merrimack . 




43 13 


/ 1 


30 


283* 


Hon. W. L. Foster. 


39 


Hanover (a) . 


(irafton . . . 




43 42 


72 


17 


603 


Dartmouth College Observat'y. 


58 


" (6) . . 


it 




43 42 


72 


17 


502 


N. H. Agr. Exp't Station. 


59 


Littleton .... 


• • 




44 19 


71 


46 


1032 


Charles Nurse. 


40 


Lake Village . . 


Belknap . . 




43 35 


/ 1 


34 


. a 


Winnepissiogee Lake Co, 


42 


Manchester {b) . 


Hillsboro . , 




42 59 


/I 


28 


225 


William Little. 


43 


(c) . 


4( 




42 59 


71 


28 


247 


U. S. Signal Service. 


44 


Mine Falls . . . 


(( 




42 49 


71 


31 


. * 


Nashua Slanufacturing Co. 


45 


Nashua 


ii 




42 46 


i 1 


29 


125 


Jackson Co. 


57 


Newton . • . . . 


Rockingham 




42 50 


71 


08 


. . 


W. C. Gale. 


47 


North Conway . . 


Carroll . . 




44 02 


71 


10 


575 


J. L. Binford. 


48 


Pennichuck Stn. 


Hillslmro* . 




42 48 


71 


80 


. . 


Pennichuck Water Works. 


49 


Plymouth .... 


Grafton . . 




43 47 


71 


47 


500 


Miss Helen M. Clark. 


51 


Stratford .... 


Coos . . . 




44 40 


71 


35 


870* 


N. B. Waters. 


52 


Walpole 


Cheshire. . 




43 04 


72 


21 


1128 


E. A. Knowlton. 


53 


Weir's Bridge . . 


Belknap 




43 36 


71 


34 


• • 


Winnepissiogee Lake Co. 


54 


West Milan . . . 


Coos . . . 




44 34 


71 


20 


1016 


A. A. Higgins. 


55 


Wolfl>oro .... 


Carroll 




43 35 


71 


15 


• • 


Winnepissiogee Lake Co. 


71 


Brattleboro* (a) 


Windham., 


vt! 


42 51 


72 


33 


335 


W. H. Childs. 


72 


(6) 


• 




42 51 


72 


33 


160* 


H. B. Chamberlain. 


73 


Burlington . . . 


Chittenden 




44 29 


73 


15 


220* 


W. B. Gates. 


74 


Chelsea 


Orange . . 




44 00 


72 


32 


1300* 


H. L. Bixby. 


75 


Cornwall .... 


Addison 




43 57 


73 


12 


. . 


C. H. Lane. 


88 


Hartland .... 


Windsor . 




43 30 


72 


21 


665 


Rev. Allen Hazen. 


77 


Jacksonville . . . 


Addison . . 




42 . 48 


72 


50 


1250* 


J. W. Hatch. 


78 


Lunenburgh . . . 


Essex . . 




44 27 


71 


41 


1210 


H. A. Cutting, Ph. D. 


79 


Manchester . . . 


Bennington 




43 10 


73 


04 


790 


Rev. E. P. Wild. 


82 


Northfield .... 


Washington 




44 10 


72 


44 


871. 


U. S. Signal Service. 


87 


Saxton's River . 


Windham . 




43 09 


72 


35 


. * 


Maj. W. 0. Cart Wright. 


83 


Strafford .... 


Orange 




43 52 


72 


24 


500 


H. F. J. Scribner. 


85 


Vernon 


Windham . 




42 47 


72 


32 


310 


A. Whithead. 


89 


Weathersfi'd Ctr. 


Windsor . . 




43 25 


72 


31 


1800 


B. H. Allbee. 


101 


Amherst (a) . . 


Hampshire,^^ 


[ass. 


42 22 


72 


31 


267 


Miss S. C. Snell. 


102 


" w • • 


u 




42 20 


72 


30 


250 


Mass. Agr. Exp't Station. 


177 


" (c) . • 


(i 




42 23 


72 


31 


260 


Hatch Experiment Station. 


180 


Andover .... 


Essex . . . 




42 39 


71 


06 


300 


A. B. Wiggin. 


104 


Blue Hill (sum't) 


Norfolk . . 




42 13 


71 


07 


640 


Blue Hill Observatory. 


105 


*' *' (base) 


it 

• • 




42 13 


71 


07 


200 


(( (( (( 


174 


*' " (valley) 


... 




42 14 


71 


07 


50 


(i (( (( 
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LIST OF STATIONS AND OBSERVERS. 



No. 

106 

107 

175 

108 

109 

110 

111 

112 

182 

114 

116 

117 

118 

119 

120 

121 

122 

123 

124 

125 

126 

178 

127 

128 

129 

130 

131 

133 

136 

176 

134 

135 

137 

183 

138 

139 

140 

141 

142 

143 

144 

173 

146 

147 

148 

149 

150 

152 

153 

154 

155 

156 

179 

158 

159 

160 

161 

162 

163 



Statiom. 



Boston (a) . 

" (6) . 
Brewster . . 

Cambridge (a) 

(b) 

Chestnut Hill 

Chicopee . 

Clinton . . 

Concord . . 

Cotuit . . . 

Deerfield . 

Dudley . . 

Fall River . 

Fiskdale. . 

Fitehburg (a) 

(6) 

Framingham 

Gilbertville . 

Groton (a) . 

- (5) . 
Holyoke . . . 
Kendal Green 
Lake Cochituate 
Lawrence . . 
Leicester . . 
Leominster • 
Long Plain . 
Lowell (b) . 

- (c) . 

'' (d) . 
Ludlow . . . 
Lynn .... 
Mansfield (a) 

Medford . . . 
Middleboro' . 
Milton .... 
Monson . . . 
Mt. Nonotuck 
Mystic Lake . 

'' Pump. 8ta 
Nahant . . 
Nantucket 
New Bedford (a) 

'' '' (b) 

Newburyport (a) 

(6) 
Northampton . . 
Plymouth . . . . 
Princeton . . . . 
Provincetown . . 
Randolph . . . . 
Robert's Dam . . 
Salem (a) . . . 

" (6) . . . 
South Hingbam . 
Springfield . . . 
Swaippscott . . 
Taunton (a) . . 



County and State. 


Ut 


. N. 


Long. W. 
71° 04' 


' Elcration. 


Ubsbrvkk. 


Suffolk, Mass. 


42'' 


21' 


124 


U. S. Signal Service. 


..... 


42 


20 


71 05 


7 


Boston Water Works. 


Barnstable 






, 41 


45 


70 51 


38 


Dr. F. A. Rogers. 


Middlesex 






42 


23 


71 08 


74 


Harvard College Observatorj. 


. 4 






42 


23 


71 06 


8 


E. C. Brooks, C. E. 


. 1 






42 


20 


71 12 


124 


Boston W ater Works. 


Hampden . . 






42 


12 


72 35 


86 


F. H. Norton. 


Worcester . . 






42 


25 


71 41 


297 


Geo. W. Weeks. 


Middlesex 






42 


27 


71 22 


139 


Fred A. Tower. 


Barnstable . 






41 


37 


70 26 


60* 


Gen. J. H. Reed. 


Franklin . , 






42 


30 


72 37 


175* 


James Childs. 


Worcester , 






42 


02 


71 58 


750 


Nichols Academy. 


Bristol . . . 






41 


42 


71 10 


212 


Patrick Kiernan. 


Worcester 






42 


05 


72 00' 


1150* 


0. B. Tniesdell. 


(( 






42 


36 


71 50 


700* 


Dr. J. Fisher. 


(i 






. 42 


35 


71 47 


550* 


Dr. A. P. Mason. 


Middlesex 






42 


17 


71 27 


160 


Boston Water Workf. 


Worcester 






' 42 


17 


72 18 


560 


Dr. W. E. Brown. 


Middlesex 






42 


36 


71 34 


333 


Chas. WooUey. 


44 






! 42 


36 


71 34 


. . 


Groton School. 


Hampden . . 






42 


12 


72 36 


113 


J. W. Doran. 


Middlesex 






42 


22 


71 20 


135 


Cambridge Water Works. 


44 

• t 






> 42 


17 


71 25 


140 


Boston Water Works. 


Essex .... 






: 42 


42 


71 13 


51* 


Essex Company. 


Worcester 






42 


15 


71 55 


1058* 


Leicester Academy. 


44 






42 


30 


71 49 


500* 


W. B. Hoamer. 


Bristol . . . 






41 


44 


70 55 


55 


New Bedford Water Works. 


Middlesex 






42 


39 


71 20 


100* 


Prop's Locks and Canals. 


44 






42 


39 


71 20 


97 


4 4 4 4 C4 4( 


44 






42 


39 


71 20 


84 


F. E. Saunders. 


Hampden . . 






42 


12 


72 29 


381 


M. W. Graves. 


Essex .... 






42 


28 


70 56 


40 


John C. Haskell. 


Bristol . . . 






42 


01 


71 15 


150 


L H. Whit«. 


44 






42 


01 


71 15 


168 


W. C. Winter. 


Middlesex 






42 


25 


71 07 


7 


R. M. Gow. 


Plymouth . , 






41 


53 


70 55 


a . 


Middleboro' Water Works. 


Norfolk . . . 






42 


15 


71 06 


100 


Rev. A. K. Teelc. 


Hampden . . 






42 


05 


72 20 


420 


Dr. G. E. Fuller. 


Hampshire . 






42 


15 


72 40 


880 


Wm. Street. 


Middlesex , 






42 


26 


71 09 


12 


Boston Water Works. 


44 

• 1 






42 


25 


71 08 


10 


4 4 44 4 4 


Essex . . . 






42 


26 


70 54 


90 


Dr. W. D. Hodges. 


Nantucket 






41 


14 


70 07 


14 


U. S. Sigual Service. 


Bristol . . , 






41 


39 


70 56 


88 


T. Rodman. 


44 

« 1 






41 


39 


70 56 


48 


New Bedford Water Works. 


Essex .... 






42 


49 


70 51 


73 


F. V. Pike. 


44 

• * 






42 


49 


70 51 


12* 


Newburyport Water Co. 


Hampshire . 






42 


19 1 


72 38 


125 


J. M. Clark. 


Plymouth . , 






41 


57 ' 


70 40 


40* 


Miss L. B. Knapp. 


Worcester , 






42 


25 


71 55 


1125 


Mrs. E. M. West. 


Barnstable . 






42 


03 


70 11 


15 


John R. Smith. 


Norfolk . . , 






42 


10 


71 03 


170 


Mrs. I. D. Page. 


Middlesex . 






42 


21 


71 20 


90 


Cambridge Water Works. 


Essex .... 






42 


30 


70 54 


40* 


J. P. Andrews. 


44 






42 


31 


70 54 


46 


A. A. Smith. 


Plymouth . . 






42 


13 


70 53 


63 


H. W. Gushing. 


Hampden . 






42 


06 


72 35 


204 


National Armory. 


Essex .... 






42 


27 


70 58 


• • 


H. Richardson. 


Bristol . . 






41 


54 


71 05 


41 


Dr. E. U. Jones. 
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LIST OF STATIONS AND OBSERVERS, 



No. 



Station. 



164 

165 

184 

181 

166 

168 

169 

170 

171 

172 

201 

202 

210 

211 

203 

204 

205 

206 

207 

208 i 

209' 

238 

221 

239 

222 

247 

223 

224 

225 

249 

237 

226 

240 

227 

228 

241 

229 

250 

246 

230 

248 

243 

231 

232 

244 

233 

234 

235 

245 

251 

252 

253 

254 

255 

258 

256 

257 



Taunton (b) 

'' (c) 

- (d) 
Wakefield . . 
Waltham . . 
Wellesley . . 
Westboro* . 
Williamstown 
Winchester . 
Worcester . 
Block Island 
Bristol . . . 
Kingston (a) 

'' (6) 
Lonsdale . . 
Newport . . 
Olneyville . . 
Pawtucket . 
Providence (a) 

{b) 
Woonsocket 
Birmingham 
Canton . . . 
Clark's Falls 
Colchester . 
Falls Village 
Hartford (a) 
- (6) 
Lake Konomoc 
Lebanon . . 
Mansfield . . 
Middletown . 
New Britain 
New Hartford 
New Haven . 
Newington . 
New London 
N. Gros'nr Dale 
North Woodstock 

Shelton 

South Manchester 
South Woodstock 
Thompson . . . 
Uncasville . . , 
Vernon Centre . 
Voluntown . . . 
Wallingford . . 
Waterbuiy . . . 
West Simsbury . 

Albany 

Boyd's Corners . 

Carmel 

New York (a) . 
New York (6) . 
Ponghkeepsie . . 
Setauket . . . . 
8. E. Reservoir . 



County and State. Lat. N. j Long. W. 



• • • 



Bristol, Mass 
Middlesex 

4< 

Norfolk . 

Worcester 

Berkshire 

Middlesex 

Worcester 

Newport, R. I 

Bristol 

Washington 

Providence 
Newport . 
Providence 

t( 

(( 

NewHav'n,Conn 
Hartford . . 
New Ix)udou 

Litchfield . • 
Hartford . . 

New London 

Tolland . . 
Middlesex 
Hartford . 
Litchfield . 
New Haven 
Hartford . 
New London 

Windham . 

(I 

• 

Fairfield . 
Hartford . 
Windham . 
• 
New London 
Tolland . . 
New London 
New Haven 

Hartford . 
Albany, N. Y 
Putnam 

New York 

Dutchess . 
Suffolk . . 
Putnam . . 



4r 

41 
41 
42 
42 
42 
42 
42 
42 
42 
41 
41 
41 
41 
41 
41 
41 
41 
41 
41 
41 
41 
41 
41 
41 
41 
41 
41 
41 
41 
41 
41 
41 
41 
41 
41 
41 
41 
42 
41 
41 
41 
41 
41 
41 
41 
41 
41 
41 
42 
41 
41 
40 
40 
41 
40 
41 



54' 

54 

54 

30 

22 

17 

16 

43 

27 

16 

10 

40 

29 

29 

55 

32 

48 

54 

50 

50 

59 

23 

50 

28 

33 

55 

45 

45 

26 

38 

48 

33 

40 

50 

17 

42 

22 

54 

00 

19 

41 

56 

57 

27 

48 

36 

26 

31 

52 

39 

29 

26 

46 

43 

41 

58 

23 



7 

7 

7 

7 

7 

7 

7 

73 

7 

7 

7 

7 

7 

7 

7 

7 

7 

7 

7 

7 

7 

73 

72 

71 

72 

73 

72 

72 

72 

72 

72 

72 

72 

73 

72 

72 

72 

71 

72 

73 

72 

72 

71 

72 

72 

71 

72 

73 

72 

73 

73 

73 

73 

74 

73 

73 

73 



06' 

06 

06 

04 

17 

20 

38 

13 

08 

46 

35 

16 

31 

32 

24 

13 

29 

23 

25 

25 

32 

12 

55 

50 

20 

20 

41 

42 

10 

15 

10 

39 

50 

01 

57 

48 

09 

54 

03 

08 

29 

00 

51 

05 

ai 

50 
50 
05 
54 
45 
43 
40 
58 
00 
55 
05 
38 



EUevation. 



Observbr. 



r - 



40* 
14 
40 
107 
40 



690 
90* 

• • 
27 
53 

250 

166 

116 

75 

25 

56 

74 

70 

168 

58 

900* 

370* 
600* 

145 
185 

640 
70 

410 
107 

• • 
47 

375 

• • 
35* 



600 
75 

260 
133 
450 
200* 

83 
546 
510 

97 
185 

'46* 
800 



A. F. Sprague. 

Taanton Water Works. 

C H. Wilmarth. 

S. W. Abbott. 

Boston Manufacturing Co. 

Prof. Sarah F. Whiting. 

G. S. Newcomb. 

Williams College Observatory. 

L. R. Symmes. 

Richard Fobes. 

U. S. Signal Service. 

N. G. Herreshoff. 

Nathaniel Helme. 

R. I. Agr. Exp*t. Station. 

G. W. Pratt. 

Thomas Dunn. 

C. H. Cannon. 
J. H. Walker. 

Cit>- Engineer'^ Oflace. 

D. 'W. Hoyt. 

Woonsocket Water Works. 
H. R. Stevens. 

G. J. Case. 

J. B. Perrv, 

Samuel P.^Villard. 

M. H. Dean. 

R. Maston. 

Rev. Samuel Hart, D.D. 

New London Water Works. 

J. H. Tucker. 

E. A. Bailev. 
H. D. A. Ward. 
H. F. Wells. 

R. R. Smith, 

U. S. Signal Service. 

T. A. Kirkham. 

U. S. Signal Service. 

Grosvenor Dale Co. 

L. H. Healev. 

• 

Derby Gas Co. 
K. B. Loomis. 
L. J. Wells. 
Miss E. D. Larned. 
W. H. Rathbone 
E. H. Lathrop. 
Rev. E. Dewhurst. 
Mrs. B. F. Harrison. 
N. J. Welton. 
S. T. Stockwell. 
U. S. Signal Service. 
Thomas Manning. 



i( 



(fc 



i Dr. D. Draper. 
U. S. Signal Service. 
Vassar College Observatory. 
S. B. Strong. 
Thomas Manning. 



Koi. 1S4, Sll and 250 began observations before the end of the year althoagh their reports were not pubUshed until Jan. 1891. 
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ANNALS OF HARVARD COLLEGE OBSERVATORY. 



TABLE II. 

SUMMARY OF OBSERVATIONS FOR YEAR 1890. 




1 

2 

3 

14 

4 

5 

7 

8 

10 

11 

12 

15 

33 

34 

37 

39 

58 

42 

43 

45 

57 

47 

49 

51 

52 

54 

71 

72 

74 

88 

77 

78 

82 

83 

85 

89 

101 

102 

177 

180 

104 

105 

174 

106 

175 

108 

109 

110 

114 

116 

117 

120 

121 

122 



Statioji. 



St. John, N.B. 
Bar Harbor, Me. 

Belfast 

Calais 

Eastport .... 
Fairfield .... 
Kent's Hill . . 
LewistOQ . . . 

OroDO 

Petit Manan . . 
Portlaod .... 
West Jonesport 
Berlin Fall8,N. H 
Berlin Mills . . 
Concord .... 
Hanover (a) . 

(6) 
Manchester (6) 

" . (c) 
Nashua . . * . 
Newton . . . , 
North Conwav 
Plymouth . . , 
Stratford . . . 
Walpole .... 
West Milan . 
Brattleboro'(a),Vt 

(b) 
Chelsea . . . 
Hartland . . 
Jacksonville . 
Lunenburgh . 
Northfield . . 
Strafford . . . 
Vernon . . . 
Weathersfield Ctr. 
Amherst (a), Mass 

(6). . 

(c). . 
Andover .... 
Blue Hill (sum't) 

(base! 

(valley) 
Boston (a) . 
Brewster . . 
Cambridge (a) 
(b) 
Chestnut Hill 
Cotult .... 
Deerfield . . 
Dudley . . . 
Fitchburg (a) 

{b) 

Framingham . 



(I 









TKMPKKATt'KC. 



Mean 




Daily 


Hiffh- 


Raii^. 


rftt. 



1 

o 

13.3 
15. « 

• • 

17.4 
13.1 
20.9 
10.9 
19.4 
17.9 
. . 
14.2 

• • 

26.4 
. . 
19.6 
19.4 
23.2 
19.3 
18.8 
21.3 
20.6 
23.1 
24.2 
23.6 
21.3 
24.6 
21.2 
18.1 
. . 
20.9 
23.6 
15.6 
19.2 



17.6 

19.9 

21.9 

17.9 

17.4 

^8.2 

.6 

,.1 

,.6 

o.l 

18.0 

20.5 

13.8 

20 .V 

18 6 

21 2 



2 

o 

/ i 
86 
«4 
90 
82 
92 
88 
93 
90 
75 
93 
78 
93 
93 
91 
91 
94 
92 
93 
95 
94 
92 
96 
93 
90 
89 
96 
93 
83 
92 
92 
90 
89 
88 
98 
89 
92 
92 
94 
92 
92 
92 
94 
95 
95 
91 
93 
94 
90 
98 
91 
92 
92 
95 



LowetL 



3 

o 



-19 
-12 

- 8 
•10 
-18 
-26 
-12 

16 
-36 

- 8 

- 4 
-12 
31 
30 
-11 
-20 
24 
-10 
. 5 

- 4 
. 5 

16 

16 

-25 

-15 

32 

10 

. 4 

-12 

-18 

16 

14 

22 

16 

10 

10 

5 

10 

6 

1 

1 



3 



7 



2 

2 

5 

9 

2 

4 

6 

3 



—16 I 



95 
88 
91 
91 
96 
85 
107 
93 
96 
98 
98 



Abtolut« 
Rang*. 

o 



86 

78 

92 

100 

100 

118 

100 

109 

126 

83 

96 

90 

124 

123 

102 

111 

118 

102 

98 

99 

93 

108 

112 

118 

105 

121 

106 

97 

95 

110 

108 

104 

111 

104 

108 

99 

97 

102 

100 

93 

93 

92 

97 



.. I 



Meah. 



Max. 

and 
Min. 



40.8 
43.5 

42.3 
41.2 
41.3 

40.8 
41.7 
41.7 

. • 
44.2 

. . 
38.1 

45.2 
42.7 
43.4 
47.7 
45.8 
46.5 
45.6 
42.2 
41.8 
42.8 
43.1 
39.1 
46.3 
47.5 

43.9 
44.0 
43.4 
40.4 



42.5 

46.6 
46.9 
47.1 
46.3 
47.7 
47.5 
49.1 
49.8 
47.6 
48.2 
48.2 
48.6 

48.8 

4 6.8 
48.6 



Tri- 

I>uilv. 

. 6 

O 
I 

; 40.7 

I 

I 

. . 

I 42.5 



40.9 
, 41.8 
: 43.2 

1 41.6 



42.9 
i 42.6 
46.4 

46.6 



45.5 
46.4 
41.3 

43.0 
43.9 

. . 
42.9 
46.3 

47.4 
46.4 
47.7 

• ■ 

46.0 



49.8 



46.4 



45.9 



PKKCiriTATIOJI. 



Rain 

and 
Snow. 

7 
in. 

60.40 
52.38 

. . 
54.46 
45.02 
43.07 
49.51 
52.75 
53.23 

51.97 



50.17 
47.41 
44.42 
43.90 
50.32 
45.70 
53.02 
47.39 

. . 
51.07 
43.70 
47.71 
48.49 
52.97 

45.61 
45.03 
59.07 
45.83 
38.17 
51.30 
49.36 

50.24 
46.32 
48.49 

50.79 
51.36 
48.73 
39.14 
45.78 
43.60 
54.90 
50.21 
50.46 

44.53 
51.89 
54.84 
52.67 



Unmeltec 
' Sdow. 



8 

in, 

74 

78 
92 
97 
68 
70 



106 



74 



137 
82 
92 
86 
79 
90 
84 
86 
. . 

103 
88 
81 

116 
83 
• . 

116 
77 

117 
96 
84 

116 



30 
41 
44 

. . 
51 



50 
35 



41 
31 

• ■ 
29 
64 
68 



Raomt Dati. 



Total. 



Mcvthlj 



159 

152 

I 

125 
173 I 
167 ' 

160 
167 

. . 
151 



138 
133 
134 
144 
145 
155 
136 
115 

• • 

147 
119 
138 
129 



170 
133 
172 
141 
186 
110 



I 



135 
141 

. . 
140 



144 
113 
112 
132 
127 
119 
• . 
107 
149 
135 
146 



10 

18 
18 

. . 
10 
14 
14 

• . 
18 
14 

. . 
13 



12 
11 
11 
12 
12 
13 
11 
10 
. . 
12 
10 
12 
11 



14 
11 
14 
12 
16 
9 



11 
12 

. . 
12 



12 

9 
9 
11 
11 
10 
. . 
9 

12 
11 
12 
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SUMMARY OF OBSERVATIONS FOR YEAR 1890. 



No. 


Station. 






Tkmprratl'kk. 






PKF.riPITATIOH. 


Kaint 


DaT8. 


123 
124 
178 
127 
128 
129 
131 
133 
136 
176 
134 
135 
139 
140 
141 
173 
146 
147 
148 
149 
152 
153 
160 
161 
163 
164 
165 
181 
168 
169 
201 
202 
210 
205 
207 
208 
221 
222 
223 
237 
226 
228 
229 
230 
231 
233 
235 
251 
252 
253 
254 
255 
258 
256 


Gilbertville, Mass. , 
GrotoQ • 




1 



21.6 
19.0 
12.5 
2(1.4 
20.8 
16.6 
11.7 
17.6 
19.0 
19.6 
21.1 
14.5 
19.8 
20.0 
23.3 
14.7 
10.7 
16.0 
16.7 
18.2 
17.8 
. . 

1*6.5 
19.6 
19.8 
21.5 
16.4 
21.3 
20.5 
10.7 
14.3 
17.8 
16.7 
16. J 
20.6 

19.2 
17.0 
18.5 
18.5 
15.9 
13.3 
18.5 
11.0 
. . 
17.1 
16.8 

19.1 

15.0 
22.2 
14.5 


2 



92 
92 
94 
97 
100 
90 
90 
92 
94 
98 
91 
91 
91 
94 
93 
91 
82 
90 
93 
94 
96 
90 

• • 

95 
94 
93 
94 
93 
93 
98 
85 
88 
91 
93 
96 
95 
92 
91 
93 
89 
94 
91 
88 
93 
88 
92 
96 
98 
97 
92 
98 
95 
98 
91 


3 



6 

— 7 

— 4 
5 
3 

— 2 

1 

— 4 

— 2 


—13 
1 



—10 
6 
11 
3 
2 
2 

7 

— 4 
3 
2 
2 
4 
3 

— 6 
2 

10 
5 
3 
5 
6 
2 
4 
2 

7 

4 
7 

—10 
. • 

— 3 
4 
1 

7 
6 

— 8 
8 


4 

o 

98 
99 
98 

102 

103 
92 
89 
96 
96 
98 

104 
90 
91 
94 

103 
85 
71 
87 
91 
96 
96 
83 

. . 
92 
92 
91 
98 
96 
99 

100 
75 
83 
88 
88 
90 
93 
96 
89 
93 
96 
94 
87 
81 
93 
98 

• • 

99 
102 
96 
92 
91 
89 
106 
83 


5 

o 

46.9 
47.4 
49.3 
47.8 
47.8 
45.4 
49.2 
48.4 
46.7 
48.3 
45.2 
46.6 
48.5 
46.1 
46.2 
47.9 
49.0 
48.3 
49.1 
47.9 
48.8 
. . 

48.8 
49.8 
49.4 
48.4 
46.9 
48.8 
49.8 
49.7 
49.8 
48.4 
51.2 
50.9 
49.2 

48.6 
50.0 
46.8 
49.4 
49.6 
50.5 
48.5 
47.7 

48.1 
48.2 

49.8 

53.8 
48.5 
51.8 


6 



• • 

• • 

• • 

• • 

• • 

45.3 

. . 

48.2 

47.2 

49.9 

49.5 
49.0 

• • 

• • 

• • 

• • 

• • 

49.3 

• • 

50.2 

• • 

• • 

46 .6 
48.5 

• « 

• • 

4*6.6 
48.4 

• • 

50.6 

52.6 

. . 

51.2 


7 



57.64 
54.61 
50.54 
51.23 
50.58 
51.86 
62.54 
51.00 

• • 

54.29 
53.76 
53.81 
51.50 
47.66 

43.80 
61.69 
59.01 
50.70 
54.80 
52.46 
55.37 
54.80 
52.89 
54.07 
54.38 
51.37 

47.62 
31.51 
46.79 
57.57 

50.60 
46.16 
51.78 

• . 

48.87 
51.60 
48.95 
48.85 

. . 

52.36 
51.52 
44.89 
54.26 
54.76 
45.63 
52.30 
43.60 
54.14 


8 

o 

58 
84 
57 

. . 
64 
51 

. . 

. . 
39 

• • 

28 
36 
43 

. . 
. . 
26 
21 
69 

• • 

19 
41 
45 
41 
44 
. . 
66 
. . 
67 
14 
33 
40 

• • 

42 
35 
38 
. . 
43 
34 
36 
20 
41 

• • 

• • 

26 
35 
47 
32 
29 
29 
46 
. . 
21 


9 

1*36 
106 
128 
150 

137 
136 

. . 

95 
157 
145 
111 
114 
150 

155 
123 
157 
149 
116 
131 
132 
150 
133 
140 
141 
. . 

1*48 
141 
155 
124 

. . 
147 
139 
111 

. . 

144 
130 
156 
158 

. . 

. . 
110 
133 
175 
130 
129 
132 
144 
119 
122 


10 

. . 

11 

9 
11 
12 

• • 

11 
11 

• • 

8 
13 
12 

9 

10 
12 

• • 

13 
10 
13 
12 
10 
11 
11 
12 
11 
12 
12 
. . 

• • 
12 

12 

13 

10 

. . 
12 
12 
9 
. . 
. . 
12 
11 
13 
13 

• • 

• • 

9 
11 
15 
11 
11 
11 
12 
10 
10 


Kendal Green . , 
Lake Coehituate , 
Lawrence .... 




Leicester • • . , 




Long Plain . . . 
Lowell (fi) . . 
" (c) ... 

" (d) • • 
Lndlow .... 




Lvnn ...... 




•'-'J ». .-« ...... 

Middleboro . . . 
Milton ...... 




Monson 




Nahant 




Nantucket . . . , 




New Bedford (a) 
*' " (b) 
Newburyport (a) 
Northamplou . . 
Plymouth .... 




South Hingham . 
Snrincrfield .... 




Taunton (a) . . 

" (6) . . . 

'* (c) 
AVakefield . " ! . 
Welleslcv .... 




Westboro' . . . 
Block Island, K.I 
Bristol 


• 


Kinsrston . . . 




Olnevville . . . 




Providence (a) 

(b) , 
Canton, Conn. . 
Colchester . . . 




Hartford (a) . . 
Mansfield .... 




Middletown . . . 
New Haven . . 
New London . . 
Shelton 




ThomDSon .... 




Voluntown . . . 
Water bury . . . 
Albany, N. Y. . 
Boyd's Corner . , 
Carmel 




New York (a) . . 

'» '' (b). , 

Poughkeepsie . . 

Setauket . • • • ^ 
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appendix: to table ii. 

STATIONS REPORTING PRECIPITATION ONLY. 
[Total Precipitation and Unmelted Snow In Year 1890.] 



No. 


Statiox. 


Totnl 
Precip. 


Snow- 
fall. 


No. 
159 


Statiox. 


Total 
Precip. 


Snow- 
fall. 

c- 


32 


Belmont, N.H 


49.74 




Salem, 


Mass 


49.50 


40 


Lake Village, '' . 








53.12 




166 


Waltham, 


ki 


« 






51.02 


• • 


44 


Mine Falls, '* . 








54.21 




171 


Winchester, 


a 








47.67 


. • 


48 


Pennlchock Sfn., '' . 








53.14 




203 


Lonsdale, 


R. I. , 








52.60 


39 


53 


Weir's Bridge, '' , 








52.14 




206 Pawtucket, 


(C 








49.04 


38 


55 


Wolfboro', '' , 








53.10 




2;(8 Birmingham, 


Conn. . 


1 






50.85 


81 


75 


Cornwall, Vt. . 






. . 37.92 


50 


247 Falls Village, 


(( 








51.16 


56 


107 


Boston (6), Mass. , 






. . 46.53 




224 Hartford (6) , 


(( 








50.01 


30 


112 


Clinton, " . 






. . 47.53 




225 Lake Konomoc, 


ik 








56.93 


. • 


119 


Fiskdale, 






. . 45.55 




249 1 Lebanon 1 


n 








49.10 


40 


130 


Leominster, *' 








54.18 


64 


227 1 New Hartford, 


ii 








50.05 


• • 


138 


Medford, " . 








47.33 




248 So. Manchester, 


ii 








47.88 


• • 


142 


Mt. Nonotuck, '' 








50.69 


50 


232 Uncasville, 


(( 








59.83 


28 


143 


Mystic Lake, " 






. . i 50.64 




234 \ Wallingford, 


i( 








49.69 


• • 


144 


Mystic Pmp*gSta., '' . 






. . 1 47.64 




245 1 West Simsbury, 


(C 








48.38 


34 


150 


Newburyport (6), '' 






. . i 41.74 

1 




257 


S. E. Reservoir, 


N. Y. . 








55.20 


• • 


179 


Robert's Dam, " , 






. . 1 50.96 

1 


44 













TABLE III. 
MONTHLY MEAN PRESSURE AND RELATIVE HUMIDITY FOR UOO. 



No. 
I 


Station. 


January. 


February. 


March. 


ArRi 


I.. 

Rel. 
Hum. 

77 


Mai 


r 
• 


JUJIF 


1 
»• 


PreMore. 


Rel. 
Hum. 

96 


Preasure. 


Rel. 
Hum. 

92 


Prewure. 


Rel. 
Hum. 


Pressure. 


Prewure. 


R(l. 
Hum. 

84 


Pifssure. 


Rel. 
Hum. 


St. John, N. B. . 


30.10 


30.05 


29.89 


86 


29.00 


20.08 


29.92 


85 


4 Eastport, Me. . . 


30.09 


74 


30.05 


74 


29.89 


77 


80.00 


65 


29.97 


80 


29.93 


78 


12 Portland . . . 


30.13 


76 


30.07 


78 


29.94 


76 


80.04 


61 


29.04 


85 


29.94 


82 


43 


Manchester(c),N.H. 


30.17 


77 


80.09 


78 


29.98 


75 


30.07 


55 


29.06 


70 


29.97 


C8 


45 


Nashua 


30.15 


77 


80.08 


76 


29.96 


75 


30.05 


58 


29.94 


70 


29.95 


67 


71 


Brattleboro(a), Vt. 


80.13 


86 


80.08 


84 


29.99 


84 


30.07 


75 


20.04 


81 


20.97 


80 


82 


Northfield .... 


80.17 


79 


80.11 


75 


80.01 


78 


30.08 


65 


20.05 


72 


29.91 


75 


177 


Amherst (c), Mass. 


30.19 


68 


30.10 


75 


29.99 


77 


30.10 


65 


29.06 


67 


29.98 


71 


104 


Blue Hill 


30.14 


76 


30.07 


78 


29.96 


72 


80.06" 


67 


29.06 


80 


29.96 


77 


106 


Boston (a) .... 


30.17 


73 


30.10 


74 


29.99 


72 


30.09 


63 


29.08 


74 


29.98 


70 


175 


Brewster 


30.16 


80 


30.09 


78 


29.97 


80 


30.07 


74 


29.99 


84 


29.98 


85 


129 


Leicester 


30.14 


. . 


30.00 


. . 


29.98 


. • 


30.04 


. • 


29.04 


. . 


29.94 


. . 


176 


Lowell (ti) .... 


30.13 


78 


30.06 


81 


29.96 


78 


30.02 


70 


29.04 


81 


29.94 


74 


146 


Nantucket .... 


30.18 


83 


30.10 


83 


29.98 


83 


30.09 


77 


30.00 


83 


29.98 


83 


149 


Newburyport (a) . 


30.15 


69 


30.08 


70 


29.96 


72 


30.06 


61 


20.06 


75 


29.96 


72 


161 


Springfield .... 


30.17 


75 


30.08 


76 


29.98 


73 


80.07 


56 


30.03 


66 


29.96 


C8 


163 


Taunton(a) . . . 


30.14 


. . 


30.06 


• • 


29.95 


. . 


80.05 


. . 


29.04 


. . 


29.94 


• • 


201 


Block Island, R. I. 


30.20 


82 


30.12 


82 


30.02 


82 


30.10 


78 


30.00 


90 


80.00 


87 


207 


Providence (a) . . 


30.13 


74 


30.05 


73 


29.95 


74 


80.05 


63 


20.96 


79 


29.96 


73 


237 


Mansfipld, Conn. . 


30.18 


77 


30.09 


81 


29.99 


81 


80.09 


67 


29.06 


79 


29.98 


77 


228 


New Haven . . . 


30.20 


79 


80.12 


81 


30.02 


78 


80.11 


72 


29.99 


80 


29.98 


75 


229 


New London . . . 


30.18 


73 


80.11 


73 


30.00 


70 


80.08 


64 


29.97 


77 


29.97 


74 


251 


Albany, N. Y. . . 


30.21 


78 


30.14 


80 


30.05 


81 


30.10 


71 


29.96 


75 


29.97 


70 


254 


New York (a) . . 


30.18 


79 


80.09 


75 


30.01 


76 


30.10 


68 


29.99 


75 


80.02 


79 


255 


NewYork(6) . . 


30.22 


70 


30.12 


76 


30.04 


72 


30.11 


63 


29.99 


73 


80.00 


71 


256 


Setauket 


30.21 


* . 


80.12 


. . 


30.03 


. . 


30.12 


. . 


30.00 


. . 


80.02 


. . 




Mean 


80.16 


77 


80.09 


78 

1 


29.98 


77 


30.07 


67 


29.97 


77 


29.97 


76 
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The highest (reduced) barometric readings for New England in 1890 (table IV) 
occurred everywhere on January 1st, and were a continuation of the anticyclone which 
gave the highest pressure for 1889 on the last day of that year. It must be rare that 
the same anticyclonic conditions will give a maximum pressure to two years. The 
lowest readings (table V) show no such marked uniformity, the dates of lowest pres- 
sure being different at the various stations. The unusually low mean pressure in 
October and, in a less degree, in March shows a marked dependance upon the path 
of the cyclones as they pass New England. In October only three of the nine cy- 
clones passed to the north of New England (page 10) and in March only three out of 
ten, the others passing either across or to the south and east; while in September, a 
month with high pressure, five of the seven cyclones passed to the north, the other 
two passing to the south of our district. 



MONTHLY MEAN PRESSURE AND RELATIVE HUMIDITY FOR 1890. 



No. 


July 


> 


August. 


Sbptsmbbr. 


October. 


November. 


Dbcbmbbb. 


Year. 1 


Preseure. 


Bel. 
Hum. 


Pressure. 


Rel. 
Hum. 


Pressure. 


Bel. 
Hum. 


Pressure. 


Bel. 
Hum. 


Pressure. 


Bel. 
Hum. 


Pressure. 


Bel. 
Hum. 


Pressure. 


Bel. 
Hum. 


1 


29.98 


85 


29.97 


91 


30.07 


90 


29.84 


87 


29.92 


89 


29.91 


96 


29.97 


88 


4 


29.98 


81 


29.96 


86 


30.08 


83 


29.84 


76 


29.94 


74 


29.92 


70 


29.97 


76 


12 


29.99 


80 


29.98 


83 


30.10 


86 


29.88 


81 


29.98 


75 


29.99 


75 


30.00 


78 


43 


30.01 


69 


30.00 


75 


30.13 


81 


29.90 


78 


30.01 


70 


30.03 


74 


30.03 


72 


45 


29.99 


67 


29.98 


75 


30.10 


83 


29.88 


82 


29.98 


75 


30.01 


70 


30.00 


73 


71 


30.01 


80 


30.00 


81 


30.12 


86 


29.92 


86 


30.03 


83 


30.05 


81 


30.03 


82 


82 


30.00 


77 


30.00 


80 


30.13 


85 


29.93 


83 


30.01 


79 


30.08 


74 


30.04 


77 


177 


30.02 


70 


30.00 


75 


30.12 


81 


29.88 


69 


30.01 


68 


30.01 


67 


30.03 


71 


104 


30.00 


74 


29.98 


79 


30.10 


84 


29.86 


79 


30.00 


75 


30.00 


72 


30.01 


76 


106 


30.02 


67 


30.01 


76 


30.13 


79 


29.90 


79 


30.02 


77 


30.02 


75 


30.04 


73 


175 


30.03 


82 


30.01 


87 


30.13 


86 


29.87 


84 


30.01 


82 


30.00 


84 


30.03 


82 


129 


29.99 


• . 


29.98 


. . 


30.08 


. * 


29.86 


• • 


29.99 


. . 


29.99 


• . 


30.00 


• * 


176 


29.94 


77 


29.98 


81 


30.09 


86 


29.87 


85 


29.99 


78 


30.01 


83 


29.99 


79 


146 


30.04 


85 


30.03 


85 


30.13 


84 


29.88 


77 


30.03 


82 


30.01 


83 


30.04 


82 


149 


30.01 


74 


30.00 


78 


30.12 


83 


29.88 


79 


29.99 


71 


30.00 


65 


30.02 


73 


161 


30.01 


65 


30.00 


73 


30.11 


80 


29.89 


75 


30.01 


76 


30.04 


78 


30.03 


71 


163 


29.99 


• • 


29.98 


• . 


30.09 


. . 


29.84 


* . 


29.98 


. . 


29.98 


. . 


30.00 


• . 


201 


30.05 


87 


30.03 


87 


30.15 


87 


29.89 


80 


30.05 


77 


30.04 


71 


30.05 


82 


207 


30.01 


71 


29.99 


76 


30.10 


83 


29.84 


79 


29.99 


72 


29.98 


66 


30.00 


74 


237 


30.03 


78 


30.01 


82 


30.13 


87 


29.89 


79 


30.01 


75 


30.05 


74 


30.03 


78 


228 


30.03 


75 


30.01 


82 


30.13 


85 


29.90 


80 


30.05 


76 


30.05 


73 


30.05 


78 


229 


30.02 


76 


30.00 


80 


30.12 


82 


29.89 


76 


30.03 


71 


30.03 


64 


30.03 


73 


251 


30.02 


70 


30.01 


73 


30.14 


82 


29.92 


81 


30.05 


79 


30.09 


78 


30.06 


77 


254 


30.07 


81 


30.05 


79 


30.14 


77 


29.89 


73 


30.04 


72 


30.03 


61 


30.05 


75 


255 


30.04 


72 


30.03 


77 


30.14 


79 


29.91 


72 


80.07 


76 


30.07 


72 


30.06 


73 


256 


30.07 


• • 


30.06 


• • 


30.16 


• • 


29.91 


• • 


30.07 


• • 


30.07 


• • 


30.07 


• • 


M 


30.01 


76 


30.00 


80 


30.12 

• 


8S 


29.88 


80 


30.01 


76 


30.02 


74 


30.02 


77 
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TABLE IV. 
MAXIMUM PRESSURE AND DATE FOR 1890. 



No. 
4 


Station. 


Jauuary. 


February. 


March. 


ApRru 


Mat. 


JUXE. 1 


Highest. 


Date. 


Highest. 


Date. 
2 


Highest. 


Date. 
25 


Highest. 


Date. 
26 


Highest. 


Date. 


Highest. 


Date. 
16 


East port, Me. . . 


30.90 


1 


30.76 


30.48 


30.45 


30.41 


22 


30.26 


12 


Portland 


30.87 


- 
\ 


30.74 


2 


30.54 2:) 


30.50 


26 


30.34 


22 


30.23 


16 


43 


Manche8ter(c),N.H. 


30.87 




30.73 


2 


30.54 25 


30.51 


2 


30.35 


22 


30.28 


16 


45 


Nashua 


30.93 




30.74 


7 


30.58 


2o 


30.55 


2 


30.37 


22 


30.28 


16 


82 


Northfield, Vt. . . 


30.78 




30.74 


7 


30.53 


9 


30.49 


2 


30.34 


22 


30.25 


10 


177 


Amherst (c), Mass. 


30.94 




30.72 


7 


30.54 


25 


30.58 


2 


30.32 


22,23 


30.28 


16 


104 


Blue Hill 


30.94 




30.72 


7 


30.56 


25 


30.54 


2 


30.32 


22 


30.28 


16 


106 


Boston (a) . • . • 


30.89 




30.69 


2 


30.56 


25 


30.54 


2 


30.34 


22 


30.31 


16 


175 


Brewster 


30.90 




30.67 


7 


30.55 


25 


30.53 


2 


30.30 


22 


30.30 


16 


129 


Leicester 


30.87 




30.68 


7 


30.54 


25 


30.52 


2 


30.29 


22 


30.23 


16 


176 


Lowell (d) . . . . 


30.88 




30.76 


2 


30.50 


25 


30.48 


2 


30.33 


22 


30.26 


10 


146 


Nantucket • • • • 


30.99 




30.65 


2 


30.56 


25 


30.55 


2 


30.28 


25 


30.30 


16 


149 


Newbury port (a) 


30.94 




30.74 


7 


30.56 


25 


30.51 


2 


30.36 


22 


30.29 


16 


163 


Taunton (a) ... 


30.85 




30.66 


• . 


30.54 


:i3 


30.53 


2 


30.27 


25 


30.26 


16 


201 


Block Island, R.I. 


30.86 




30.65 


7 


30.58 


25 


30.57 


2 


30.32 


22 


30.30 


10 


207 


Providence (a) . . 


30.88 




30.67 


7 


30.53 


25 


30.51 


2 


30.30 


22 


30.28 


16 


237 


Mansfield, Conn. . 


30.83 




30.68 


7 


30.54 


25 


30.56 


2 


30.33 


21 


30.28 


10 


228 


New Haven . . . 


30.83 




30.67 


7 


30.54 10 


80.60 


2 


30.33 


22 


30.30 


10 


229 


New London . . . 


30.82 




30.66 


2 


30.54 25 


30.56 


2 


30.30 


22 


30.27 


16 


251 


Albany, N.Y. . . 


30.78 




30.71 


7 


30.55 9 


30.60 


2 


30.32 


22 


30.20 


10 


254 


New York (o) . . 


30.81 


1 


30.64 


7 


30.55 9 


30.62 


, 2 


30.31 


22 


30.31 


9 


255 


New York {b) . . 


30.78 




30.59 


10 


30.55 10 


30.63 


2 


30.31 


22 


30.31 


9 


256 


Setauket 


30.84 




30.67 


7 


30.56 8,10 


30.59 


2 


30.33 


22 


30.32 


9,16 



TABLE V. 

MINIMUM PRESSURE AND DATE FOR 1890. 







Jakuart. 


Febru 


ARY. 


March. 


April. 


May. 


JCJIB. 


No 


^T ATlfkV 
























4 


O I A I LVX^. 


Lowest. 


Date. 

8 


Lowest. 


Date. 


Lowest. 


Date. 


Lowest. 


Date. 


Lowest. 


Date. 


Lowest. 


Date. 


Eastport, Me. . . . 


29.31 


29.24 


5 


29.10 


17 


29.52 


10 


29.64 


31 


29.60 


26 


12 


Portland 


29.28 


8 


29.25 


5 


29.36 


17 


29.44 


10 


29.57 


6 


29.65 25 


43 


Manchester (c),N.H. 


29.35 


8 


29.30 


5 


29.44 


16 


29.45 


4 


29.62 


5 


29.70 25 


45 


Nashua 


29.43 


13 


29.26 


5 


29.40 


16 


29.42 


10 


29.51 


20 


29.67 25 


82 


Northfield, Vt. . . 


29.34 


8 


29.25 


5 


29.48 


18,29 


29.45 


9 


29.57 


5 


29.73 


25 


177 


Amherst (c) , Mass. 


29.44 


8 


29.37 


5 


29.48 


16 


29.50 


9,10 


29.52 


20 


29.69 


25 


104 


Blue Hill 


29.34 


8 


29.36 


20 


29.37 


16 


29.40 


9 


29.53 


20 


29.65 26 


106 


Boston (a) .... 


29.39 


8 


29.35 


5 


29.43 


16 


29.50 


4 


29.63 


6 


29.71 ; 25 


175 


Brewster 


29.37 


8 


29.44 


5 


29.36 


16 


29.46 


9 


29.65 


6 


29.68 ; 25 


129 


Leicester 


29.41 


9 


29.38 


5 


29.43 


16 


29.45 


9 


29.54 


20 


29.69 25 


176 


liOwell (d) .... 


29.39 


8 


29.33 


5 


29.41 


16 


29.45 


10 


29.57 


6 


29.67 25 


146 


Nantucket 


29.41 


8 


29.55 


15 


29.36 


28 


29.48 


9 


29.64 


6 


29.68 25 


149 


Newbury port (a) . 


29.31 


8 


29.29 


5 


29.87 


16 


29.40 


9 


29.57 


6 


29.67 1 26 


163 


Taunton (a) ... 


29.37 


8 


29.35 


. . 


29.41 


16 


29.42 


9 


29.60 


6 


29.62 26 


201 


Block Island, R.I. . 


29.43 


8 


29.49 


5 


29.42 


28 


29.54 


9 


29.65 


5 


29.74 25 


207 


Providence (a) . . 


29.37 


8 


29.35 


5,20 


29.36 


28 


29.38 


9 


29.56 


6 


29.67 ! 25 


237 


Mansfield, Conn. . 


29.44 


8 


29.42 


5 


29.46 


28 


29.46 


9 


29.58 


20 


29.72 25 


228 


New Haven .... 


29.49 


8 


29.48 


14 


29.46 


28 


29.47 


9 


29.63 


5 


29.72 2 3 


229 


New London . . . 


29.59 


16 


29.48 


14 


29.42 


2S 


29.50 


9 


29.62 


5 


29.71 


25 1 


251 


Albany, N.Y. . . 


29.69 


16 


29.36 


14 


29.49 


28 


29.39 


9 


29.55 


5 


29.76 25,28 


254 


New York (a) . . . 


29.49 


8 


29.48 


14 


29.83 


28 


29.46 


9 


29.60 


5 


29.78 I 28 


255 


'' '' (b) . . . 


29.55 


8 


29.52 


5,14 


29.49 


28 


29.46 


9 


29.62 


6 


29.78 28 


256 


Setauket 


29.54 


8 


29.52 


5 


29.42 


28 


29.50 


9 


29.61 


20 


29.80 25 
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MAXIMUM PRESSURE AND DATE FOR 1890. 



No. 
4 


Jul 


.T. 

Date. 
24 


AUGl 


rsT. 
Date. 

19 


Septemrkk. 
Highest.' Date. 


OCTOBEK. 

Highest. Date. 


NoVE! 

Highest. 


MBER. 

Date. 
9 


Dkcbs 
Highest. 


IBKR. 

Date. 
26 


Highest. 

30.90 


fEAK. 


Highest. 


Highest. 


Date. 


30.25 


30.26 


30.43 


11 


30.43 


23 


30.45 


30.63 


Jan. 1 


12 


30.24 


22 


30.24 


19 


30.42 


11 


30.41 


23 


30.41 


9 


30.63 


26 


30.87 


Jan. 1 


43 


30.26 


22 


30.25 


16 


30.43 


11 


30.43 


23 


30.37 


15 


30.62 


26 


30.87 


Jan. 1 


45 


30.25 


22 


30.27 


19 


30.43 


11 


30.42 


23 


30.39 


11 


30.61 


26 


30.93 


Jan. 1 


82 


30.26 


22 


30.24 


16 


30.44 


11 


30.40 


23 


30.41 


11 


30.67 


'lb 


30.78 


Jan. 1 


177 


30.26 


22 


30.28 


16 


30.42 


11 


30.41 


23 


30.35 


15 


30.60 


20 


30.93 


Jan. 1 


104 


30.24 


29 


30.25 


16 


30.39 


11 


30.42 


23 


30.37 


9 


30.64 


25 


30.94 


Jan. 1 


106 


30.26 


22 


30.26 


19 


30.42 


11 


30.41 


22 


30.38 


9 


30.59 


25 


30.89 


Jan. 1 


175 


30.34 


22 


30.25 


16 


30.39 


11 


30.39 


22 


30.35 


9 


30.58 


25 


30.90 


Jan. 1 


129 


30.20 


22 


30.24 


16 


30.36 


11 


30.33 


22 


30.31 


16 


30.60 


25 


30.87 


Jan. 1 


176 


30.20 


23 


30.25 


19 


30.38 


11 


30.34 


22 


30.36 


7 


30.62 


16 


30.88 


Jan. 1 


146 


30.28 


23 


30.27 


17 


30.38 


11 


30.42 


22 


30.37 


16 


30.56 


25 


30.99 


Jan. I 


149 


30.26 


22 


30.27 


19 


30.43 


11 


30.43 


23 


30.39 


11 


30.65 


26 


30.94 


Jan. 1 


163 


30.24 


23 


30.23 


19 


30.37 


. . 


30.37 


22 


30.35 


11 


30.57 


25 


30.85 


Jan. 1 


201 


30.28 


23 


30.28 


16 


30.39 


11,25 


30.39 


22 


30.39 


16 


30.59 


25 


39.86 


Jan. 1 


207 


30.24 


23 


30.24 


16 


30.37 


11 


30.38 


22 


30.34 


9,16 


30.58 


25 


30.88 


Jan. 1 


237 


30.26 


23 


30.26 


16 


30.39 


11 


30.42 


22 


30.37 


12 


30.64 


25 


30.83 


Jan. 1 


228 


30.25 


22 


30.24 


16 


30.39 


25 


30.39 


22 


30.36 


16 


30.60 


25 


30.83 


Jan. 1 


229 


30.24 


22, 23 


30.24 


16 


30.36 


25 


30.41 


23 


30.36 


16 


30.60 


25 


30.82 


' Jan. 1 


251 


30.29 


12 


30.28 


16 


30.43 


29 


30.40 


22 


30.41 


16 


30.70 


25 


30.78 


Jan. 1 


254 


30.28 


21 


30.30 


16 


30.36 


25 


30.35 


22 


30.38 


12 


30.59 


25 


30.81 


Jan. 1 


255 


30.28 


21 


30.26 


16 


30.39 


25 


30.36 


22 


30.37 


16 


30.60 


25 


30.78 


Jan. 1 


256 


30.28 


21 


30.30 


16 


30.40 


25 


30.40 


22 


30.39 


16 


30.61 


25 


30.84 


Jan. 1 



MINIMUM PRESSURE AND DATE FOR ISOO. 



No. 

4 


July. 


Au<i 


rsT. 


Septemiier. 
Lowest. Date. 


October. 

• 


Novk: 
Lowest. 

29.34 


kIBKR. 

Date. 

1 

18 


December. 


Year. 1 


Lowest. 


Date. 
9 


Lowest. 


Date. 

1 

27 


Lowest. 


Date. 
27 


Lowest. 


Date. 
27 


Lowest. 


■ 

Date. 


29.46 


29.25 


29.69 


1 l^ 


29.08 


29.14 


29.08 


Oct. 27 


12 


29.56 


9 


29.60 


27 


29.73 


18 


29.29 


27 


29.41 


18 


29.24 


27 


29 24 


Dec. 27 


43 


29.64 


9 


29.45 


27 


29.75 


17 


29.40 


27 


29.46 


18 


29.36 


27 


29.30 


Feb. 5 


45 


29.58 


9 


29.42 


27 


29.68 


17 


29.26 


30 


29.28 


18 


29.34 


27 


29.26 


Feb. 5 


82 


29.58 


8 


29.61 


27 


29.81 


23 


29.45 


28 


29.61 


2 


29.42 


10 


29.25 


Feb. 5 


177 


29.64 


9 


29.46 


27 


29.73 


17 


29.32 


27 


29.37 


18 


29.42 


27 . 


29.32 


Oct. 27 


104 


29.61 


9 


29.45 


27 


29.68 


17 


29.20 


17 


29.22 


18 


29.32 


27 


29.20 


Oct. 17 


106 


29.66 


9 


29.53 


27 


29.70 


17 


29.32 


17 


29.42 


18 


29.36 


27 


29.32 


Oct. 17 


175 


29.68 


9 


29.59 


27 


29.70 


17 


29.24 


19 


29.38 


18 


29.38 


27 


29.24 


Oct. U 


129 


29.62 


9 


29.56 


27 


29.69 


17 


29.31 


30 


29.26 


18 


29.30 


27 


29.26 


Nov. 18 


176 


29.62 


9 


29.62 


27 


29.72 


17 


29.36 


29 


29.32 


18 


29.33 


27 


29.32 


Nov.18 


146 


29.69 


9 


29.69 


27 


29.70 


17 


29.35 


27 


29.42 


18 


29.36 


18 


29.35 


Oct. 27 


149 


29.57 


9 


29.40 


27 


29.72 


18 


29.28 


17 


29.30 


18 


29.30 


27 


29.28 


Oct. 17 


163 


29.66 


9 


29.51 


27 


29.69 


• . 


29.29 


27 


29.38 


18 


29.36 


18 


29.29 


Oct. 27 


201 


29.72 


9 


29.62 


27 


29.73 


17 


29.30 


27 


29.52 


18 


29.45 


18 


29.30 


Oct. 27 


207 


29.61 


9 


29.48 


27 


29.68 


17 


28.26 


17 


29.23 


18 


29.32 


27 


29.23 


Nov.18 


237 


29.72 


9 


29.55 


27 


29.71 


17 


29.36 


27 


29.45 


18 


29.45 


18 


20.36 


Oct. 27 


228 


29.73 


9 


29.55 


27 


29.74 


17 


29.35 


29 


29.59 


30 


29.33 


17 


29.33 


Dee. 17 


229 


29.70 


9 


29.57 


27 


29.70 


17 


29.35 


29 


29.54 


18 


29.44 


18 


29.35 


Oct. 29 


251 


29.66 


8 


29.54 


27 


29.85 


29 


29.37 


29 


29.55 


17 


29.48 


10 


29.36 


Feb. 14 


254 


29.76 


3 


29.60 


27 


29.81 


17 


29.31 


29 


29.41 


18 


29.41 


18 


29.31 


Oct. 29 


255 


29.75 


3 


29.59 


27 


29.83 


17 


29.35 


29 


29.61 


30 


29.56 


27 


29.35 


Oct. 29 


256 


29.76 


9 


29.63 


27 


29.81 


17 


29.39 


29 


29.55 


17 


29.49 


18 


29.39 


Oct. 29 
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ANNALS OF HARVARD COLLEGE OBSERVATORY. 



TABLE VL 
MONTHLY TEMPERATURE NORMALS AND DEPARTURES FOR 1890. 









No. 


Janvart. 


FjCBmUAKT. 


March. 


ArRir.. 


Mat. 1 


No 


Statiow 


of 










1 


A% Wm 


9^ M A« I^^ 


N.B. . . . 


Tears. 
30 


Mean. 
18.1 


Dep. 


Mean. 

20.8 


Dep. 


Mean. 

27.7' 


Dep. 


Mean. 
37.5 


Dep. 


Mean. 


Dep. 


1 


St. John, 


+ 0.8 


+0.8 


+ 2.1 


+ 0.1 


47.2 


+ 1.0 


3 


Belfast, 


Me. . 




31 


19.0! +2.0| 


22.1 +2.8| 


29.9 +0.5 


41.2 


+ 1.1 


52.2—0.9 


4 


Eastport, 


it 




18 


20.1 


-1-0.4 


22.2 


+ 1.4 


28.6 +0.8 


38.3 


+ 0.8 


47.3 +0.6 


10 


Orono, 


(i 




22 


15.6 


-f-2.0 


18.9 


+ 3.7 


27.2' +1.7 


40.0 


—0.2 


52.6'— 0.5 


12 


Portland, 


t( 




19 


22.8 


-f-0.4 


25.1 


+ 1.5 


31.7—1.0 


43.2 


—1.1 


54.3 —2.2 


37 


Concord, 


N.K. ! 




22 


21.5 


+ 3.5 


24.7 


+3.8 


30.9 ■ —0.7 


44.7 


—0.9 


57.0 


+ 0.2 


39 


Hanover (a). 


»( 




. • 


16.4 


+6.6 


18.8 


+ 6.6 


28.2 


—0.4 


40.8 


+0.7 


54.5 


+0.2 


78 


Lunenburgb, 


Vt. '. 




40 


15.5 


+6.4 


17.2 


+ 7.5 


25.5 


+ 1.9 


38.0 


+ 2.8 


54.1 


+2.8 


83 


Strafford, 


k( 




16 


16.2 


+ 6.1 


18.7 


+3.4 


26.2 —0.7 


41.1 


+0.9 


56.5 


—2.1 


101 


Amherst (a). 


Mass. . 




53 


23.5 


+8.3 


24.8 


+ 7.4 


32.7 


—0.1 


45.2 


+ 1.4 


57.0 


—0.1 


106 


Boston (a), 


ki 




20 


26.2 


+ 6.2 


28.0 


+ 5.2 


33.8 


+ 1.1 


44.5 


+ 1.8 


56.3 


+ 0.7 


108 


Cambridge (a). 


a 




68 


24.9 


+4.4 


26.1 


+6.7 


33.8 


—1.6 


44.3 : +0.9 


56.1 


- 


h0.7l 


120 


Fitchburg (a) , 


n 




34 


22.4 


+6.1 


24.2 


+4.5 


30.4 


0.0 


42.5 


+ 1.5 


55.5 


- 


hl2| 


147 


New Bedford (a),** 




78 


28.3 


+5.3 


28.9 


+5.1 


84.9 


—1.1 


44.5 


+0.2 


54.7 


—0.2 


149 


Newburyport (a), " 




12 


25.2 


+4.5 


26.7 


+4.6 


32.2 


+0.8 


44.0 


+ 0.9 


55.3 


+0.7 


161 


Springfield, 


it 




23 


24.8 


+7.9 


25.9 


+ 7.8 


32.7 


+0.5 


46.2 


+2.5 


59.8 


+0.6 


163 


Taanton (a), 


(( 




19 


27.0 


+7.5 


28.3 


+ 6.4 


32.1 


+2.1 


46.2 


—0.4 


58.7 


—2.2 


164 


Taunton (*), 


t( 




20 


82.4 


+ 1.8 


28.5 


+ 6.5 


35.0 


—0.3 


46.3 


—0.2 


58.6 


—1.2 


201 


Block Island, 


R.I. 




10 


81.3 


+6.6 


31.8 


+ 5.2 


84.4 


+0.9 


43.4 


+0.6 


52.4 


0.0 


207 


Providence (a). 


i( 




59 


27.0 


+7.8 


27.8 


+ 7.8 


84.4 


+0.5 


45.5 


+2.0 


56.8 


+1.5 


226 


Middletown, 


Conn. . 




32 


25.1 


+8.6 


26.9 


+7.8 


88.8 


—0.6 


45.5 


+ 1.4 


57.1 


0.0 


228 


New Haven, 


C( 




104 


26.7 


+8.7 


28.8 


+7.2 


85.8 


—1.6 


46.8 


+0.2 


57.8 


—0.5 


229 


New London, 


i( 




20 


28.8 


+7.9 


29.8 


+7.0 


85.2 


+0.9 


45.7 


+ 1.5 


56.5 


—0.2 


231 


Thompson, 


«4 




80 


21.4 


+8.8 


26.2 


+8.9 


31.9 


+ 1.6 


44.2 


+ 1.7 


56.5 


—0.9 


235 


V\ aterbury. 


(C 




15 


25.2 


+ 6.6 


27.4 


+ 6.8 


88.2 


—1.6 


46.8 


—0.6 


57.9 


—0.7 


251 


Albany, 


N.Y. . 




17 


23.2 


+7.4 


24.9 


+6.8 


81.7 


—0.7 


45.7 


+ 1.6 


59.4 


—2.8 


254 


New York (a). 


i( 


► * • • 


20 


29.4 


+8.2 


80.9 


+ 7.0 


86.0 


—0.4 


48.1 


+ 1.0 


60.5 


—0.8 


M 


Mean for New England . 






28.6 


+5.6 


25.8 


+5.8 


81.8 


+0.2 


48.7 


+0.8 


55.6 


—0.1 


M' 


Mean for Maine 


• • • < 






19.4 


+ 1.2 


22.1 


+2.4 


29.4 


+0.5 


40.7 


+0.2 


51.6 


—0.8 


M" 


Mean for Massachusetts . . 




26.1 


+5.7 


26.8 


+6.0 


88.1 


+0.2 


44.9 


+ 1.0 


56.8 


0.0 


M'" 


Mean for Connecticut . . . 

• 




25.4 


+8.1 


27.7 


+6.8 


88.9 


—0.8 


54.7 


+0.8 


57.1 


—0.7 



NoTBS. — (4)Eastport: January, February, March, October, November, mean for 17 years. 

(87) Concord : September to December, mean for 28 years. 

(89) Hanover (a) : August, mean for 20 years ; July, 21 years ; January and February, 27 years ; De* 
oember, 49 years ; May and October, 51 years ; March, April, June, September, November, 
52 years. 

(88) Strafford : January and February, mean for 15 years. 
(120) Fitchburg (a) : January, mean for 83 jrears. 
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MONTHLY TEMPEKATURE NORMALS AND DEPARTURES FOR 1890. 



No. 


Junk. 


July. 


Atuu&r. 


Skitkmmkh. 


OCTOBKK. 

Mean. Dep. 


Novi 
Mean. 

35.5 


CMBEK. 

Dep. 


DbCK 

Mean. 


.MBKK. 


Ykak. 


Mean. 


Dep. 


Mean. 


Dep. 


Mean. 

60.2 


Dep. 


Mean. 

55.3 


Dep. 


Dep. 


Mean. Dep. 


1 


54.3 


+0.5 


60.0 


-hl.3 


+ 1.6 


4-2.3 


45.7 


—1.5 


+ 0.2 


I 
( 

22.6 —6.2 


40.4 


+0.2 


3 


61.3 


3.0 


66.3 


1.6 


64.9 


1.3 


56.5 


+0.8 


46.9 


—0.6 


36.1 


1.0 


24.4 


—9.3 


43.4 


—0.9 


4 


55.2 


—1.2 


60.4 


-1-0.4 


60.5 


+ 0.9 


55.6 


+ 1.4 


46.8 


0.2 


36.2 


—0.1 


25.2 


— 7.G 


41.4 


0.2 


10 


62.4 


2.9 


67.4 


1.2 


65.5 


—0.7 


57.4 


+ 0.6 


45.8 


—0.3 


33.9 


4-0.8 


21.7 


9.5 


42.4 


—05 


12 


63.6 


2.6 


68.8 


—1.4 


67.1 


—1.1 


60.0 


0.0 


49.4 


1.7 


38.2 


—1.4 


27.4 


-10.2 


4G.0 


—1.7 


37 


65.5 


3.1 


70.3 


1.5 


68.2 


—2.1 


60.4 


+0.1 


50.0 


—2.6 


37.6 


—2.0 


20.5 


9.3 


4G.4 


1.3 


39 


64.2 


—0.7 


66.7 


+ 0.8 


66.7 


2.1 


56.7 


+ 0.6 


45.0 


—0.4 


33.6 


1.0 


20.1 


—7.7 


42.6 


+0.3 


78 


64.1 


1.7 


68.1 


+ 1.7 


65.4 


+ 2.5 


56.6 


+3.4 


44.7 


+4.3 


31.3 


+3.9 


19.4 


8.5 


41.7 


+3.0 


83 


65.4 


—1.6 


69.2 


1.3 


67.4 


1.5 


59.2 


2.0 


46.6 


—1.0 


34.2 


+ 0.4 


21. G 


—8.2 


43.5 


0.6 


101 


66.1 


—0.7 


70.6 


0.6 


68.2 


— 1.1 


60.1 


1.1 


48.7 


—0.8 


38.3 


0.3 


26.9 


5.6 


46.8 


+ 0.6 


106 


66.0 


1.8 


70.9 


+ 0.1 


69.0 


0.1 


62.0 


+ 0.9 


51.4 


—0.4 


40.3 


+ 1.5 


30.5 


—4.5 


48.2 


+ 0.9 


108 


66.6 


3.3 


71.7 


—1.7 


69.5 


1.6 


61.7 


0.3 


50.2 


1.7 


39.2 


+ 0.2 


29.2 


—5.2 


47.8 


—0.2 


120 


65.6 


2.0 


70.3 


—0.8 


67.7 


—1.7 


59.6 


0.0 


48.0 


—1.3 


36.6 


—0.1 


28.9 


—8.1 


46.0 


—0.1 


147 


64.0 


1.1 


69.6 


—1.7 


68.3 


—1.1 


59.3 


+ 2.9 


52.0 


2.3 


41.8 


—0.7 31.9 


-^.5 


48.2 


+0.1 


149 


64.8 


—1.6 


69.2 


0.0 


67.0 


—0.2 


60.4 


+0.5 


49.6 


—1.1 


39.6 


—0.6 29.8 


6.4 


47.0 


+ 0.2 


161 


68.6 


—0.3 


73.3 


—0.9 


70.4 


—0.6 


62.8 


0.6 


50.8 


—0.4 


38.7 


+ 0.5 28.0 


—4.1 


48.5 


+ 1.0 


163 


67.7 


—3.7 


74.1 


—5.0 


71.5 


—2.6 


63.4 


1.1 


53.1 


—3.4 


41.4 


—0.5 


31.1 


—3.9 


49.6 


—0.6 


164 


68.3 


—3.6 


74.4 


—1.0 


71.7 


—4.3 


63.4 


0.5 


53.5 


—3.7 


41.2 


—0.6 


30.9 


—3.5 


50.4 


—0.9 


201 


62.2 


—0.7 


68.4 


—0.8 


67.9 


0.0 


63.5 


+0.2 


54.1 


—0.7 


45.5 


—0.9 


36.1 


—4.7 


49.2 


+ 0.5 


207 


66.0 


—0.1 


71.5 


+0.4 


69.5 


+0.2 


62.1 


+ 1.6 


51.2 


0.4 


40.4 


+ 1.8 


30.2 


2.2 


48.5 


+ 1.2 


226 


66.1 


—0.2 


70.6 


1.6 


68.2 


0.4 


61.2 


—0.1 


50.1 


1.0 


39.4 


+0.1 


28.6 


—3.9 


47.7 


+0.8 


228 


67.0 


—1.1 


71.7 


2.3 


70.2 


1.1 


62.6 


+0.2 


51.4 


—0.1 


40.5 


+ 1.2 


30.8 


—4.2 


49.1 


+ 0.6 


229 


65.6 


—0.3 


71.0 


1.3 


69.7 


—0.1 


63.2 


+ 1.0 


53.2 


—1.1 


42.0 


+ 1.2 


32.6 


3.2 


49.4 


+ 1.1 


231 


65.0 


—2.3 


70.4 


2.3 


67.5 


1.7 


61.4 


1.6 


49.6 


—2.3 


38.1 


—0.7 


28.4 


5.7 


46.7 


— O.l 


235 


67.4 


1.0 


72.0 


2.0 


69.4 


—0.3 


62.7 


—0.9 


52.1 


—2.5 


40.3 


—2.9 


29.0 


—6.6 [48.6 


—0.5 


251 


68.4 


+0.2 


72.5 


1.1 


70.4 


+0.2 


62.7 


+0.7 


51.1 


—0.5 


39.4 


—1.0 


28.3 


—8.5 


48.1 


+0.2 


254 


70.4 


—0.3 


75.1 


—2.0 


72.8 


—0.1 


65.9 


+1.2 


54.8 


—0.3 


42.5 


+ 1.4 


32.9 


3.0 


51.6 


+ 1.0 


M 


6^4.9 


1.7 


69.9 


1.1 


68.0 


—0.9 


60.9 


+ 0.2 


49.8 


1.1 


38.5 


0.0 


27.9 


—6.1 


46.7 


+ 0.1 


M' 


60.6 


—2.4 


65.7 


1.0 


63.0 


0.6 


57.4 


+0.7 


47.2 


—0.7 


36.1 


—0.4 


24.7 


—9.2 


43.3 


0.8 


M" 


66.4 


2.0 


71.6 


1.3 


69.3 


1.5 


61.4 


+0.1 


50.8 


—1.7 


39.7 


—0.1 


29.7 


—5.1 


48.1 


+0.1 


M"' 


66.2 


1.2 


71.1 


—1.9 


69.0 


—0.7 


62.2 


—0.8 


51.3 


—1.4 


40.1 


—0.2 


29.9 


—4.7 


48.3 


—0.4 



J 



i 



(147) New Bedford (a) : October to December, mean for 79 years. 

(149) Newburyport (a) : January to May, mean for 11 years. 

(161) Springfield : December, mean for 24 years. 

(164) Taunton (6) : January, mean for 19 years. 

(201) Block Island : September to December, mean for 11 years. 

(281) Thompson : October to December, mean for 85 years. 
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ANNALS OF HARVARD COLLECiE OBSERVATORY. 



TABLE VII. 
MONTHLY PRECIPITATION NORMALS AND DEPARTURES FOR 1890. 









No. 


Ja.nuaky. 


FKRRifAmr. 


MXKCH. 


Apkii.. 


May. 1 


No. 


Statiox 




of 










1 




1^ mS^ M a^^«v ■ 




Te*ri. 


Mean 

4.92 


Dep. 


H«An 


Dep. 


Mean 


Dep. 


Memn 


Dep. 


Mean 
4.39 


Dep. 


1 


St. John, 


N.B. . . 


30 


—0.26 


4.88 -f 0.40 


4.94 


+4.00 


8.34 


—0.75 


+3.62 


4 


Eastport, 


Me. . . 


18 


4.05—0.291 


4.18.-I-0.40 


5.00+0.85 


8.37—1.42 


4.23+1.96 


8 


Lewiston, 


(i 


16 


4.02 


—1.02 


4.45;— 0.31 


4.70+1.18 


8.39—1.22 


3.42+4.09 


10 


Orono, 


C( 


22 


4.00 


—0.67 


4.16:-l-0.36 


4.26' + 1.55 


2.89—0.87 


3.57+6.95 


12 


Portland, 


t( 


19 


3.53—0.64] 


3.64,-f.0.40 


8.44 +2.80 


8.01 


—0.50 


8.25 +2.85 


87 


Concord, 


N.H. '. '. 


34 


3.18 


—0.30 


2.72 -hi. 48 


8.13 + 2.54 


2.88—1.00 


3.25+1.80 


39 


Hanover, 


a 


. • 


2.70 


—0.22 


2.05 -1-0.70 


2.48 +0.76 


1.96—0.39 


8.091+1.93 


78 


Lunenburgh, 


Vt. '. '. 


40 


3.01 


-1-0.19 


2.87—0.19 


8.25 +0.89 


2.67 


—0.66 


8.51+8.78 


83 


Strafford, 


n 


16 


3.40 


+0.30 


8.08-1-1.32 


8.51 +0.19 


2.36—0.26 


8.35 +4.25 


101 


Amherst /a), 


Mass. . . 


55 


3.34 


0.00 


3.17 


+0.95 3.45+1.80 


8.13—1.45 


8.90+1.41 


106 


Boston (a), 


t( 


20 


4.21 


2.21 


3.57 


— 1.28 4.28' + 1.60 


8.60 1.81 


8.58 +0.90 


108 


Cambridge (a), 


tc • . 


49 


4.13 


—2.16 


3.54—0.6933.86+2.671 


8.67 


—1.64 


8.65+1.41 


110 


Chestnut UiU, 


(t 


18 


4.32 


—1.80 


3.63—0.51 


4.20,+3.44 


8.72—0.79 


8.48+2.32 


lU 


Cotuit, 


t( 


11 


3.73 


1.45] 


3.94—1.29 


8.62;+8.44 


8.25—0.45 


8.61—0.08 


122 


Framingham, 


i( 


16 


4.14 


—1.60 


3.93—0.33 


4.57 +3.11 


8.30—0.67 


8.18+1.76 


127 


Lake Cochituate, 


(( 


39 


3.81 


—1.47 


3.58—0.37 


4.21 +3.14 8.99—1.4^1 


8.93 


+ 1.38 


133 


Lowell (6), 


(t 


36 


4.08—1.33 


3.58+0.17 


4.25 +2.f>8 


'8.72,-1.75 


8.63 


+2.03 


134 


Ludlow, 


(( 


15 


3.59 —0.42 


3.58+0.94 


4.08-h2.l8 


2.62—0.39 


8.23 


+ 2.83 


135 


Lynn, 


a 


18 


4.13—1.62 


3.80'-|-0.89 


4.58;+8.^4 


8.C0— 1.01 


8.34+2.091 


143 


Mystic Lake, 


(( 


15 


4.14—1.35 


3.88;— 0.52 


4.38 4-2.fl 


3.26 


— 0.8C 


8.32 


+ 2.87 


147 


New Bedford (a) 


> • • 


77 


3.89—1.23 


3.79—1.43 


4.19+5.^9 


3.96 


+0.18 


4.01 


+ 2.72 


149 


Ne wburyport (a) 


> • • 


12 


5.04 


—2.19 


4.49—0.22 


4.23+2.71 


3.10—1.85 


8.89 


+2.19 


161 


Springfield, 


t( 


43 


3.44 


—0.76 


3.51 


+0.56 


3.70+2.61 


3.28—1.07 


4.17 


+ 1.19 


164 


Taunton (6), 


i< 


16 


5.50—2.22 


4.41—0.91 


4.11, +4.66 


3.62-U).3C 


8.06 


+2.42 


166 


Waltham, 


tc 


66 


3.11—0.81 


2.70+0.58 


3.5l'+3.53 


3.73—1.25 


8.62 +2.04 


201 


Block Island, 


R.I. * • 


10 


4.70—2.37 


4.97 


—8.47 


4.03+1.13 


8.06' 

1 


--0.31 


8.97—0.14 


203 


Lonsdale, 


(( 


11 


4.75—2.04 


4.91 


—1.65 


3.77 


+ 3.41 


8.49, 


--0.53 


4.06+1.52 


207 


Providence (a), 


i( 


59 


3.93|— 1.14 


3.61 


—0.26 


4.03 


+4.24 


8.C8— 0.09 


8.64 


+ 1.88 


221 


Canton, 


Conn. . , 


29 


3.64—1.17 


3.85 


+0.54 


4.15 


+ 1.65 


8.34—0.99 


4.40 


+0.61 


224 


Hartford (6), 


(t 


19 


4.20—1.80 


3.86—0.22 


4.13+8.13 


8.10—0.10 


8.87 


+ 2.65 


226 


Middletown, 


t( 


. 32 


4.22—1.38 


4.06;— 0.78 


4.59 


+2.86 


8.22—0.38 


8.72 


+ 1.79 


228 


New Haven, 


(( 


. 18 


4.21—1.14 


4.23, 1.04 


4.80 


+ 1.80 


8.8G— 0.97 


8.54 


+0.70 


229 


New London, 


a 


20 


4.34—1.03 


4.00—1.60 


4.89+3;7l| 


8.84+1.02 


8.57 


+0.94 


234 


Wallingford, 


tc 


32 


4.45—1.20 


4.24—1.15 


4.74 


+ 1.69 


8.r,i)— 1.02 


4.49 


0.27 


251 


Albany, 


N.Y. '. • 


17 


2.83—0.55 


2.55—0.03 


2.92 


+0.80 


2.r,;i_0.99 


8.04 


+ 2.15 


252 


Boyd*s Corner, 


It 


24 


3.86—1.89 


3.88+1.06 


3.99 


+ 1.57 


3.44 —0.41 


8.74 


+2.00 


254 


New York (a). 


t4 


20 


3.58—1.29 


3.73 —0.32 


8.82 


+ 1.68 


8.18—1.83 


2.84 


+0.61 


M 


Mean for New E 


ngland. 




3.97 1.17 


3.76—0.27 


4.06 +2.54 


8.81 —0.69 


8.73 


+2.01 


M' 


Mean for Maine. 






3.90|— 0.66 


4.11+0.21 


4.35I + I.6O 


3.16'— 1.00 


8.62 


+8.96 


M" 


Mean for Massachusetts. 




4.04 1.41 


3.69 0.22 


4.08 +3.09 


3.47—0.93 


8.60 


+ 1.81 


M'" 


Mean for Connecticut, 




4.18—1.29 


4.04—0.71 


4.55 +2.47 


3.51 —0.41 


3.85 


+ 1.07 



Notes. — (4) Eastport: January, February, March, October, November, mean for 17 years. 
(37) Concord : May, July, November, mean for 85 years. 

(39) Hanover (a) : August, mean for 22 years ; July, November, 23 years ; Januar}*, December, 24 
years ; February, October, 25 years ; March, April, 45 years ; June, 46 years ; May, 47 
years ; September, 48 years. 
(83) Strafford : January and February, mean for 15 years. 
(101) Amherst (a) : August to December, mean for 56 years. 
(108) Cambridge (a) : October to December, mean for 50 yeari 
(114) Cotuit : January to May, mean for 10 years. 
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MONTHLY PRECIPITATION NORMALS AND DEPARTURES FOR 18V0. 



Jtnrs. 



. 



July, 



. 



August. 



Sjcptkmbkr. 



^ean 



Dep. 



;3.44— 0.66 
8.78—1.01 
3.69 -f-0.02 



8.40 
3.51 
3.29 
3.44 
3.51 
3.44 



8.75—1.86 



3.29 
3.04 
2.97 
2.95 
2.84 
3.30 
3.37 
3.75 
2.91 
2.90 
3.19 
2.89 
8.87 
2.56 
3.14 
3.15 
2.91 
3.28 
4.62 
3.01 
3.62 
3.26 
3.42 
3.79 
3.85 
3.81 
3.40 

3.32 
3.60 
3.17 
3.62 



+0.44 
+ 1.02 
—0.73 
—0.81 
+ 1.06 
—0.54 



—1.08 
—0.24 
—0.37 
+0.73 
—0.87 
—1.52 
+ 0.15 
—0.88 
—0.1 1 
+0.44 
+2.71 
+0.54 
—2.04 
+1.33 
—0.58 
—1.80 
—0.29 
—0.60 
—1.20 
—0.15 
—1.46 
—0.14 
—0.48 
—^.45 
—1.13 
—0.25 
+1.27 

—0.33 
+0.12 
—0.23 
—0.65 



Mean 



Dep. 



3.93—1.85 
4.38—2.41 
3.80+1.03 
3.39'+0.45 
3.76—0.18 
3.87+0.11 
3.16+0.69 
3.96—0.40 
4.40—0.40 
4.55+1.01 
3.57 _1. 64 
3.47—2.05 
3.68—1.25 
3.40—1.80 
3.61—1.24 
4.26—1.95 
3.91—0.47 
4.56+1.09 
3.74—2.05 
4.11—1.77 
3.37—1.46 
3.64—0.74 
4.46 +0.23 
3.78—2.56 
3.78—1.65 
3.07—1.66 
3.45—1.69 
3.27|— 1.46 
4.69—0.03 
4.72+0.53 
4.40—0.24 
5.37+1.22 
4.33—1.26 
4.32+0.51 
4.00—1.63 
4.69+0.77 
4.33+0.16 



3.92—0.71 
3.83'— 0.28 
3.87;— 1.14 
4.64+0.12 



Mean 



Dep. 



3.78 +3.44 
3.40+1.95 
3.41 +0.06 
3.51 +1.04 
3.58^—0.59 
3.99—0.43 
3.11 +4.66 
8.70+2.45 
3.86 +4.99 
4.37+1.17 
4.09—1.39 
4.64—1.79 
4.32—0.95 
8.60+1.38 
4.12—0.40 
4.49—1.15 
4.71 +0.15 
3.93+1.98 
4.53+1.09 
3.92—0.20 
4.29—0.47 
8.70[ + 1.13 
4.53+1.04 
4.31—0.28 
4..50_0.84 
2.95—0.86 
4.24—0.26 
4.24—1.63 
5.02+0.34 
4.64—0.59 
4.95—0.29 
5.50—2.83 
4.99—2.56 
5.19—1.35 
3.76+1.90 
4.89_0.19 
4.67—0.30 



4.19+0.14 
3.48+0.62 
4.25; + 0.03 
5.05—1.21 



Mean 



3.93 
8.44 
8.75 
8.43 
8.30 
8.52 
8.00 
8.34 
8.68 
8.49 
8.16 
3.60 
8.23 
8.54 
8.14 
8.62 
8.29 
8.62 
8.28 
8.13 
3.54 
8.21 
3.60 
3.05 
3.38 
3.19 
3.52 
3.15 
4.11 
3.20 
3.61 
3.91 
3.62 
3.70 
3.65 
4.33 
3.58 



Dep. 



+ 1.84 
+ 1.42 
+ 1.88 
+ 1.04 
+ 1.58 
+ 1.13 
+0.99 
+0.58 
+0.27 
+ 2.59 
+ 1.88 
+0.10 
+ 1.66 
+2.90 
+8.37 
+ 2.85 
+ 1.17 
+3.41 
+ 2.40 
+0.69 
+4.01 
+ 0.18 
+ 7.52 
+ 2.30 
+ 1.53 
—0.50 
+ 1.49 
+ 1.67 
+ 1.43 
+ 0.63 
+ 2.36 
+ 1.47 
+ 1.89 
+ 1.96 
+ 5.26 
+ 2.53 
+1.05 



3.43+1.80 
3.48+1.36 



3.37 
3.69 



+ 2.43 
+ 1.62 



OCTOBKR. 



Mean 



4.74 
4.61' 
4.27 
4.49 
3.92 
4.06 
2.86 
8.53 
8.31 
8.84 
4.12 
8.51 
4.02 
4.22 
4.40 
4.29 
8.82 
3.60 
8.99 
8.96 
8.88 
8.88 
4.22 
8.54 
8.79 
4.35 
4.51 
3.67 
5.05 
3.72 
4.09 
4.14 
4.47 
4.17 
3.50 
4.36 
3.56 

4.01 
4.32 
3.94 



Dep. 



—1.55 
—2.33 
+ 1.20 
—1.18 
+ 2.90 
+ 8.70 
-1-1.89 
—0.81 
+ 1.49 
+3.14 
+ 1.51 
+4.58 
+4.76 
+5.92 
+ 5.86 
+5.82 
+3.89 
+ 2.62 
+8.37 
+ 5.83 
+6.21 
-1-3.32 
-1-2.48 
+ 5.97 
+ 6.69 
+0.22 
+ 6.04 
+ 5.52 
+ 2.83 
-1-3.85 
+ 3.43 
+3.49 
+ 1.96 
+ 3.04 
+ 2.26 
+3.27 
+3.00 



NOVKMBKK. 



Mean 



Dep. 



5.61—2.11 
4.58—1.74 
4.78—2.89 
4.46_1.79 
4.05[— 1.74 
3.09—1.60 
2.75—1.04 



3.24—0.78 
3.77—1.77 
8.82p— 2.48 
4.78—3.81 
8.65—2.50 
4.51—8.14 
8.56—2.11 
4.10—2.85 
4.48—8.24 
8.86—2.27 
8.47—1.96 
4.26—2.78 
4.07'— 2.71 
4.29;— 2.97 
8.96—2.44 
8.83'— 2.72 
4.69—3.78 
4.07—2.73 
8.92—8.26 
8.77—3.09 
4.11*^-3.87 
4.49!— 8.79 
8.64—2.99 
3.94;— 3.19 
3.96—8.29 
8.98—3.12 
8.96—2.99 
8.10—1.92 
8.87;— 2.75 
3.20—2.49 



+8.20I4.OO— 2.60 
+ 0.16 4.47—2.04 



+ 4.47 
4.27I + 3.10 



4.09—2.78 
4.00'— 8.23 



Decsmbbr. 



Mean 



Dep. 



4.87 

4.20 

4.52I 

4.04; 

8.62; 

2.65' 

2.39 

2.95 

8.21 

8.54 

8.42 

8.69 

8.36 

8.60 

8.67 

8.60 

8.78 

8.39 

8.32 

8.35 

4.11 

4.03 

8.53 

8.69 

8.05 

8.81 

4.00 

3.89 

8.72 

3.84 

3.82 

8.61 

3.47 

4.34 

2.81 

8.84 

3.23 



+ 1.51 
—1.58 
+ 1.03 
+ 0.06 
+ 1.46 
+ 1.08 
+ 2.27 
+ 0.25 
-1-0.09 
—0.39 
+0.30 
+ 1.46 
+ 1.40 
+0.25 
+ 1.53 
+ 1.66 
+0.68 
+ 0.02 
+ 2.07 
+ 1.73 
+ 1.38 
+ 1.48 
—0.88 
+0.52 
+ 2.10 
+ 1.24 
+ 1.25 
+ 1 .39 
+0.48 
—0.36 
+0.64 
—0.71 
+ 0.46 
—0.16 
+0.13 
—0.15 
+0.47 



3.62 +0.67 
4.10+0.24 



8.57 
8.80 



+0.99 
+0.06 



Tear. 



Mean I Dep. 



52.77 
49.22 
48.20 
45.60 
42.61 
89.63 
82.99 
89.54 
41.37 
44.85 
45.67 
44.45 
45.44 
43.02 
45.00 
[47.56 
46.00 
43.42 
45.48 
44.42 
46.58 
46.06 
46.14 
46.82 
42.88 
45.17 
47.88 
45.50 
51.08 
45.43 
48.24 
50.89 
48.92 
51.08 
88.64 
48.70 
48.12 



+ 

+ 

+ 

+ 

+ 

+ 11.43 

+ 

+ 

+ 



7.63 
4.20 
4.55 
7.43 
9.36 
7.78 



6.49 
9.93 
5.89 
6.53 
0.85 
4.77 
7.44 
7.67 
8.67 
5.00 
+ 10.87 
+ 8.28 
+ 6.22 
+ 15.18 
+ 4.64 
+ 8.66 
+ 7.75 
+ 8.64 
—13.66 



+ 
+ 
+ 
+ 

+ 



+ 
+ 

+ 

+ 

+ 



+ 
+ 
+ 



6.22 
5.10 
0.70 
4.58 
8.36 
1.44 
0.07 
1.39 
6.25 
5.56 
2.51 



45.32+ 4.59 

46.42 + 4.29 

45.14!+ 6.11 

49.20+ 0.94 



(184) Ludlow: January, mean for 14 years. 

(135) Lynn : July to December, mean for 19 years. 

(147) New Bedford (a) : October to December, mean for 78 years. 

(149) Newburyport (a) : January to May, mean for 11 years. 

(164) Taunton (b) : June, July, August, October, November, mean for 17 3*ears ; September, 18 j'ears. 

(166) Waltham : February, mean for 61 years ; January, August, December, 65 years. 

(201) Block Island: September to December, mean for 11 years. 

(284) Wallingford : April to July, mean for 83 years. 
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ANNALS OF HARVARD COLLEGE OBSERVATORY. . 



TABLE VIII. 
MAXIMUM WIND VELOCITY AND TOTAL WIND MOVEMENT FOR 1890. 



No. 


Statiosi. 


Jahuabt. 


Fbbbuabt* 


Mabch. 


Apbil. 


Mat. 


Jun. 1 


Max. 


ToU] 


Max. 


Total 


Max. 


Total 


Max. 


Total 


Max. 


1 Total 


Max. 


Totel 






Vel. 


Mov'm't. 


Vel. 


Mor'm't. 


Vel. 
25 


MoT'm.t. 


Val. 


Mor'm't. 


Vel. 


MoT'int. 


Val. 


Kor-mt. 


I 


St. John, N.B. . 


35 


8004 


48 


7719 


6476 


20 


6926 


88 


' 5675 


26 


8874 


4 Eastport, Me. • . 1 


45 


9802 


46 


9626 


46 


7957 


38 


7374 


88 


7287 


32 


6088 


12 


Portland .... 


36 


5958 


43 


6511 


31 


5971 


36 


6629 


87 


6760 


27 


5969 


43 


]VIanchester(c),N.H. 


35 


4910 


36 


4630 


24 


4912 


30 


4969 


28 


4361 


24 


8683 


45 


Nashaa .... 


82 


8713 


38 


3564 


23 


3409 


23 


4182 


25 


4824 


19 


8672 


71 


Brattleboro(a),Vt. 


80 


8989 


75 


6562 


45 


9273 


50 


6964 


40 


7063 


80 


6281 


82 


Northfield .... 


54 


8366 


48 


8311 


36 


6937 


48 


7988 


48 


7240 


86 


6412 


177 


Amherst (c), Mass. 


74 


4914 


59 


4616 


55 


5395 


48 


5020 


58 


5284 


45 


8776 


104 


Blue Hill 


61 


16513 


59 


14297 


42 


16367 


52 


13903 


52 


13554 


88 


11489 


106 


Boston (a) .... 


44 


9593 


48 


9088 


36 


10003 


40 


8887 


42 


8643 


80 


7759 


175 


Brewster 


42 


10069 


38 


9412 


35 


9636 


32 


6773 


34 


9806 


28 


5944 


129 


Leicester 


67 


12700 


63 


11780 


49 


13872 


63 


11780 


56 


9460 


56 


8580 


146 


Nantucket • . • • 


48 


9974 


48 


9473 


48 


10015 


38 


8713 


60 


9411 


30 


6516 


149 


Newburyport (a) . 


87 


4698 


38 


4547 


29 


4262 


80 


4872 


27 


8688 


22 


2844 


201 


Block Island, B. I. 


66 


14898 


54 


13051 


60 


14019 


48 


11350 


43 


> 10923 


87 


9804 


207 


Providence (a) . • 


31 


7511 


34 


6669 


21 


7385 


27 


6445 


27 


7041 


20 


5249 


228 


New Haven, Conn. 


60 


6684 


39 


5226 


34 


5913 


34 


4930 


80 


4888 


26 


4246 


229 


New London • • • 


86 


6650 


48 


5234 


40 


5523 


27 


5447 


80 


6224 


24 


4492 


251 


Albany, N. Y. . ; 


36 


7047 


48 


6399 


37 


6656 


36 


6881 


83 


6340 


28 


5488 


254 


New York (a) . • 


. . 


6539 


. . 


5536 


• . 


6679 


. . 


5346 


• . 


4668 


. • 


4046 


255 


New York(6) . . 


55 


9206 


45 


8363 


88 


9765 


42 


7931 


86 


7646 


88 


6784 




Mean 




8416 




7648 




8115 




7253 




7177 




5828 
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MAXIMUM WIND VELOCITY AND TOTAL WIND MOVEMENT FOR 1890. 



Ko. 


JVLT. 


AOOVIT. 1 


Sbptbxbbb. I 


OOTOBBB. 


NOYKMBSR. 


DBCXmBR. 


Ykab. 1 


Max. 


Total 


Max. 


Total 


Max. 


Total 


Max. 


Total 


Max. 


Total 


Max. 


Total 


Max. 


Total 




V«L 


HoT'mt. 


Vel. 


MoTm't. 


Vel. 


Mov'm't. 


Vel. 


Mov'm't. 


Vel. 


Mov'm't 


Vd. 


Mov'm't. 


Vel. 


Mov'm't. 


1 


17 


2888 


28 


3647 


24 


4757 


29 


6137 


28 


6077 


34 


7842 


48 


69517 


4 


29 


4324 


88 


5658 


24 


5431 


44 


8903 


38 


7455 


54 


10971 


54 


90826 


12 


28 


5880 


86 


5658 


27 


5166 


33 


6135 


26 


5868 


86 


6547 


43 


72552 


48 


20 


8508 


24 


3597 


21 


2948 


24 


3644 


26 


3936 


86 


5109 


36 


50207 


45 


21 


8580 


19 


3367 


21 


2805 


24 


3354 


24 


4002 


29 


5332 


38 


45804 


71 


18 


6978 


25 


5873 


25 


4356 


35 


5753 


40 


7453 


85 


8484 


80 


84024 


82 


44 


6082 


36 


5827 


32 


5252 


36 


4563 


40 


7109 


48 


6904 


54 


80941 


177 


44 


3976 


51 


4116 


32 


3507 


47 


4143 


44 


4228 


70 


5673 


74 


54648 


104 


88 


11885 


45 


11919 


39 


11248 


63 


13749 


55 


14374 


65 


17709 


65 


167007 


106 


85 


7567 


27 


5370 


34 


7261 


54 


8719 


41 


8285 


54 


11148 


54 


102323 


175 


27 


6428 


31 


5849 


28 


5890 


56 


7586 


25 


7359 


44 


9626 


56 


94373 


129 


58 


7940 


88 


8320 


53 


8144 


62 


10137 


87 


10756 


112 


13510 


112 


126979 


146 


86 


6791 


84 


6369 


38 


6950 


54 


10075 


36 


7764 


48 


11166 


60 


103216 


149 


24 


2192 


25 


2270 


23 


2076 


35 


3708 


26 


3425 


43 


5342 


43 


43374 


201 


88 


9402 


45 


10073 


40 


9975 


78 


13910 


42 


11737 


82 


16899 


82 


145541 


207 


20 


5888 


24 


5258 


19 


4467 


33 


5627 


30 


5698 


82 


7543 


34 


74221 


228 


25 


4567 


27 


4798 


25 


3933 


40 


4750 


44 


5190 


52 


7388 


60 


62507 


229 


48 


4652 


84 


4928 


29 


4376 


42 


5463 


30 


5354 


36 


7187 


48 


65530 


251 


26 


5468 


80 


5728 


24 


4568 


26 


4986 


34 


5869 


30 


5934 


48 


70364 


254 


• • 


8841 


• • 


4547 


• • 


3618 


• • 


4908 


• • 


5515 


• • 


7643 


• • 


62876 


255 


84 


6951 


84 


7288 


25 


6584 


44 


8911 


42 


8224 


48 


11231 


55 


98784 


M 




6675 




5736 




5893 




6912 




6913 

• 




9009 




84075 



TABLE IX. 



MONTHLY SUMMARY OF OBSERVATIONS FOR 1890. 



TABLE X. 

DAILY PRECIPITATION AT CERTAIN STATIONS SELECTED 

GEOGRAPHICALLY. 
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SUM^ 


LAJIY 


OF 


OBSl 


ERVAT 


IONS 


FOR , 


JANU. 


\RY, 


1890. 










• 
■ 

s 

s 


Statioh. 


Tkmprratukk. I 


pKKriPITATIOJC. 


• 

s 

s 
5 

i 

a 
t 


• 

S 

s 

.i 
5 

c 
m 

s 

1 


• 

S 

s 

E 

• mm 

a 

i 


• 

c 


• 

B 

s 

B 

d 

4 


• 

S 

« 


1 

• 

s 

9 

s 

c 

~6 


• 


UIa5. 1 


1 SnowfaU. ! ^ 


a 
It 

X* . 

ee s 

c 
o 

i 1 


Hi: 
9 


tc 

li 

.5-d 

1 


go ITS 5. 
H 0£ 55 






2 


3 


5 


7 


8 


10 


U 12 13 


14 









o 


O 


o 




o 




o 


Q 


in. 


tn. \H, 






iVeto Brunswick 


• 
























1 


St. John . . . . 

• 


29.1 


9.3 


19.7 


48 


2,3 


-19 


10 


19.2 


18.9 


4.66 


18 15 

1 


c 




Miiine. 






' 
























2 


Bar Harbor . . 


31.4 


13.9 


17.5 


56 


2 


-12 


11 


22.6 


• * 


3.64 


12 


2 


15 




3 


Belfast .... 




• • 


. • 


• • 


54 


2 


— 7 


10, 11 


• • 


21.0 


• * 


12 


T 


. * 


a e 


14 


Calais .... 




. 25.7 


9.5 


16.2 


54 




-18 


10 


17.6 


• • 


3.95 


22 


• • J 


10 




4 


Easti)ort . . - 




. 28.1 


12.7 


15.4 


52 


2 


-18 


10 


20.5 


• • 


3.76 


* . 


. . 1 15 




5 


Fairfield . . . 




. 28.7 


3.3 


25.4 


53 


2 


-20 


10 


16.0 


• . 


2.55 


13 


9 1 14 




6 


Gardiner . . . 




. 29.3 


10.9 


18.4 


56 


3 


—9 


10 


20.1 


20.5 


3.18 10 


5 ! 14 


b 


7 


Kent's Hill . . 




. 27.3 


7.2 20.1 


57 


2 


-12 


10 


17.2 


• * 


1.85 


• • 


. * • • 




8 


Lewiston . . . 




. 27.4 


8.7 


18.7 


53 


2 


—9 


10 


18.0 


19.1 


3.00 


13 


6 17 


b 


9 


Mayfield . . , 




1 • . 


• • 


. . 


. . 


• • 


• . 


• • 


. * 


• • 


. . 




* * 


• • 


ab 


10 
11 


Orono ... 




. 29.1 


7.5 

• 


19.5 


58 
50 


2 
2 


-23 

—8 


10 
10 


17.3 

• • 


17.6 
24.1 


3.33 




10 

• • 


17 


b 
ab 


Petit Men an 


12 


Portland . . . 


. 30.7 


15.8 


14.9 


62 


2 


—3 


' 10 


23.2 


• • 


2.89 




• • 


15 




15 


West Jonesport 
New Hampshin 


> . * 


. • 


• • 


45 


2 


-12 


11 


• • 


23.6 


• • 




• • 


• • 


ab 


33 


Berlin Falls . 


. 32.5 


3.5 


29.0 


57 


2 


-17 


25 


18.0 


. . 


• • 


• . 


. • 


. • 




34 


Berlin Mills . 


• • • 


• • 


• • 


57 


2 


-12 


25 


• • 


18.8 


4.14 


24 


. • 


14 


a b 


37 


Concord . . . 


. 34.4 


15.6 


J 8.8 


61 


2 


—7 


29 


25.0 


• • 


2.88 


13 


4 


12 




39 


Hanover (a) 


. 35.4 


12.2 


23.1 


58 


2 


—9 


29 


23.8 


23.0 


2.48 


18 


6 


15 


b 


58 


(6] 


1 32.6 


14.6 


18.0 


63 


2 


-12 


28 


23.6 


23.0 


2.65 


16 


6 


11 


d 


41 


Manchester (a; 


1 . . 


• • 


• . 


• • 


• • 


• • 


. . 


• 


• • 


. • 


. . 


. . 


. . 


b 


42 


{b] 


1 36.0 


16.0 


20.0 


60 


2 


—4 


29 


26.0 


26.6 


3.6.> 


13 


3 


15 


b 


43 


(c) 


1 35.0 


17.0 


18.0 


62 


2 


— 1 


29 


26.0 


• • 


3.02 


16 


5 


15 




45 


Nashua . . . 


. 37.0 


16.8 


20.2 


63 


2 


—2 


29 


26.9 


27.1 


2.57 


8 


2 


12 


a c 


57 


Newton . . . 


. 37.3 


16.2 


21.1 


62 


2 


2 


11 


26.8 


• . 


2.58 


11 


. . 


12 
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No. Chesterfiek 


i . . 


• • 


• . 


• . 


. . 


• • 


• • 


. . 


• . 


• • 


• • 


. . 


• • 


c 


47 


North Conway 


. 32.6 


8.9 


23.7 


61 


2 


-10 


25 


20.0 


. . 


3.07 


12 


. . 


7 




49 


Plymouth . . 


. 28.5 


6.2 


22.3 


53 


2 


—9 


29 


17.2 


• • 


3.85 


18 


12 I 15 




51 


Stratford . . . 


. 30.9 


11.8 


19.0 


56 


2 


-15 


25 


21.4 


• . 


3.33 


15 


6 12 




52 


Walpole . . . 


. 36.3 


14.5 


21.8 


60 


2 


—5 


28 


25.4 


. . 


3.12 


12 


4 1 16 




54 


West Milan . 


. 35.0 


6.0 


29.0 


60 


2 


-21 


25 


20.5 


. . 


4.66 


24 


. . 14 






Veittiout. 






























71 


Brattleboro' (a 


) 37.6 


19.3 


18.3 


56 


12 





25, 29 


28.4 


27.8 


3.10 


16 


1 
. . . • 


c 


72 


*' (6 


) 39.3 


22.0 


17.3 


62 


2 


5 


29 


30.6 


29.1 


• • 


• . 


. . 


. . 


c 


73 


Burlington . . 


. 35.6,15.4 


20.2 


59 


2 


-12 


11 


25.5 


25.0 


2.05 


16 


3 


17 


c 


■ 74 


Chelsea . . . 


. . . 


• • 


• • 


54 


2 


— I 


17 


. • 


22.1 


3.80 


22 


6 


17 


ab 


38 


Hartland . . 


. 36.5; 15.0 


21.5 


63 


2 


—4 


29 


25.8 


• • 


1.95 


12 


4 


10 




77 


Jacksonville . 


. 35.5 


15.8 


19.7 


55 


2 


— 5 


25 


25.6 


25.7 


4.31 


19 


4 


16 ' c 


78 


Lunenburgh . 


. 28.5 


13.2 


15.3 


52 


2 


—8 


19 


20.8 


21.9 


3.20 


12 


6 


12 1 h 


70 


^lancliester . 


. . . 


. • 


• • 


. . 


• • 


• • 


. • 


• • 


. . 


. . 


. . 


• . 


. , a b 


82 1 Northfield . . 


. 29.8 


11.0 


18.8 


61 


2 


-10 


25 


20.4 


. . 


2.76 


11 


3 


19 


d 


87 


Saxton's River 


. . . 


. . 


• • 


. . 


■ • 


• • 


. • 


• . 


. • 


• . 


• « 


• • 


. . 




83 


Strafford • . . 


. • . 


• « 


• • 


54 


2 


—6 


17 


. • 


22.3 


3.70 


21 


6 


11 


a b 


85 1 Vernon .... 


. . . 


. . 


• • 


60 


2 


6 


28 


• • 


28.4 


3.31 


• • 


• • 


8 


a c 


89 


WeathersfieldC 

i 


n, 32.5 


17.2 


15.3 

1 


59 


2 


—3 


9 


24.8 


• • 


• • 


• • 


• • 


• • 
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No. 


Station. 








Tkmpkrature. 






Pi 

10 


<ecipitation 


• 


Notes. 




1 


2 


3 


4 


5 


6 


7 


8 


9 


11 


12 


13 


14 






o 


c 





















in. 


in. 


in. 








MassacJiusetts, 






























101 


Amherst (a) . . 


. • 


• • 


. . 


62 


2 


5 


25 


. • 


31.8 


3.34 


4 




. . 


b 


102 


" (6) . . 


39.8 21.5 


18.3 


62 


2 


4 


25 


30.6 


30.1 


2.61 


4 




14 


b 


177 


" (c) . . 


40.9 21.1 


19.6 


62 


2 


4 


25 


31.0 


33.2 


2.61 


4 




14 


e 


180 


Andover .... 


37.3 


23.7 


13.6 


64 


2 


5 


10 


30.5 . . 1 


. . 


. . 






b 


103 


Beverly Farms . 


. . 


. . 


• . 


• • 


• . 


. . 


• • 


• • 


• • 


. . 


. . 






b 


104 


Blue Hill (sum't) 


39.9 


20.7 


19.2 


62 


2 


5 


11 


30.3 


30.5 


2.63 


5 


T 




b 


105 


*« '' (base) 


42.2 


22.2 


20.0 


64 


2 


8 


11 


32.2 


. . 


• • 


5 


T 






174 


*' ** (valley) 


42.4 


21.4 


21.0 


63 


2 


2 


25 


31.9 


. . 


2.53 


4 


T 






106 


Boston (a) . . . 


41.0 


23.8 


17.2 


66 


2 


8 


11 


32.4 


. . 


2.00 


• . 


. • 


13 




175 


Brewster .... 


43.7 


28.7 


15.0 


59 


13 


15 


24 


36.2 37.3 


2.43 


8 





10 


d 


108 


Cambridge (a) . 


38.4 


20.2 


18.2 


62 


2 


6 


11 


29.3 


• . 


1.97 


• • 


• • 


10 




109 


(b) . 


40.3 


20.3 


20.0 


63 


2 


7 


10 


30.3 


. . 


2.94 


8 


• • 


14 




110 


Qiestnut Hill . 


42.8 


21.1 


21.7 


64 


2 


5 


25 


32.0 


. . 


2.52 


6 





12 




114 


Cotuit 


41.3 


27.2 


14.1 


63 


13 


10 


23, 25 


34.2 


. . 


2.28 


7 





10 




116 
117 


Deerfield .... 








60 
59 


2 
13 


8 
8 


25 
10 


34.4 


29.8 
29.4 


1.65 


• • 

5 




10 


a b 
h 


Dudley 

Fall River . . . 


44.9 23.8 


• • 

21.1 


118 


42.5 24.4 


18.1 


59 


13 


8 


23 


33.4 


. . 


3.02 


• • 


. . 


13 




120 


Fitchburg (a) 


. • 


• • 


. . 


58 


2 


7 


10 


. . 


28.5 


3.13 


12 


2 


15 


a b 


121 


ih) 


38.7 


19.1 


19.5 


60 


2 


6 


10 


28.9 


. . 


3.24 


11 


3 


12 




122 


Framingbain . . 


43.2 21.4 


21.8 


65 


2 


6 


11,25 


32.3 






2.54 


. . 


• • 


13 




123 


Gilbeiliville . . . 


42.7 21.5 


21.2 


58 


8 


9 


29 


32.1 






3.42 


4 





. . 


f 


124 


Groton (a) 


39.2; 20.3 


18.0 


64 


2 


6 


11, 25 


29.7 






2.85 


11 


4 


13 




125 


" w • • 


38.2 116.1 


22.1 


57 


18 


5 


10, 11 


•27.2 






• • 


• • 


2 


• . 




126 


Holyoke .... 


42.4 


21.9 


20.5 


60 


3,4 


9 


11 


31.2 






2.40 


• • 





10 


b 


178 


Kendall Green . 


36.6 


26.2 


10.4 


65 


2 


2 


25 


31.4 






2.56 


4 


. . 


9 




127 


Lake Cocbituate 


42.5 


16.2 


26.3 


66 


1 


—3 


25 


29.4 






2.34 


. . 


1 

> m • 


12 




128 


Lawrence . . . 


39.2 


18.1 


21.1 


62 


2 


3 


25 


28.6 






2.47 


9 


T 


12 




129 


Leicester .... 


35.7 


20.8 


14.9 


58 


2 


6 


10, 11 


28.3 


28.9 


2.96 


5 


T 


12 


b 


131 


Long Plain . . • 


39.4 


27.6 


11.7 


G2 


12 


6 


25 


33.5 


33.4 


3.07 


2 


• • 


15 


a 


133 


Lowell (h) . 


36.9 


20.1 


16.8 


62 


2 


6 


24 


28.5 


. . 


2.75 


13 


2 


12 




136 


- (c) . . . 


38.2 


19.2 


19.0 


66 


2 


3 


24 


28.7 


• . 


. • 


. . 


• • 


• • 




176 


- (cf) . . . 


37.1 


20.9 


16.2 


65 


2 


6 


11 


29.0 


. . 


. . 


. . 


• • 


• • 




134 


Ludlow 


40.2 


20.8 


19.4 


58 


2,8 


3 


25 


30.5 


. . 


3.17 


4 


T 


15 




135 


Lvnn 

Mansfield .... 


39.7121.8 


17.9 


63 


2 


8 


10 


30.8 


. . 


2.51 


13 


. . 


16 




137 


42.0,22.7 


19.3 


63 


2 


—2 


25 


32:4 


. . 


4.15 


5 





10 




139 


Middleboro* 


41.7 


24.0 


17.7 


61 


12 





25 


32.9 


• . 


2.77 


5 





11 




140 


JVlilton 


39.8 


22.9 


16.9 


62 


2 


9 


11 


31.4 32.9 


2.45 


5 





< 


b 


141 


Monson 


41.6 1 18.7 


22.9 


63 


2 


3 


25 


30.2 . . 


3.34 


2 


• . 


14 




173 


Nabant 


39.5 24.3 


15.2 


58 


2 


10 


10, 23 


81.9 


. . 


. . 


• • 


. . 


• • 


b 


146 


Nantucket . . . 


41.7 27.5 


14.2 


56 


2,3 


17 


23 


34.8 


. • 


3.52 


2 


. . 


14 




147 


New Bedford (a' 


42.1 


25.1 


17.0 


60 


12 


10 


23 


33.6 33.6 


2.66 


4 





13 


b 


148 


.. (6; 


44.4 


26.8 


17.6 


62 


12 


7 


25 


35.6 85.4 


2.78 


3 





13 


c 


149 


Newbury port (a) 


40.0 


20.5 


19.5 


65 


2 


5 


11 


30.2 29.7 


2.85 


12 




12 


b 


152 


Northampton . 


39.7; 23.4 


16.3 


60 


2 


8 


25 


31.6 . . 


2.98 


8 




13 




153 


Plymouth . . . 


. . 


• • 


• . 


62 


13 


11 


23 


• • 


36.4 


2.38 


. . 




10 


a b 


154 


Princeton . . . 


38.4 18.1 


20.3 


58 


2 


3 


27 


28.2 


• • 


. . 


. . 




• • 




155 


Provincetown . 


• • 


• c 


% 


9 


. . 


• • 


• • 


. . 




9 . 


# , 








158 


Salem (a) ... 


• • 


• • 


• • 


62 


2 


8 


10 


. . 


30.6 


. . 


. . 




m • 


a b 


160 


South Hinghain 


• • 


22.3 . . 


• • 


. . 


1 


25 


• 
• • 


• • 


2.80 


8 





12 




161 


Springfield . . . 


38.5 


24.6,13.9 


61 


2 


10 


23 


31.6 


32.7 


2.68 


3 





17 


b 


163 


Taunton (a) . . 


44.5 


2f).3 19.2 


64 


12 


6 


25 


34.9 


34.5 


3.09 


3 


. . 


12 


b 


164 


- {b) . . 


44.0 


23.4 20.6 


62 


2 


6 


25 


83.7 


• • 


3.28 


4 





11 




165 


- (c) . . 


45.2 


23.1 22.1 


62 


12 


1 


25 


34.2 


• • 


2.89 


. . 


• • 


14 




181 Wakefield . . . 


87.5 20.5 17.0 


60 


2 


6 


11, 25 


29.0 


• m 


2.50 


10 


1 


10 




168 


Wellesley . . . 


45.2 21.6,23.6 


63 


2 


—2 


25 


33.4 


• m 


2.50 


7 





12 




169 


Westboro' . . . 


43.0 


23.8 


19.2. 


64 


2 


5 


25 


33.4 


• • 


2.42 


8 





11 


a 


170 


Williamstown . 


38.6 


21.6 


17.1 


60 


2 


2 


25 


30.1 3O.2I 


3.41 


3 





12 


h 


172 


Worcester . . . 


41.8 


21.2 


20.6 


66 


2 


9 


11 


31.6 


• • 


. . 


. . 


• • 


. • 





36 



SUMMARY OF OBSERVATIONS FOR JANUARY, 1890— (CONCLUDED). 



No. 


Statiox. 




TKMrKRATURK. 

4 5 6 


"7 






PRKCtPITATIOX. 


Notes. 




1 


2 


3 


8 9 


10 


U 


12 13 


14 






o 


o 





o 




c 




o o 


in. 


in. 


tn. 








Rhode Island, 
















1 












201 


Block Island . . 


43.5 


30.6 


12.9 


57 


13 


14 


23 


37.9 1 . . 


2.33 


2 


• • 


16 




202 


Bristol 


45.2 


27.9 


17.3 


58 


12 


12 


11 


36.6 36.2 


2.43 


4 





11 


b 


210 


Kingston .... 


43.3 


24.8 


18.5 


61 


12 


9 


23 


34.0" . . 


2.99 


4 





11 




204 


Newport .... 


44.6 


30.3 


14.3 


58 


6 


15 


22 


37.4 


. . 


• • 


. . 


• • 


• • 




205 


Olneyville . . . 
Providence (a) . 


46.4 


26.9 


19.5 


69 


12 


12 


11 


36.6 


. . 


• • 


. . 


• • 


. . 




207 


43.4 


26.5 


16.8 


64 


2 


12 


11 


35.0 34.8 


2.79 


4 





12 


e 


208 


{b) . 


43.8 


23.2 


20.6 


63 


2 


8 


25 


oo.o . • 


2.93 


3 





14 




209 


Woonsocket . . 
Connecticut. 


40.1 


28.2 


11.9 


61 


2 


7 


24 


34.1 32.4 

1 


3.17 


3 


. • 


13 


c 


221 


Canton 


. . 


26.3 


. . 


61 


2 


6 


23 


. . . . 


2.47 


• • 


. • 


7 




222 


Colchester . . . 


43.3 


24.7 


18.6 


62 


12 


10 


23 


34.0 




• • 


• • 


. . 


. • 




223 


Hartford (o) . . 


40.6 


25.1 


15.5 


65 


2 


11 


23 


32.8 31.4 


3.02 


3 





15 


b 


237 


Mansfield .... 


41.7 


22.1 


19.6 


61 


2 


7 


23 


31.9 32.0 


2.66 


4 





10 


b 


226 


Middletown . . 


43.6 


25.6 


18.0 


62 


2 


11 


23 


34.6 33.7 


2.84 


2 


11 ' 6 1 


228 


New Haven . . 


43.3 


27.4 


15.9 


65 


12 


10 


23 


35.4 . . 


3.07 


. . 


17 1 


229 


New London . . 


43.8 


29.5 


14.3 


62 


12 


14 


23 


36.7 . . 


3.31 


3 





15 1 1 


230 


Shelton 


43.3 


24.7 


18.5 


60 


2 


12 


24 


34.0 




1.26 


• • 


• . 


6 




231 


Thompson . . . 


36.0 


26.7 


9.3 


61 


2 


9 


23, 25 


30.4 30.2 1 


. • 


• . 


. a 


• . 


ab 


233 


Voluntown . . . 


. . 


• • 


. . 


60 


2, 12 


6 


25 


• • 


85.1 


3.14 


2 





11 


a b 


235 


Waterbiiry . . . 
New Toik. 


38.7 


25.0 


13.7 


61 


2 


9 


23, 25 


31.8 


• • 


2.54 


5 


• • 


14 




251 


Albany 


38.1 


23.1 


15.0 


61 


2 


6 


11 


30.6 


• . 


2.28 


• • 


• • 


15 




252 


Boyd's ConieiT* . 


. . 


• . 


• • 


62 


12, 13 


14 


22 


. . 


35.3 


1.97 


1 


• • 


11 


ab 


253 


Camel 


43.5 


26.0 


17.5 


62 


12 


10 


25 


34.8 


• • 


2.76 


• . 





12 




254 


New York (a) . 


44.9 


30.3 


14.6 


64 


12 


15 


22 


37.6 


37.6 


2.29 


• • 


• • 


• • 


b 


255 


** '' (6) . 


47.9 


32.6 


15.3 


67 


12 


15 


23 


40.0 


• • 


2.95 


• . 


. . 


12 




258 
250 


Poughkeepsie . . 


43.6 
46.8 


23 3 


20.3 


66 


13 


8 


23 


33.4 


• . 


2.63 


4 


• • 


12 




Setauket .... 


31.8 


15.0 


64 


12 


18 


22 


39.3 


38.8 


1.87 


• • 


• • 


9 


b 



STATIONS REPORTING PRECIPITATION ONLY — JANUARY, 1890. 



No. 



Statioh. 



32 

35 

40 

44 

48 

53 

55 

75 

81 

107 

111 

112 

119 

130 

138 

142 

143 

144 

150 

156 

179 



Belmont, 

Bristol, 

Lake Village, 

Mine Falls, 

Pennichnck Station, 

Weir's Bridge, 

Wolfboro', 

Cornwall, 

Newport, 

Boston (6), 

Chicopee, 

Clinton, 

Fiskdale, 

Leominster, 

Medford, 

Mt. Nonotuck, 

Mystic Lake, 

Mystic Station, 

Newburyport (6), 

Randolph 

Robert's Dam, 



N.H. 

a 

44 
44 
44 
44 
14 

Vt. 

44 

Mass. 

44 
44 

14 



44 
44 
44 
44 
44 
44 
44 
44 



Total 


Snow- 


1 


Precip. 


fall. 


No. 


4.22 


18 


159 


3.53 


16 


166 


3.76 


22 


171 


2.71 


. . 


203 


2.56 


. . 


206 


4.07 


24 


238 


3.20 


21 


239 


3.13 


8 


247 


• . 


. . 


224 


2.54 


. . 


225 


2.84 


. . 


249 


2.00 


10 


240 


2.17 


. . 


227 


2.98 


10 


241 


2.51 


. . 


246 


3.38 


6 


248 


2.79 


• 

• • 


232 


2.47 


• • 


234 


1.45 


3 


245 


3.00 


4 


257 


3.01 


3 





SrATiox. 



Mass. 

44 



44 

R.I. 

44 



Salem (6), 
Waltham, 
Winchester, 
Lonsdale, 
Paw tucket, 
Birmingham Conn. 
Clark's Falls, '' 
Falls Village, '* 
Hartford (6), '* 
Lake Konomoc, " 
Lebanon '• 

New Britahi, " 
New Hartfor.d, *' 
Newington, " 
No. Woodstock '* 
So. Manchester,** 
Uncasville, 
Wallingford, 
W. Simsbury, 
S. E. Reservoir, N. Y 



44 
44 
44 



Total 
Precip. 

2.44 
2.30 
2.56 
2.71 
3.01 
2.48 
3.14 
2.58 
2.40 
3.31 
2.99 
2.25 



Snow« 



2.55 
3.67 
3.25 
2.38 
2.73 



10 

• • 
3 
8 
8 
8 
8 
8 
8 

• • 
8 



3 
4 
1 



Notes. — a. Maximum and minimum temperatures from thermometers not telf-registering. b — Tri-daily readings of thermometer at 
7 A.M., 2 and 9 p.m.; mean obtained by formula: i (7+2-)-9 + 9). c— Tri-daily readings of thermometer at other hours than 7 a.m., 2 and 
9 P.M.; a reduction to these hours applied in calculating the monthly mean (Smitluonian Contributions, Vol. xxi). d — Two daily 
readings of thermometer at 8 a.m. and S p.m.; a correction applied in calculating means (see above), e — Mean temperature from hourly 
readings of thermograph. /—Mean for 17 days. 
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sr 



• 


Station. 


TKMfKRATUKB. 1 


Pkxcipitatioii. 


• 

1 

3 


• 

E 
B 


• 

B 

a 

M 


i 


• 








Mbam. 1 




SnowfaU. 




T3 
C 
It 

■ 


II 




U 


i 




8 

s 


c 

2 


1 

a 


B 

a 

B 

•** 

s 

a 

4 


• 

Q 


B 

a 

B 

c 

i 


• 

& 


1- 
8 




1 

u 


51 

12 


. p. 

13 


S 




1 


3 


5 


6 


7 


9 


10 


14 






o 


o 


O 


O 




O 




o 


o 


in. 


tn. 


tn. 








New Brunswick. 
























1 




1 


St. John .... 


28.6 


13.0 15.61 47 

i 


1 

5 


—3 


/ 


20.8 


21.6 


5.28 


11 





loU/ 1 




Maine. 






























2 


Bar Harbor . . 


32.1 


17.2 


14.9 


53 


5 


—2 


22 


24.7 


. a 


3.64 


17 . . 


16 1 


3 


Belfast 


• . 


. . 


• • 


48 


5 





21 




24.9 


. a 


19 T 


a e 1 


14 


Calais 


30.7 


14.2 


16.5 


49 


8 


— 7 


23 


22.4 


. . 


4.41 


13 1 


8 




4 


Eastport • • . . 


30.8 


16.3 


14.5 


47 


8 


—2 


22 


23.6 


. . 


4.58 


. . < . . 


15 




5 


Fairfield .... 


32.3 


8.8 


23.5 


47 


5 


-16 


2 


20.5 


. . 


3.31 


12 ! 11 


12 


• 


6 


Gardiner . • . . 


35.7 


16.0 


19.7 


56 


15 


—2 


21, 23 


25.8 


24.9 


3.78 


12 


3 


13 


b 


7 


Kent's Hill . • . 


28.6 


9.0 


19.6 


48 


5 


—8 


25 


18.8 


. . 


3.56 


• • 


6 


9 




8 


Lewiston . . • • 


31.1 


13.0 


18.1 


51 


5 


4 


21 


22.1 


22.3 


4.14 


15 


1 


15. 6 1 


9 


Mayfield .... 


. . 


. • 


. . 


. . 


. . 


. . 


. • 


. . 


• • 


• • 


. . 


. . 


. . 




10 


Orono 


31.2 12.2 


19.1 


46 


15 


—9 


23 


21.7 


22.6 


4.52 


. a 


T 


• a 


b [ 


11 


Petit Men an • 


. . 


. 


• • 


45 


14 


4 


9 


. . 


25.2 


a a 


. . 


* . 


a . i a b g t 


12 


Portland .... 


33.7 


19.5 


J4.2 


58 


5 





22 


26.6 


. . 


4.04 


« . 


. . 


16 d 1 


15 


West Jonesport 
New Hampshire. 


. • 


. • 


• • 


48 


5 


1 


22 


. • 


23.6 


• • 


. . 


. . 


a . 


ab 


33 


Berlin Falls . . 


31.6 


6.8 


24.9 


48 


5, 14 


-17 


22 


19.2 


• • 


• • 


. . 


. . 


a • 




34 


Berlin Mills • . 


. . 


• . 


. . 


51 


25 


-12 


2, 22 


• • 


• • 


4.12 


27 


6 


11 a b 


37 


Concord .... 


38.8 


17.2 


21.6 


55 


5 


—7 


23 


28.0 


• • 


4.20 


12 





12, 


39 


Hanover (a) . 


33.5 


14.2 


19.3 


51 


5 


6 


23 


23.8 


25.4 


2.75 


13 


T 


10 b 


58 


(6) 


36.6 


14.1 


22.3 


56 


5 


—8 


23 


25.4 


23.3 


3.30 


14 





15 


d 


42 


Manchester {b) 


38.8 


18.6 


20.2 


55 


5 


—6 


23 


28.7 


29.6 


4.80 


16 


T 


15 


b 


43 


(c) 


36.6 


19.8 


16.8 


57 


5 


—6 


23 


28.2 


. . 


3.96 


. . 


T 


15 




45 


Nashua .... 


39.1 


19.9 


19.2 


59 


5 


—4 


23 


29.5 


29.1 


4.21 


11 


T 


14 c 1 


57 


Newton .... 


38.0 


19.3 


18.7 


58 


5 


—5 


22 


28.6 


• • 


3.51 


11 





14 




36 


No. Chesterfield 


. . 


. . 


. . 


• • 


. . 


. . 


. . 


. 






. a 


. . 


. . 


. a 




47 


North Conway . 


34.8 


10.6 


24.2 


57 


5 


-10 


7 


22.8 






3.96 


5 


. . 


9 




49 


Plymouth . . . 


33.2 


10.2 


23.0 


51 


5 


-10 


23 


21.6 






4.82 


21 


8 


16 




51 


Stratford .... 


34.9 


10.7 


24.2 


52 


24 


-15 


6 


22.8 






2.89 


9 


3 


9 




52 


Walpole .... 


36.1 


15.6 


20.5 


52 


5 


—8 


22 


25.8 






4.12 


14 


T 


15 




54 


West Milan . • 


35.2 


9.7 


25.5 


54 


5 


-20 


23 


22.5 






1.97 


15 


. . 


8 






Vemwjit. 






























71 


Brattleboro' (a) 


37.8 


20.1 


17.7 


58 


26 


—4 


22 


28.9 


28.1 


4.98 


13 


1 


. • 


c 


72 


(6) 


38.8 


22.7 


16.1 


56 


5, 26 


4 


h 


30.8 


29.4 


. . 


. . 


. . 


. . 


ch 


73 


Burlington . . . 


35.1 


17.2 


17.9 


51 


26 


—4 


21 


26.2 


24.4 


1.98 


11 





14 





74 

88 


Chelsea .... 








48 
56 


26 
5 


—6 

—7 


21,22 
23 


26.2 


24.2 


3.85 
3.^ 


24 
13 


5 

T 


17 
10 


ab 


Hartland . . . 


36.4 


15.9 


20.5 


77 


Jacksonville . . 


36.1 


15.6 j 20.4 


51 


5 


-12 


22 


25.8 


25.4 


6.13 


17 


3 


19 


e 


78 


Lunenbiirgh • . 


31.1 


16.3 


14.9 


48 


25 


—8 


21 


23.7 


24.7 


2.68 


12 


T 


8 


b 


79 


Manchester • . 


. . 


• . 


. . 


. • 


. . 


. . 


• . 


• . 


• . 


• . 


. • 


. . 


. • 




82 


Northfield . . . 


31.8 12.5 


19.3 


56 


5 


—7 


10 


22.2 


• • 


3.29 


. • 


4 


14 




87 


Saxton's River . 


• . 


. . 


• • 


. . 


. . 


. . 


• • 


. • 


• . 


• . 


. . 


. a 


. a 




83 


Strafford • • • . 


. . 


• . 


. . 


46 


26 


—8 


21,22 


• • 


22.1 


4.40 


23 


4 


13 


a& 


85 
89 


Vernon • • • . . 








58 
52 


26 

26,27 


7 


22 
21 


24.2 


30.6 


4.93 


« • 
• • 


• • 


9 

• • 


a e 


WeatbersfieldCt. 


34.4 


14.1 


20.3 




• . 



•)0 


SUMMARY OF OBSEKVATIONS FOR FEBRUARY, 

• 


1890.- 


-(CONTINUED.) 






No. 


Statiux. 




2 




T 


'FMI'EKATrRK. 

5 6 






PKECIPIT 


ATIOK 

"12 


1 

■ Notes. 






1 


3 


4 


7 


8 ; 9 


10 


U 


13; 14 






o 


c 





















in. 


in. 


in. 








Maasachusetts. 






























101 


Amherst (a) . . 


• • 


. . 


• . 


59 


26 


2 


22 


• • 


32.2 


4.I2I 4 


• • 


.6 1 


102 


" (*) • . 


39.9 2'2,i} 17.4 


60 


26 


3 


22, 23 


31.2 30.8 


4.01 


4 


12 6 1 


177 


" (c) . . 


40.8 24.6 16.2 


58 


5, 26 


3 


22 


32.7 32.0 


4.19 


5 


14 ; 1 


180 


Andover .... 


36.8 23.8 13.0 


55 


5 





22 


30.3 


• • 


• • 


• • 


• • 


• • 


h 


103 


Beverly Farms . 


• • 


• . 


• • 


• • 


. . 


• • 


• • 


• • 


• • 


• • 


- • 


• • 




104 


Blue Hill (sum't) 


38.7 


21.9 16.9 


61 


5 





22 


30.3 30.5 


2.86 1 


0< 15 i 5 1 


105 


*» »' (base) 


41.1 


23.3 17.8 


64 


5 





22 


32.2 


• • 


3.15 . . 


• • 


• • 




174 


*' «' (valley) 


41.7 


23.0118.7 


65 


5 


-3 


22 


32.5 


• • 


2.40= . . 


• • 


• • 




106^ Bo/?ton (a) . . . 


41.2 


25.3115.9 


64 


5 


5 


22 


33.2 


• • 


2.29 6 





14 




175 Brewster .... 


43.9 


28.51 15.4 


64 


5 


11 


21 


36.2 37.8 


2.57 





10 


d 


108 Cambridge (a) . 


40.1 


22.4 1 17.1 


60 


5 





22 


32.8 . . 


2.85 . . 


• • 


11 




109 


(b) . 


41.3 


22.1 


19.2 


62 


5 


3 


21 


31.7 


• • 


5.22. . . 


• • 


14 




110 


C^iestnut Hill . 


41.8 22.1^19.7 


63 


5 


—2 


22 


32.0 


• • 


3.12 


4 


• • 


13 




114 


Cotuit 


40.4 27.9 i 12.5 


58 


5 


7 


22 


34.2 


• • 


2.65 


• • 


• • 


9 




116 
il7 


Deerfield .... 








56 
62 


26 
5 


— 1 
5 


22 

7 




an a 


3.00 


• • 
1 


• • 


7 


ab 
b 


Dudley 


42.0 24.4! 17.6 


33.2 31.0 


118 


Fall Kiver . . . 


44.3 24.6, 19.6 


61 


5,26 


7 


22 


34.4 


• . 


3.37 


• • 


• • 


9 




120 


Fitcbburg (a) 


• • 


• • 


• • 


55 


26 


—2 


22 


• • 


28.7 


3.68 1 8 





14 


ab 


121 


(b) 


39.3 21.2 18.1 


59 


8 





22 


30.3 


• • 


4.07 10 





14 




122 


Framingbam . . 


41.9; 23.2. 18.7 


62 


5 


—I 


22 


32.6 


• • 


3.60 . . 


• • 


16 




123 Gilbertville . . . 


39.6 21.9 17.7 


57 


5 


4 


22 


30.8 


• • 


2.96 5 





11 




124 


Groton (a) . • 


40.3 21.7 18.6 


60 


5 


1 


22 


30.0, . . 1 


3.84 10 





11 




125 


" (6) . . 


40.1 20.5 


19.6 


59 


5 


I 


21 


30.3 




• • 


• • 





• • 




12G Holyoke . . . . 


43.3 22.9 


20.4 


60 


6 


4 


22 


33.r . . 


4.66 6 





11 




178 Kendall Green , 


37.4127.3 


10.1 


54 


5 


—4 


22 


32.4 . . 


2.96 7 





10 




127 Lake Cocbitnate 


43.9 


21.2 


22.8 


65 


5, 8 


— 5 


22 


32.6 . . 


3.26' . . 


• • 


13 




128 Lawrence . . • 


39.7 


20.6 


19.1 


57 


5 


—3 


22 


30.2 1 . . 


3.50 8 





14 




129 


TiCicester . . . • 


34.9 


21.2 


13.7 


58 


5 





22 


28.1 28.3 


3.82 j 6 





12 


h 


131 


liong Plain . • • 


39.7 


27.1 


12.6 


64 


5 


4 


22 


33.4 33.4 


3.16 . . 





13 


a c 


133 


Lowell (h) . . 


38.6 


22.4 


16.1 


58 


8 


2 


23 


30.5 . . 


3.75 . . 





13 




136 


'* (c) . . . 


39.5 


21.9 


17.6 


60 


5, 8 


2 


23 


30.7 . . 


. . 


. . 


0!. . 




176 


*' (d). . . 


40.0 


23.2 


16.8 


60 


5 


2 


22 


30.6 . . 


• . 


• • 


• • 


# 




134 Lndlcw 


39.0 


21.8 


17.2 


60 


26 


— 4 


22 


30.4 . . 

1 


4.52 


5 





13 




135 Lynn 

137 Mansfield. . . . 


40.2 


24.0 


16.2 


60 


5 


5 


21 


32.1 ! . . 


4.69 13 




15 




41.3 


24.3 


17.0 


59 


26 


—2 


22 


32.8 . . 


3.80 5 




15 




139 


Middleboro* . . 


42.8 


24.9 


17.9 


65 


6 


1 


22 


33.8 . . 


2.90 


2 




9 




140 


Milton 


40.0 


25.4 


14.6 


62 


5 





22 


32.7 33.3 


3.60 


4 


6 


13 


b 


141 


IMoiison 


41.3 


20.4 


20.9 


61 


5 


— 1 


22 


30.8 


• a 


3.43 


• • 




14 




173 


Nabant .*,.,. 


38.1 


25.6 


12.5 


57 


5 


6 


22 


32.8 


• . 


• • 


• • 




• • 


b 


146 


Nantucket . . . 


41.4 


30.0 


11.3 


55 


5 


12 


22 


35.7 


• • 


2.72 


• . 




12 




147 


New Bedford (a] 


41.3 


26.4 


14.9 


60 


5 


10 


22 


33.8 


34.0 


2.36 


2 




8 


b 


148 


u (5> 


43.1 


27.5 


15.6 


63 


5 


9 


22 


35.31 35.0 


2.85 


• • 




14 


e 


149 


Newburyport (a) 


40.7 


23.0 


17.7 


60 


5 


—2 


22 


31.8 31.3 


4.27 


7 


T 


13 


b 


152 Nortlianipton . 


38.7 


24.2 


14.5 


51 


14, 15 


4 


22 


31.4 


• • 


4.58 


• . 




10 




1 53 J Plymoutb . . . 


• • 


• • 


• • 


61 


5 


8 


22 


« • 


32.6 


3.60 ; . . 




15 


ab 


154 1 Princeton , . . 


35.5 


19.1 


16.4 


56 


5, 26 


—6 


22 


27.3 


• • 


2.60 . . 




• • 




155 Provincetown . 


41.0 28.9 


12.1 


55 


5 


9 


22 


35.0 


• • 


2.92 


2 





13 




158 1 Saiein (a) . . . 


• • 


• • 


• • 


54 


5 


3 


22 


« • 


33.6 


• • 


• . 




• • 


ab 


160 Soitch Hingbani 


• • 


23-9 


. . 


• . 


• . 


— 4 


22 


• • . . 


3.45 


6 




« • 




161' Springfield . . . 


40.2 


25.2! 15.0 


60 


5, 26 


5 


21 


32-7 33.2 


4.07 


6 


6 


13 


b 


162 Swampscott . . 


• . 


• « 


• • 


• • 


• • 


• • 


• • 


• • . . 


• • 


• • 




• • 




163 Taunton (a) . . 


44.2126.3 


17.9 


65 


6 


6 


22 


35.2 34.7 


3.62 


3 


6 


■ 

14 h 1 


164 1 '' (b) . . 


44.3 25.8' 18.4 


66 


5 


6 


22 


35.0 


• • 


3.50 


3 




12 




165 1 '» (c) . . 


43.9 


24.6 


19.3 


66 


5 


3 


22 


34.2 


• • 


3.70 


• • 




13 




181 ! Wakefield . . . 


37.6 


22.0 


15.7 


57 


8 


—3 


22 


29.8 


• • 


3.61 


5 


11 




168 Wellesley . . . 


44.7 


23.5 


21.2 


63 


2 


6 


22 


34.1 


• ■ 


2.84 


5 


' 9 




169 Westboro' . . . 


41.7 j 25.3 


16.5 


60 


8 


2 


22 


33.5 . . 


3 62 


6 


14 


a 


170 Williamstown • 


38.1 '21.5 16.5 


55 


26 





21 


29.8 29.4 


3.92 6 


14 


b 


172 ■" 


Worcester . . . 


42.6 23.1 


19.5 


62 


6 


4 


22 


32.8 . . 


1 • 


• • • • 
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No. 


Statiok. 




TSMPERATURE. 




• 


PRECIPITATIOM. 


Notet. 




1 


2 


3 


4 


5 


6 


7 


8 


9 


10 


U 


12 


13 


14 






o 


O 










c 




O 


o 


in. 


in. 


in. 








Rhode Island. 






























201 


Block Island . • 


43.2 


31.1 


12.1 


58 


5 


14 


21 


37.0 


• . 


1.50 


1 





14 




202 


Bi-istol 


43.2 


28.9 


14.3 


59 


5,26 


12 


7, 21 


36.1 


35.7 


2.51 


3 





13 


b 


210 


KiDgston .... 


42.1 


25.9 


16.1 


63 


5, 26 


8 


21 


34.0 


• . 


3.54 


2 





11 




204 


Newport .... 


45.1 


29.3 


15.8 


62 


26 


12 


20 


37.2 


. . 


• • 


• • 


• • 


. • 




205 


OlneyviUe . . . 
Providence (a) . 


46.0 


27.1 


18.8 


70 


5 


10 


22 


36.5 


• • 


• . 


. . 





• . 




207 


42.5 


27.4 


15.1 


65 


5 


10 


21 


35.0 


35.1 


3.35 


4 





12 


c 


208 


{b) . 


43.1 


24.5 


18.6 


64 


5 


5 


22 


33.8 


• • 


3.72 


3 





18 




209 


Woonsocket . . 
Connecticut. 


40.7 


27.8 


12.9 


61 


5 


1 


21 


34.2 


32.6 


3.48 


T 


• . 


13 


c 


221 


Canton 


a • 


26.8 


• . 


62 


5 


4 


21,22 


. . 


. . 


4.39 


T 





6 




222 


Colchester . . . 


42.0 


23 9 


18.1 


66 


5 


8 


21 


33.0 


. . 


• • 


. • 


• . 


. . 




223 


Hartford (a) . . 


44.1 


26.3 


17.8 


68 


5 


8 


22 


35.2 


32.1 


3.91 


. . 





11 




237 


Mansfield. . • • 


40.6 


22.5 


18.1 


64 


5 


5 


21 


31.6 


31.4 


3.28 


4 


. • 


12 


b 


226 


Middletowu . . 


43.5 


26.3 


17.2 


67 


5 


9 


22 


34.9 


34.2 


3.28 


2 


• • 


11 


b 


228 


New Haven . . 


43.1 


27.9 


15.2 


67 


5, 26 


10 


22 


35.5 


. • 


3.19 


• . 





16 




229 


New London . . 


43.3 


30.4 


12.9 


65 


5 


14 


7 


36.8 


• . 


2.40 


3 





13 




230 


Shelton 


43.4 


25.5 


17.9 


65 


5 


11 


21, 22 


34.5 


• . 


4.03 


. . 


. . 


10 




231 


Thompson . . . 


34.4 


27.0 


7.4 


54 


26 


4 


22 


30.7 


30.1 


• . 








• • 


ab 


238 


Voluntown . . . 


. • 


. . 


• • 


62 


26 


9 


21 


. . 


34.6 


2.55 


. • 


• . 


7 


a b 


235 


Waterbury . . . 
New York. 


40.8 


26.6 


14.2 


65 


5 


8 


22 


83.7 


• • 


8.77 


6 


• • 


11 




251 


Albany 


38.6 


28.5 


15.1 


60 


26 


4 


21 


31.2 


. . 


2.52 


• . 


• • 


15 




252 


Boyd's Cornei-s . 


. . 


. . 


• • 


64 


26 


10 


22 


• . 


35.8 


4-94 


2 


• • 


11 


ab 


253 


Carmel 


44.2 


27.5 


16.8 


64 


26 


8 


21 


35.9 


• • 


4.76 


2 


• • 


10 




254 


New York (a) . 


• • 


. . 


. • 


68 


5 


16 


21 


. . 


37.9 


8.41 


1 





10 


b 


255 


*' " (6) . 


48.5 


82.4 


16.1 


69 


5 


17 


7 


40.0 


. . 


8.86 


• • 


• . 


9 




258 


Poughkeepsie • • 


44.2 


24.5 


19.7 


68 


26 


5 


22 


34.4 


. . 


3.32 


• • 


• . 


9 




25G 


Setauket .... 


44.4 


81.3 


13.1 


64 


5, 26 


16 


21 


37.9 


37.6 


8.00 


• • 


10 


b 



STATIONS REPORTING PRECIPITATION ONLY.— FEBRUARY, 1890. 









Total 1 Snow- 






Total 


Snow- 


No. 


Station, 


Precip. 1 fall. 


No. 


Station. 


Precip. 


fall. 


32 


Belmont, 


N.H. . , 


3.97 




179 


Robert's Dam, Mass. . 




2.86 


• • 


35 


Bristol, 


ii 

< 




4.32 




159 


Salem (6), " 




8.21 


•6 


40 


Lake Village, 


(( 

1 




4 28 




166 


Waltham, '* 




8.28 


• • 


44 


Mine Falls, 


4« 




4.10 




171 


Winchester, '' 




8.35 


• • 


48 


Pennichuck Station, " 




4.30 




203 


Lonsdale, R. L 




8.26 


3 


53 


Weir's Bridge, 


< 




4.12 




206 


Paw tucket, '' 




8.33 


4 


55 


Wolfboro', 


< 




4.31 




238 


Birmingham Conn. • < 




• • 


. • 


75 


Cornwall, 


Vt. . . 




3.80 


10 


239 


Clark's Falls, " 




• « 


• . 


81 


Newport, 


l( 






. • 




247 


Falls Village, '* 




3.40 


6 


107 


Boston {b)j 


Mass. . 






3.05 




224 


Hartford (6), ** 




8.64 


2 


111 


Chicopee, 


u 






4.24 




225 


Lake Konomoc, " 




2.23 


• • 


112 


Clinton, 


u 






2.65 




249 


Lebanon " 




8.24 


2 


119 


Fiskdale, 


il 






3.75 




240 


New Britain, " * . , 




8.99 


. • 


130 


Leominster, 


(( 






3.91 


8 


227 


New Hartford, ** 




4.05 


a • 


138 


Medford, 


t( 






3.35 




248 


So. Manchester, ** 




3.27 


. 


142 


Mt. Nonotuck, 


(I 






4.00 


4 


232 


Uncasville, •' 




3.18 


3 


143 


Mystic Lake, 


u 






3.36 




234 


Wallingford, " 




3.09 


• . 


144 


Mystic Station, 


a 






3.25 




245 


W. Sinisbury, '* 




3.70 


4 


150 


Newbury port (6), 


(( 






4.76 




257 


S. E. Reservoir, N. Y. . , 




4.55 


• . 


156 


Randolph 


u 






t ' 
! 

1 











Notes. — a Maximum and minimum temperatures from thermometers not self-registering, b — Tri-daily readings of thermometer at 
7 A.M., 2 and 9 p.m.; mean obtained by formula: \ (7 + 2-f9-f9). c— Tri-daily readings of thermometer at other hours than 7 a.m., 2 and 
9 P.M.; a reduction to these hours applied in calculating the monthly mean (Smithsonian Contributions, Vol. xxi). d — Two daily 
readings of thermometer at 8 a.m. and 8 p.m.; a correction applied in calculating means (see above). /-^Minimum on 7th, 21st, 22d. 
^—Minimum on 7th, 22d9 23d. A— Minimum on 2l8t, 22d, 23d. 
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SUMMARY OF OBSERVATIONS FOB MARCH, 1890. 



I 



Statioii. 



New liiimiwick. 
1 St. JobD .... 



' Maine, 

2 Bar Harbor 

3 Belfast . . . 

14 Calais . . . 
4, Eastport . . 

5 Fairfield . . 

6 ' Gardiner . . 
7 ' Kent's Hill . 

8 Lewiston • . 

9 Mayfield . . 

10 Orono . . . 

11 Petit Menan 

12 PorUand . . 

15 West Jonesport 



• • 



' New Hampshire. 

33 Berlin Falls . . 

34 Berlin Mills . . 

37 Concord . . 

39' Hanover (a) 
58; u ' '(5) 

42 1 Manchester {b) 
43 ; u (c) 

45 Nashua . . . . 
57, Newton . . . . 
36 No. Chesterfield 
^7-i North Conway . 
49 Plymouth . . . 
51 , Stratford .... 
52 1 Walpole . . . . 
54 I West Milan . . 



71 
72 
73 
74 

88 
77 
78 
79 
82 
87 
83 
85 
89 



Vei'monL 
Brattleboro' (a) 

(6) 
Burlington . • . 
Chelsea .... 
Hartland . . . 
Jacksonville . . 
Lunenburgh • . 
Manchester . . 
Northfield . . . 
Saxton's River . 
Straflbrd .... 

Vernon 

Weathersfield Ct. 



Tbmpbraturb. 



S 

9 

E 



1 

o 



S 

9 

s 

*c 



a 



& 

c 

e 
m 



2 

o 



3 

o 



35.1 24.0 11.1 45 



• 




s 




9 




B 




ttm 




n 




s 


s 


4 


5 


o 




45 


22 



J 

a 



o > 



Mbav. 






St 

CO 



8 



37.1 24.6 12.5 



38.1 21.0 17.1 
34.2 ,24.5 9.7 

37.2 18.9 18.3 

38.6 21.5 17.1 
32.8 19.0 13.8 

36.7 16.9 19.9 



46 
46 
54 
46 
50 
49 
57 
46 



36.6 20.3 16.2 47 

41 



37.0 24.4 



34.9 11.2 



12.6 51 
48 



23.7 



21 
22 
22 
22 
22 
12 
13 
22 



9 



6 
6 
—5 
10 
-16 
—5 
—2 
-10 



40.6 

36.1 

38.6 

40.0 j 

38.4 [ 

39.9 

39.9' 



19.9 
18.0 
17.2 
21.8 
23.1 
21.2 
22.2 



20.7 
18.1 
21.4 
18.2 
15.3 
18.7 
17.7 



54 



38.8 
36.4 
41.4 
36.3 
36.6 



18.4 
17.6 
18.3 
15.9 
13.5 



39.4 '20.8 
39.9 24.1 



87.7 
38.7 
33.3 



18.3 
17.5 
20.3 



20.4 
18.9 
23.1 
20.4 
23.1 



18.6 
15.8 



19.4 
21.2 



61 
50 
53 
59 
64 
62 
60 



51 
49 
46 
52 
56 



56 
57 



48 
49 
60 



13.0 47 



33.2 16.7 16.5 



34.4 17.5 16.9 



59 



48 
50 
54 



14 
21 
13 
27 



13 



12 
26 
12 
12 
12 
12 
13 



13 
22 
10, J3 
12 
13 



12 
12 



10 
12 
12 
12 



12 



•10 

14 

5 

8 



-19 



—7 
-11 
-14 
—4 
—4 



—2 



—6 
—8 
-20 
-11 
-22 



—6 
—1 



-14 
—9 
-12 



-13 



12, 13 —6 



12 
12 



8 
-10 



9, 10 29.6 29.8 



7 

7 
10 

8 

4 
4, 10 

7 

4 



30.4 



31.4 

29.6 
29.4 
28.0 
30.0 

125.91 . . 
26.8 27.0 



29.5 



10 
7 
7 

10 



28.4 J 28.9 
. . 1 31.7 

30.7' . . 
. . 30.8 



4,8 .23.0 



4 
8 
7,8 
4 
4 
4 
4 



8 

10 

8 

/ 
4 



8 
8 



7 
7 
8 
7 



30.2 
27.1 
27.9 
30.9 
30.8 
30.5 
31.0 



27.8 
27.3 
32.1 

• . 
31.1 



28.6 
27.0 
29.8 
26.1 
20.0 



30.1 
32.0 



28.0 
28.1 
26.8 



29.7 
30.7 



26.4 



27.9 
27.4 



8 25.0 . . 



7 . . 25.5 

8 . . 30.5 
6 26.0 



PRBCIPITATIOV. 



Snowfall. 



1-1 

m'Z 

10 

in. 



'U 

3 



►s 



•«s ■ — 






Og ^ 



I 

a 
I 



U 12 13 

ill. I in. 



8.94 11 



6.31 28 

. . 32 

6.19 32 
5.85 

4.61 , 17 

4.52 24 



5.88 28 

5.81 

6.24 



• • 



3.46 
5.67 
3.24 
3.41 
6.03 
5.73 
7.11 
5.61 



2.76 
4.41 
3.06 
4.68 
3.90 



34 
29 
25 
24 
29 
33 
42 
31 



26 
29 
28 
22 
28 



5.11 20 



2.93 
3.67 
5.48 
4.14 



2.54 



25 
17 
24 
34 



16 



3.70 86 



5.17 



13 
10 



14 



. . . . 



2 
5 
5 
4 



2 
3 
7 
r 
1 





12 



5 
6 



17 



0* 19 
6 . . 
. 13 
20 
16 
16 
19 
20 



a c 



4 15 



h 
h 

b 

• • a b 

19 

15 ab 

I 

I 



11 
15 
11 
14 
17 
18 
16 
16 



b 
d 
b 



16 
16 
10 ' 
18 I / 
16 ' 



. . 



• • . • • 



18 ' 17 

2 I 11 



20 
17 



4i 16 



16 i 13 

. . I 10 

5 11 



ab 

c 
b 



a 5 
a o 
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No. 



Station. 



101 

102 

177 

180 

108 

104 

105 

174 

106 

175 

108 

109 

110 

114 

116 

117 

118 

120 

121 

122 

123 

124 

125 

126 

178 

127 

128 

129 

131 

133 

136 

176 

134 

135 I 

137 

139 

140 

141 

173 

146 

147 

148 

149 

152 

153 

154 

155 

158 

160 

161 

162 

163 

164 

165 

181 

168 

169 

170 

172 






a 



n 



a 



(I 



Massachusetts, 
Amhei*6t(a) . . 

(b) . . 

(c) . . 
Andover .... 
Beverly Farms . 
Blue Hill (sum*t) 

(base) 
(valley) 
Boston (a) . . 
Brewster . . . 
Cambridge (a) 
(b) 
CJliestnut Hill 
Cot II it .... 
Deei-field . . . 
Dudley .... 
Fall River . . 
Fitchburg (a) 
(6) 
Framingham . 
Gilbertville . . 
Grotou (a) 

" (6) . 
Holyoke . . . 
Kendall Green 
Lake (Uocbituate 
Lawrence . . 
Leicester . . • 
Long Plain . . 
Lowell (6) . 

(c) . . 

id). . 
Ludlow .... 
Jjvnn .....' 
Mansfield . . . 
Middleboro' . 
Milton .... 
Monson .... 
Nabant .... 
Nantucket . . 
New Bedford (a) 
'* '* (5) 

Newbury port (a) 
Nortbampton 
Plymoutb . . 
Princeton . . 
Provincetown 
Salem (a) . . 
Soutb Hingham 
Springfield . . 
Swampscott . 
Taunton (a) . 

(b) . 

(c) . 
Wakefield . . 
Wellesley . . 
Westboro' . . 
Williamstowii 
Worcester . . 



(( 



a 



Trmperaturr. 



1 

o 



38.9 
38.8 
38.4 



21.6 
25.2 
25.2 



17.3 
13.6 
13.2 



39.1 
41.8 
42.0 
42.2 
42.3 
39.5 
41.5 
42.9 
41.2 



60 
60 
02 
60 



23.4' 

24.7 

23.8 ! 

27.6 

29.4 

24.9 

24.4 

23.3! 

27.?, 



15.7 
17.1 
18.2 
14.5 
12.9 
14.6 
17.1 
19.6 
13.3 



39.5 
42.2! 



23.8 
25.6 



40.4 
42.6 
40.9 
43.0 



23.3 
23.2 
21.3 
24.0 



15.7 
16.6 



38.2 
45.5 
41.7 
36.0 
39.5 
39.2 
40.3 
42.6 
38.5 



17.1 

19.4 
19.6 
19.0 



64 
66 
66 
68 
57 
62 
62 
65 
60 
56 
66 
72 
59 
64 
64 
60 
62 



12 
12 
12 
13 



28.2! 

21.0 I 

22.5; 

22.7 i 

27.6 

23-9 

23.1 

25.3 

19.2 



10.0 
24.5 
19.2 
13.3 
11.9 
15.3 
17.2 
17.3 
19.3 



a 



n 



41.2 
43.4 
41.6 
41.3 
39.9 
40.6 
41.2 
42.8 
42.0 
39.3 



37.4 
41.2 



24.1 
24.6 
26.5 
18.8 
28.9 
30.8 
26.0 
27.4 
25.2 
23.7 



17.1 
18.8 
15.1 
22.5 
ll.O 
9.8 
15.2 
15.4 
16.8 
15.7 



63 
67 
60 
63 
58 
62 
62 
67 
63 



21.1 

29.0 



39.4 



23.7 
25.1 



16.4 
12.2 



14.3 



43.5 
44.4 
43.9 
38.7 
44.5 
43.7 
35.7 
40.8 



26.2 
25.0 
23.6 
22.9 
22.5 
24.9 
20.8 
23.9 



17.3 
19.4 
20.2 
15.8 
22.0 
18.8 
14.9 
16.9 



67 
71 
67 
65 
61 
54 
62 
65 
62 
52 
66 
58 
60 
61 
• « 
65 



70 
73 
73 
50 
65 
66 
58 
64 



13 
13 
13 
12 
12 
13 
13 
12 
13 
12 
12 
18 
12 
12 
13 
12 
12 



■ 6 

10 

• 6 

1 



/ 

7 

7 
7 



8 



1 80.2 
32.0 
31.8 



32.6 
30.2 



31 







13 
13 
13 
12 
12 
12 
12 
12 
12 



13 
13 
13 
12 
13 
13 
13 
13 
13 
13,26 
13 
12 
13 
12 
. • 
12 



13 
13 
13 
12 
13 
13 
12 
13 



■ 1 
1 

• 2 
4 

13 
2 
3 

■ 1 
5 

. 6 

. 2 

2 



. 1 

. 3 

. 3 





2 
• 4 

1 
2 
2 

4 
13 



■ 2 

1 

4 

. 8 

13 

14 

4 

2 

4 



7 

5 

13 

3 

. 1 

3 



2 
2 

- 4 
2 
4 


■10 
2 



7 
7 
4 
7 
7 
7 
6 
7 
7 
7 
7 
7 
7 
7 
7 
10 
7 



I 



31.2 

33.2 

32.9. 

34.9' 

35.4 

32.2 

33.0' 

33.1 

34.6 

31.6 
33.9 

31.8 
32.9 
31.1 
33.5 



31 



36 



30 
31 

30 



8 
4,8 
7 
7 
7 
4 
4 
7 
7 



4 
4 

7 
8, 9 
4 
7 
7 
4 
7 
7 
7 
7 
7 
7 
4 
7 



33.2 
33.2 
32.1 
29.3 
33.6 
31.6 
31.7 
34.0 
28.9 



29 



3 



4,7 


34.8 


7 


34.7 


4 


33.8 


7 


30.8 


4 


33.5 


4 


34.3 


7 


28.2 


4 


32.4 



32.6 
34.0 
34.0 
30.1 
34.4 
35.7 
33.6 
35.1 
33.6 
31.5 

29.2 
35.1 



32.2 



33 



33 



35 



39 
33 



34 



28 



8 







8 



Precipitation. 



10 


U 


12 


171. 


tn. 


171. 


0.25 


12 


• • 


4.81 


17 


T 


5.37 


17 


2 


5.28 


26 


• • 


7.44 


29 






7.54 



7.64 
5.88 
8.09 
6.53 



20 



7.02} . . 
7.64 I 25 
7.06 16 



6.60 
10.31 
6.07 
6.22 
7.68 
7.1/) 
6.11 



12 

• • 

26 
28 
2G 
26 
40 



7.28 
7.30 
6.51 
6.42 
6.11 
6.83 



6.21 



8.45 
8.69 
8.39 
6.60 



6.07 
9.77 
8.17 
6.94 
5.81 
10.14 



6.96 

8.00 
6.31 



7.73 
8.77 
8.40 
7.49 
8.20 
6.82 
4.06 



31 

. . 
27 
26 
12 



10 



28 
23 
29 
28 



19 
13 
17 
32 

. . 
14 



18 

• • 
80 
20 



22 
25 
5 
34 
18 
36 
16 







1 


































1 



• 

1 





13 



6 
7 
3 



7 
2 
4 
6 

» 

o 
5 

• 

3 

9 
7 
6 
8 
6 



4 
5 
8 
7 
4 
6 



3 

9 



4 
4 
3 
6 



8 
3 
21 
8 
2 
7 



6 

. 

5 
5 



3 

8 
6 
2 

3 

.7 



Notes. 

"14 



b 
b 
e 



a b 
b 

a b 



b 
a 



I 

b 
b 
a b 

a b 



a 
b 
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SUMMARY OF OBSERVATIONS FOR MAKCIT, 1800— (CONCLUDED). 



No. 



201 
202 
210 
204 
205 
207 
208 
209 

221 
222 
223 
237 
226 
228 
229 
230 
23] 
233 
235 

251 
252 
253 
254 
255 
258 
250 



Statioh. 



Rhode Island, 
Block Island 
Bristol . . . 
Kingston . . 
Newport . . 
Olneyville . 
Providence (a) . 

Woonsocket . . 

Connecticut. 

Canton 

Colchester . . . 
Hartford (a) . . 
Mansfield .... 
Middletown . . 
New Haven . . 
New London . . 

Shelton 

Thompson . . . 
Voluntown . . . 
Waterbnry . . . 

New York. 

Albany 

Boyd's Cornel's . 

Carmel 

New York (a) . 

** '' (h) . 

Poughkoepsie . . 

Sctauket . . . . 



Tempxkatukk. 



40.6 
42.1 
41.9 
43.5 
45.7 
42.1 
42.9 
40.0 

39.8 
40.9 
41.9 
38.9 
41.7 
41.3 
42.7 
40.3 



30. 
29. 
25. 
29, 
27. 
27. 
24. 
25. 



2 
1 
6 
8 
5 
7 
4 
9 



24.8 
23 8 
25.0 
23.0 
24.9 
27.0 
29.5 
23.5 



42.9 
38.9 

38.5 



40.5 



44.3 
42.8 
42.2 



25.0 
24.3 



10.4 
13.0 
16.3 
13.7 
18.2 
14.4 
18.5 
14.1 

15.0 
17.1 
16.9 
15.9 
16.8 
14.3 
13.2 
16.8 



17.8 
14.6 



23.6 14.9 



24.3 16.2 



30.7 
21.8 



13.6 
21.0 



29.7:12.5 



4 


5 


O 




53 


13 


56 


13 


67 


18 


62 


13 


72 


12 


66 


13 


67 


13 


63 


13 


66 


12 


67 


12 


69 


12 


66 


12 



66 
67 
64 
66 



65 
65 

67 
67 
67 
71 
71 
65 
69 



12 
12 
13 
12 



12 
12 

12 
12 
12 
12 
12 
13 
12 



11 
6 
3 

10 
5 
6 
2 
2 

-4 
2 
1 

-7 

4 
7 
5 







1 


7 
6 



8 



7 
7 
7 
6 
7 
7 
7 
3 

7 
7 
7 
7 

7 
7 
7 
6 




32.3 
32.3 
33.4 
31.0 
33.3 
34.2 
36.1 
31.9 



30.8 
32.7 



34.0 34.0 
31.6 

31.0 

. . 33.4 

32.4 . . 

• • 35.6 

37.61 . . 

36.0 35.4 



rUFCiriTATIOJC. 



Note*. 



10 U 12 13 

in. in. in. 



5.16 1 9 
8.14' 16 
8.45 22 



I 



8.27 22 
7.12 20 
8.55 26 



7.03 
6.12 
7.45 
6.60 
8.60 
7.22 



28 
18 
22 
18 
26 
6 



7.41 
6.08 

3.72 
5.56 
5.59 
5.50 
6.67 
4.70 
6.56 



14 
12 



1 18 
1 ' 17 
15 



2 




2 

• 

2 
3 



16 
14 
17 



18 



17 

k; 

16 



5.80 23 . 1 13 



15 
17 
17 
18 
16 
14 



16 
16 

17 
13 
13 
17 
20 
15 
15 



14 



b 
b 



bh 



a b 



STATIONS REPORTING PRECIPITATION ONLY— MARCH, 1890. 



! 


Total 


Snow- 




Total 


Snow- 


No, 


Statio.n. 


— 


Precip. 


fall. 


No. 


SrATioic. p^ip^ 


fall. 


32 


Belmont, N.H. . 


5.64 




179 


Robert's Dam, Mass ^ 7.43 


31 


35 


Bristol, '* 


. 1 . . 




159 


Salem (6), '' 










6.97 


34 


40 


Lake Village, '* 


. 5.21 




166 


Waltham, »* 










7.04 


. . 


44 


Mine Falls, '' ^ . 


. 6.50 




171 


Winchester, " 










6.47 


26 


48 , 


Pennichnck Station, " 


. , 6.48 




203 


Lonsdale, R. L 










7.18 


22 


53 


Weir's Bridge, " 


. 1 4.90 




206 


Paw tucket, ** 










5.28 


19 


55 


Wolfboro', 




5.09 




238 


Birmingham Conn. . 










6.55 


20 


75 


Cornwall, Vt. . . 




3.44 


10 


239 


Clark's Falls, *' 










. . 


. . 


81 ' 


Newport, " . . 




• • 




247 


Falls Village, " 










5.86 


80 


107 


Boston (i), Mass. . . 




6.49 




224 


Hartford (6), *• 








. ; 7.26 


17 


111 


Chicopee, '' . . 




• • 




225 


Lake Eonomoc, " 








. 9.53 


• . 


112 


Clinton, *' . . 


. ' 6.08 




249 


Lebanon " 








. 6.49 


27 


119 


Fiskdale, '' . . 


. 5.22 




240 


New Britain, '* 








. i 6.86 


18 


130 


Leominster, *' . . 


. 6.10 


30 


227 


New Hartford, '* 








. t 4.60 


16 


138 


Medford, '* , , 


. : 6.13 




248 


So. Manchester, *' 








f 


6.14 


6 


142 


Mt. Nonotuck, " . . 


. 4.56 


23 


232 


Uncasville, •' 










8.58 


15 


143 


Mystic Lake, ** . . 


. 6.89 




234 


Wallingford, *' 








, 


6.43 


7 


144 


Mystic Station, *' . . 


. 6.49 




245 


W. Simsbury, " 










5.30 


16 


150 


Newburyport (6), *' . . 


. 4.45 




257 


S. E. Reservoir, N. Y. , 










6.01 


14 


156 


' Randolph " . . 


. 5.64 


24 











Notes. — a Maximum and minimum temperatures from thermometers not self-registering. 6 — Tri-<la{ly reading^ of thermometer at 
7 A.M., 2 and 9 p.m.; mean obtained by formula: 1 (7 -H 2 -{-9 +9). c— Tri-daily readings of thermometer at other hours than 7 A.M., S and 
9 P.M.; a reduction to these hours api)lied in calculating the monthly mean (Smitlraonian Contributioni, Vol. xxi). <f— Two dail7 
readings of thermometer at 8 a. m. and 8 p.m.; a correction applied in calculating means (see abote). e— Mean temperature from hourly^ 
readings. /*— Minimum on 7th, 8th, 9th. ^— Mean for 29 days. A— Mean (Max. and Min.) for 26 days. »— Mean for 27 days. 



SUMMARY OF OBSEKVATIONS FOB APRIL, 1890. 



43 



a 

9 



Statiow 



New Brunswick. 

1 St. John . . . . 

Maine, 

2 Bar Harbor . . 
8 ! Belfast 

14 Calais 

4 Eastport . . . . 

5 I Fairfield . . . . 
6 ! Gardiner . . • , 

7 ; Kent's Hill . . , 

8 Lewiston . . . , 

9 Mayfield . . . , 
10; Orono 

1 1 I Petit Menan . , 

12 Portland . . . , 



15 



West Jonesport 



New Hampshire. 

83 I Berlin Falls . . 

84 I Berlin Mills . . 



Concord . 
Hanover (a) 



37 

39 ^..^ 

58 i '« ' \h) 

42 , Manchester (h) 
43 1 u (c) 

45 Nashua . . . . 
^7 Newton .... 
36 No. Chesterfield 
47 Nortli Conway . 
49 Plymouth . . . 

Stratford .... 

Wali>ole 



51 
52 



54 West Milan 



71 
72 
73 
74 
88 
77 
78 
79 
82 



Vei'inont. 
Brattleboro' (a) 

(6) 
Burlington • . . 
Chelsea . . • • 
Hartland • . • 
Jacksonville . • 
Lunenburgh • • 
Manchester • • 
Northfield . • . 



87 ! Saxton's River . 



83 
85 
89 



Strafford .... 

Vernon 

Weatbersfield Ct. 



Tbmpekatukk. 



S 

9 

E 



c 

s 



•«• I 



s • 



c 

is 

5 



c 

& 



S 



E 

9 

s 



43.8 31.1 ,12.7i 60 



49.7 



33.4 16.3 



62 
63 
49.8 30.2 19.6 65 



45.7 
52.3 



32.6 
29.8 



13.1 64 
22.5 67 



• • . . 



50.1 30.8 19.3 66 

50.9 28.9 22.0, 65 

. . . . I 66 

49.4 31.0 18.4 64 

. . . . 64 

34.5 15.2 70 






• 




s 




9 




s 


• 


*5 






& 



Mean. 



e 

s 

o 



49.7 



49.7 
50.9 
56.2 
51.7 
55.6 
56.0 
55.6 
57.1) 
55.3 



22.2 
26.3 
31.4 
28.0 
27.4 
32.6 
33.1 
32.1 
32.0 



27.5 
24.6 
24.8 
23.7 
28.2' 

23.4 I 

22.5 I 
25.8, 
23.3 



Go 



72 
73 
75 
70 
76 
73 
74 
75 
74 



13 



13 
24 
23 
24 
23 
• • 
24 
13 
23 
23 
24 
24 
21 



23 
23 
23 
14 
14 
23 
23 
23 
■24 



54.8 
53.7 
55.9 

Sa.h 

51.8 



28.6 
26.8 
2{).3 
29.2 
24.5 



26.2 

26.9 

29.6! 

25.6 

27.3 



58.6 31.8 26.8 
59.1 34.6 24.5 



55.7 28.8 26.8 

55.5 27.9 27.6 

47.6 34.0 1 13.6 



50.0 28.2 21.9 



52.8 31.1 21.7 



70 
75 
75 
69 
74 



78 
78 
76 
68 
75 
77 
70 



71 



30 
30 
23 
23 
13 



13 
13 
22 
13 
13 
13 
28 



19 



25 
32 
J9 
24 
21 
. * 
22 
22 
17 
22 
28 
24 
26 



10 
14 
19 
10 
11 
23 
24 
23 
22 



16 
13 
11 
20 
6 



21 
25 
24 

18 
16 
16 
20 



23 



17 



68 i / I 14 
74 I 24 ! 28 
71 13, 14 19 



2 

18 

2 

2 
6, 18 
. . 

2 

1 
18 

2 

6 

2 
18 



2 

2 

2 

I 

2 
2, 19 
2, 19 

2 
2, 12 



8 

o 



El 



9 

O 



37.4 37.6 



42.3 



41.6 

40.0 
39.1 
41.0 



40.4' . . 
39.9 39.7 

. . 37.0 
40.2 39.8 

. . 41.5 
42.1 1 . . 
38.2 



36.0 
38.6 
43.8 
39.8 
41.5 
44.3 
44.4 
45.0 
43.6 



41 
41 
44 

• 
45 



1 
1 
2, 6 
1 
2 



41.7 
40.2 
41.1 
42.0 
38.2 



8 







16 45.2 44.8 
6, 19,46.8 46.7 
17 



1*KK<*IIMTATI0N. 



it 

3^ 



10 

VI. 

2.59 



1.82 

2.01 
1.95 
1.71 

1.88 
2.17 
2.42 
2.02 

2.51 



SnowfaU. 



u 

in. 



2 
3 
3 



4 

7 



1.94 
1.88 
1.57 
1.87 
1.83 
1.76 
1.42 
1.43 



o 

T 
T 

T 
T 
T 
T 



2.19 

1.47 
1.78 
1.14 



1.47 



6 
4 



2 
2 
2 

6 



1 



2 
6 
1 



39.7 
42.2 

41.7,40.8 
40.8 40.8 



39.1 



42.0 
47.6 



42.0 



1.93 
2.68 
2.10 
1.79 
2.01 



1.94 



T 

8 



2.10 
1.91 



c o 



!S 






12 

ill. 



""I 

o 
tz; 



13 



10 



10 
8 

7 



11 

4 
7 
9 



10 
9 
9 

8 



11 



6 
5 
4 



I 
& 

o 

s 

8 



14 



6 

6 a c 
5 
9 
8 

• 

7 
8 b 

9' b 

• ] a b 
9 

a b 



7 

8 b 

7 6 



c 
c 

ab 

c 
b 



abf 
a c 
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8UMMABT OF OBSERVATIONS FOR APRIL, 181K).— (CONTINUED.) 



No. 


Statiok. 








1 

4 


'KMI'fckATUHE. 

5 6 


7 






Pis 

10 


KCII'ITATIOX. 


Notes. 1 




1 


2.3 


8 9 


11 12 13 14 1 






o 


c 


O 


o 




o 




o o 


in. 


in. in. 






Haasachusetts. 












• 






, ' 




101 


Amherst (a) . . 


. . 


• . 1 • . 


76 


13 


22 


2 


. . 46.6 


1.08 


T 


. . . b 


102 


« (ft) . . 


57.6 32.8 24.8 


78 


13 


22 


19 


45.2 45.5 


1.64 


• . . 


• 1 7; * 


177 


" (c) . . 


59.5 1 32.1 27.4 


80 


13 


22 


19 


45.8 . . 


1.73 


T 


• » 


180 
103 


Andover .... 
Beverly Farms . 
Blue Hill (siiin't) 


56.0 .^i^-fi -22.4 


73 


24 


23 

• • 


19 

• • 


44.8 




^ 


1 


1 




. . 


. . 


• • 


• • 


• • 




. . . 




104 


53.7 


34.6 19.2 


70 


24 


21 


19 


44.1 42.9 


3.74 


2 . 


. lie 


105 


** ** (base) 


55.6 


34.7 20.9 


71 


24 


22 


19 


45.1, . . 


3.68' 


1 , . 


. . . 


174 


" «' (valley) 


56.1 


33.9 22.2 


72 


24 


23 


19 


45.0 . . 


3.10 


1 1- 


a . . 




106 


Boston (a) . . . 


54.3 38.3 16.0 


72 


24 


26 


19 


46.3 . . 


2.29 


. . . 


. i 12 




175 


Brewster .... 


53.8 38.3 15.5 


73 


21 


30 


1 


46.0 44.7 


2.19 


. 


: 9 d 1 


108 


Cambridge (a) . 


54.3 36.2 18.1 


71 


24 


25 


19 


45.2 . . 


2.03 


• • • 


. 9 




109 


(b) . 


55.2 37.4,17.8 


72 


24 


24 


18 


46.31 . . 


4.83 


. . 1 . 


. ! 8 




110 


Chestnut Hill . 


57.6 


34.1 ,23.5 


72 


24 


22 


19 


45.8 


• • 


2.93 


T j. 


. 8 




114 


Cotuit 


52.4 


35.7 16.7 


67 


24 


24 


2 


44.0 


• • 


2.80 


« • 


. 8 




116 
117 


Deerfield .... 








80 
75 


13 
14 


28 
28 


19 
9 


45.8 


46.4 
44.3 


2.10 


1 

. . . 


. . . 
. 7 


ah 
f>9 


Dudley 


57.5 


34.1 23.5 


118 


Fall River . . . 


56.0 


35.1 20.9 


78 


24 


23 , 


19 


45.6 


• • 


4.64 


. . ! . 


. 9 


VF 


120 


Fitchburg (a) 


. • 


. . • . 


71 


23 


26 


2 


• • 


44.0 


1.88 


0!. 


. 11 


ah 


121 


(6) 


57.1 


33.9 23.1 


73 


14 


23 


19 


45.5 


. . 


2.18 


T 


. 10 




122 


Framingham . . 


59.2 


34.8 


24.4 


72 


24 


24 


19 


47.0 


• . 


2.63 


. * . 


. 10 




123 


Gilbertville . . . 


58.3 


32.3 


26.0 


76 


13,24 


20 


6 


45.3 


. . 


3.00 


1 . 


. 12 




124 


Groton (a) . . 


58.7 


33.6 25.2 


76 


24 


22 


2, 19 


46.2 


. . 


2.17 


1 . 


. 10 




125 


" (6) . . 


1 
. . . . 


• . 


• • 


• • 


• . 


. • 


. * 


. . 


• • 


• . . 


• i • • 




126 


Holyoke .... 


. . 


• . 


• • 


. . 


• . 


. . 


. . 


• . 


. . 


• • 


• . . 


1 
• • • 




178 


Kendall Green . 


54.5 


40.5 


14.0 


76 


24 


26 


2 


47.5 


. . 


2.41 


• • . 


6 




127 


Lake Coehituate 


00.9 


31.7 


29.2 


74 


23, 24 


19 


6 


46.3 


. . 


2.51 


. . . 


•i ^ 




128 


Lawrence . . . 


57.9 


32.8 


25.1 


74 


24 


23 


2 


45.4 


. . 


1.80 


T 


. 12 




129 


Leicester .... 


53.4 


34.5 


18.9 


72 


14 


20 


19 


43.9 


43.2 


2.40 


1 . 


. ; 8 


h 


131 


Long Plain . . • 


52.9 


39.5 


13.4 


72 


24 


24 


2 


46.2 


• • 


4.12 


1 . 


.' 11 


a 


133 


Lowell (6) . . 


55.3 


34.4 


20.9 


71 


23 


24 


19 


44.8 


• • 


1.97 


• . . 


. 11 




136 


- (c) . . . 


55.9 


33.6 


22.3 


78 


23 


23 


19 


44.8 


. . 


. • 


• • . 


. 10 




176 


'' (^ . . . 


59.3 


34.8 


24.5 


76 


23 


22 


13 


47.0 


• . 


• . 


. . . 


. 6 




134 


Ludlow 


56.8 


30.2 


26.6 


76 


13 


15 


2 


43.5 


. . 


2.23 


2 . 


. 9 




135 


Lynn 

Mansfield .... 


51.8 


38.3 


13.5 


71 


24 


25 


• 18 


45.0 . . 1 


2.59 


. . . 


.1 10 




137 


56.2 


33.9 


22.3 


74 


24 


22 


19 


45.4 


. . 


4.40 


4 . 


. 10 




139 


Middleboro' . . 


55.7 


33.0 


22.7 


76 


24 


21 


2 


44.4 


. . 


2.98 


2 . 


.i 9 




140 


Milton 


54.5 


35.7 


18.8 


72 


21 


24 


19 


45.1 


. • 


3.34 


1 . 


. 10 




141 


Monson 


59.0 


29.4 


29.6 


77 


13 


12 


2 


44.2 


. . 


2.66 


* * • 


. 11 




173 
146 


Nahant 

Nantucket . . . 


50.3 
48.6 


37.5 
38.6 


12.8 
10.0 


67 
58 


24 
24 


28 
30 


2, 19 
1 


43.9 
43.6 




• 











1.17 


. 


! 10 


147 


New Bedford (a) 


54.2 


35.4 


18.8 


68 


24 


23 


19 


44.8 


44.7 


4.09 


• . . 


. 11 


h 


148 


** '* {b] 


54.9 36.7 


18.2 


71 


24 


23 


19 


45.8 


. • 


3.65 


. . . 


. 10 




149 


Newburyport (a) 


55.4 


35.7 


19.7 


75 


24 


25 


19 


45.6 


44.9 


1.78 


T 


. 10 


h 


152 


Northampton . 


57.9 


36.1 


21.8 


72 


14 


25 


2 


47.0 


. . 


1.96 


T 


. 6 




153 


Plymouth . . . 


. . 


. . 


. . 


70 


23 


26 


6 


. . 


46.2 


3.50 


. . « 


. 11 


ab 


154 


Princeton . . . 


54.9 


33.3 


21.6 


69 


23 


19 


1 


44.1 


• • 


2.28 


. . . 


. 6 


h 


155 


Provincetown . 


52.0 


37.0 


15.0 


69 


24 


30 


19 


44.5 


• • 


3.14 


4 . 


. 11 




158 


Salem (a') . . . 


. . 


• • 


• • 


74 


24 


29 


2 


• • 


45.0 


• • 


* • . 


. . . 


a h 


160 


South Hmgham 


. . 


31.9 


• • 


• • 


• . 


18 


2 


• . 


. . 


3.78 


. . . 


. 9 




161 


Springfield . . . 


58.1 


37.2 


20.9 


77 


13 


26 


19 


47.7 '48.7 


2.21 


1 1 . 


. 11 


b 


162 


Swampscott . . 


. . 


• . 


. . 


• • 


. • 


. . 


. . 


. . 


. . 


• • 


• • • 


. • . 




163 


Taunton (a) . . 


58.2 


36.1 22.1 


74 


24 


25 


19 


47.2 45.8 


3.96 


4 . 


. 10 


b 


164 


'' (^) . . 


58.0 


34.2 123.8 


79 


24 


24 


19 


46.1 




3.92 


2 . 


. 9 




165 


'' (c) . . 


57.3 


33.0 


24.3 


75 


24 


23 


2, 12 


45.2 




3.81 


T 


. 11 




181 


Wakefield . . . 


49.9 


33.0 


16.9 


71 


30 


21 


19 


41.4 




2.33 


1 . 


. 10 




168 


Wellesley . . . 


59.8 


33.6 


26.2 


79 


7 


20 


19 


46.7 




2.86 


1 . 


. 10 




169 


Westboro' . . . 


60.0 


35.1 


24.9 


79 


24 


23 


19 


47.6 




2.62 


1 . 


. 11 


a 


170 


Williamstown . 


54.8 


33.6 


21.2 


73 


13 


23 


16 


44.2 


44.7 


1.46 


. 


. 8 


b 


172 


Worcester . . . 


57.0 


36.2 


20.8 


72 


14, 15 


24 


19 


46.6 




• • 


• A M 


* • A 




\^ X^ • Ar 


StXJ • \J 


# # 




• • • 


V • • 





SUMMARY OF OBSERVATIONS FOR APRIL, 1890— (CONCLUDED). 



45 



No. 


Statiok. 




Tkmpbraturs. 






PRBCIPITATIOM. 


Notes. 




I 


2 


3 


4 


5 


6 


7 


8 


9 


10 


U 


12 


13 


14 






o 


o 





o 




c 




o 


o 


in. 


in. 


in. 








Rhode Island. 






























201 


Block Island . . 


49.9 


89.2 


10.7 


63 


24 


28 


19 


44.0 


. . 


3.37 


1 . . 


9 




202 


Bristx)] 


53.5 


37.7 


15.8 


62 


14, 21 


25 


19 


45.6 


45.1 


3.54 


2 . . 


11 


b 


210 


Kingston • • • • 


55.4 


35.1 


20.3 


75 


24 


22 


19 


45.2 


• . 


4.28 


8 . . 


11 




204 


Newport .... 


56.0 


39.4 


16.6 


67 


14 


28 


1 


47.7 


• . 


• • 


• • 


. • 


. . 




206 


Olneyville . . . 


58.0 


36.9 21.1 


72 


24 


26 


19 


47.4 


. . 


• • 


• • 


• • 


1 

1 . . 




207 


Providence (a) . 


57.9 39.3118.6 


70 


23 


28 


19 


48.6 


47.5 


3.59 


2 


« . 


! 11 


c 


208 


{b) . 


58.1 ;35 123.1 


70 


13 


23 


19 


46.6; . . 1 


3.60 


1 . . 


8 




209 


Woonsocket . . 


• . 


• • 


. . 


• . 


• . 


. • 


. . 


. • 


• . 


• • 


• • 1 • • 


. . 






Connecticut. 






























221 


Canton 


56.8 


34.8 


22.0 


78 


24 


22 


19 


45.8 


• • 


2.35 


• • i • • 


9 




222 


Colcliestei* . . . 


58.3 


34.5 


23.8 


78 


13 


24 


19 


46.4' . . 


« . 


. . . . 


• • 




223 


Hartford (o) . . 


59.4 


36.5122.9 


80 


13 


24 


2 


48.0 45.1 


3.10 


a . • « 


11 


d 


237 


Mansfield .... 


54.8 


33.9 20.9 


74 


13 


22 


19 


44.4 44.7 


3.15 


1 . . 


' 10 


b 


226 


Mlddletown . . 


58.9 


35.9 


23.0 


78 


13 


25 


2 


47.4 46.9 


2.84 


2 i . . 


; 9 


b 


228 


New Haven . . 


56.0 


37.9 


18.1 


70 


24 


24 


2 


47.0 . . 


2.89 




9 




229 


New London . . 


54.8 


39.7 


15.1 


70 


24 


28 


19 


47.2 . . 


4.86 


2 . . 


12 




230 


Slielton 


56.6 


34.6 


22.0 


75 


24 


20 


1 


45.6 . . 


2.62 


• • * . 


; 8 




281 


ThoiApson . . . 


5C.3 


38.4 


17.9 


72 


24 


22 


19 


47.4 45.9 


• . 


. . . . 


1 
• • 


abi 


283 


Voluntown . . . 


57.1 


33.0 


24.1 


77 


13, 24 


21 


2 


45.0 '46.0 


5.38 


2 : . . 


8 


b 


235 


Waterbury . . . 


56.7 


34.7 


22.0 


79 


13 


24 


2 


45.7 J . . 


2.43 


8 . . 


9 






New Ywk, 






















1 






261 


Albany 


58.2 


36.4 


21.8 


79 


13 


25 


2 


47.3 


. . 


1.64 


1 


9 




252 


Boyd's Comeit* . 


. « 


• • 


. . 


80 


13 


31 


19 


. . 49.5 


3.03 


2 . . 


9 


ab 


253 


Camel 


59.5 


39.0 


20.5 


77 


13 


25 


19 


49.8 


. . 


2.96 


2 . . 


9 




254 


New York (a) . 


. . 


« . 


• • 


79 


13 


29 


2 


. • 


49.1 


1.85 


1 

T 


• • 


10 


e 


255 


'* *' (h) . 


60.0 


42.0 


18.0 


81 


Id 


30 


19 


51.0 


• • 


2.58 


• . . . 


13 


■ 


258 


Poughkeepsie . . 


60.8 


34.0 


26.7 


80 


13 


18 


2 


47.4 


. . 1 1.57 


• . • . 


7 




25G 


Setanket .... 


56.4 


39.2 17.2 


72 


18 


30 


19 


47.8 


47.31 8.40 


2 . . 


10 


b 



STATIONS KEPORTING PRECIPITATIOX ONLY.— APRIL, 1890. 







< Tt.tnl Snow- 1 .. 


Total 1 Snow- | 


No. 


Statioh. 


Precip. j fall. 


«o. 


SrATioN. i>recip. fall. 1 


32 


Belmont, 


N.H. . . 


1.81 


a • 


179 


Robert's Dam, Mass. . < 




2.47 


2 


35 


Bristol, 


< 




a . 








159 


Salem (6), '' 




2.41 


1 


40 


Lake Village, 


ii 

i 




2.01 








166 


Waltham, ** 




2.51 . 


. 


44 


Mine Falls, 


C( 




1.60 








171 


Winchester, *' 




2.35 . 


. 


48 


Pennichuck Station, '* 




1.42 








203 


Lonsdale, R. L 




4.02 


3 


53 


Weir's Bridge, 


(( 




2.28 








206 


Pawtucket, *' 




3.81 


2 


56 


Wolfboro', 


< 




1.57 








238 


Birmingham Conn. • . 




2.76 . 


• 


75 


Cornwall, 


Vt. . < 




2.24 








239 


Clark's Falls, *' 




4.63 


2 


81 


Newport, 


(i 






. . 








247 


Falls Village, ** 




2.06 


1 


107 


Boston (6), 


Mass. . 






2.78 








224 


Hartford (6), '* 




3.00 • 


. 


111 


Chicopee, 


(4 






2.44 








225 


Lake Eonomoc, '^ 




4.92 . 


• 


112 


Clinton, 


(( 






2.00 








249 


Lebanon '' 




4.08 . 


. 


119 


Piskdale, 


i( 






2.14 








240 


New Britain, '• 




. . • 


• 


130 


Leominster, 


(( 






2.22 




T 




227 


New Hartford, *' 




2.03 . 


• 


138 


Medford, 


U 






2.48 








246 


No. Woodstock, " 




3.07 . 


• 


142 


Mt. Nonotuck, 


(( 






1.75 








248 


So. Manchester, " • , 




2.98 . 


• 


148 


Mystic Lake, 


i( 






2.46 








232 


Uncasville, •' 




4.99 . 


. 


144 


Mystic Station, 


u 






2.43 








234 


Wallingford, *' 




2.67 \ 


3 


150 


Newburyport (6), 


(( 






2.01 








245 


W. Simsbury, '' 




2.35 


1 


156 


Randolph 


C4 






2.68 


T 


257 


S. E. Reservoir, N. Y. . , 




3.72 . 


• 

_ 



N0TB8. — a . Maximtun and minimum temperatures from thennometers not self-registering, b — Tri-daily readings of thermometer at 
7 A.M., 2 and 9 p.m.; mean obtained by formula: I (7 -|- 2 +9 + 9). c— Tri-daily readings of thermometer at other hours than 7 a.m., 2 and 
9 P.M.; a reduction to these hours applied in calculaling the monthly mean (Smithsonian Ontributions, Vol. xxi). (i— Two daily 
readings of thermometer at 8 a.m. and 8 p.m.: a correction applied in calculating means (see above), e — Mean temperature from hourly 
readings. /^Maximum on 14th, 22d, 23d, 30tbu y— Minimum on 1st, 6th, 18th, 19th. A—Mean for 25 dajs. »— Mean for 2o days. 
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SUMMART 


' OF 


OBSERVATIOXfl 


. FOR 


MAY, 


, 181K 


). 








1 1 


1km 

1 
1 

• 


IFKKAn'KK. 




I 


pKKrtPITATION. 5 1 


Number. 


Station. 


i 

• 


3 

E 

ii i 
"6 


• 

& 

7 


MEJt 


'5 3 
•t ? 

El 

9 


' Snowfall. |. 




e 

s 

E 

« 

C 
g 

1 


c 
B 
1 ' 

c 

2 


1 1 

c 


3 

B 

4 1 


S 
«« 

>< . 

« a 

i 


^ 1 
si -ac 

■-■= , 1* ' 

1^' 1 !al 


. a. «£ 
^ as 




3 


5 


8 


10 11 1 12 13 14 






o 


o o ! 


1 

O 

i 




o 




o o 


in. in, ill. 




New BrunamcTc, 


\ 




1 






1 




1 1 1 


1 


St. John .... 


54.7 42.4 


12.4 


65 


21 


34 


3 1 


48.6 48.2 


H.Oi .... 16 i c 

1 




Maine. 
















1 


1 

\ 

i 


2 Bar Harbor . . 1 


59.3 


43.8 


15.5 


68 


24 


35 


3 


51.6 . . 


10.81 . 




. 15 : 


8 Belfast 1 


. . 


• • 


• • 


69 


31 


40 


2 


• • O 1 vO 


• • • 




. . a c 


U 


Calais 1 


60.9 


43.0 


18.0 


70 


24 


31 


3, 12 


52.0 . . 


8.63 




. 13 


4 


East port • . . • 1 


53.8 


42.0 


11.8 


65 


21 


35 


30 


47.9, . . 


6.19 . 




. 17 


6 Fairlield . . . . | 


G2.4 


43.3 


19.1 


71 


/ 


29 


2 


52.8 . . 


7.79 . 




. 21 / 


6 


Gardiner . . . • 1 


62.8 


45.1 


17.7 


74 


14, 16 


32 


3 


54.0 52.4 


7.84 . 




. 15 b 


7 


Kent's Hill ... 


GO.l 


43.5 16.6 


72 


14 


S2 


2 


•>1 .0 1 • • 


6.94 . 




. 17 


8 Lewiston .... 


60.7 


42.5 


18.2 


72 


31 


30 


3 


51.6 51.4 


7.511 . 




. 18 b 


9 Mavfield .... 




^ m 




68 


16 24 


24 


2 




AU, mI 


10.29 . 




. 17 a 6 
. 19 b 


10 Orono 


61.2 


48.4 


17.8 


73 


16 


mm K 

33 


mm 

2 


52.3 52.1 1 


10.52 . 




1 1 " Petit Menau . . 


• • 


• . 


• • 


60 


21 


38 


2 


• • 


49.7 


• . 1 . 




. . . ah 


1 "2 Portland .... 


58.9 


45.3 


13.6 75 


31 


36 


2 


52.1 


• . 


6.10 . 




. 17 


15 


West Jonesport 


• • 


• • 


• • 


66 


22 


38 


2 


. 


47.K 


. . , . 




. 10 aft 




New Hampshire. 
















( 


1 


33 : Berlin Falls . . | 


63.5 37.8 25.7 1 75 


20 


22 


12 


50.8 


. . 


• • • 




. a . 


34 


Berlin Mills . . 


62.6 37.1 25.5 71 


g 


25 


2,3 


49.8 


. . 


5.02 . 




• J6 g 


37 


Concord .... 


G8.8"45.7 23.1 80 


14 


33 


2, 12 


57.2 


• . 


5.05 . 




. 16 


39 


Hanover (a) . . 


G3.6 43.8 


19.8 73 


14 


29 


2 


53.7 54.7 


5.02 . 


1 

1 


. 15 6 


58 


(6) 


66.1 42.5 


23.6 1 77 


14 


28 


12 


54.3 55.3 


5.34 . 


1 


. 17 d 


42 


Manchester (b) 


67.5 47.0 


20.5 




31 


36 


3 


57.2 56.8 


6.00 . 


. 1 . 


. lo b 


43 


(c) 


67.7 46.2 21.5 


80 


14 


35 


12 


57.0 . . 


4.54 




. 15, 


45 1 Nasliua .... 


69.8 1 45-9! 23.9 82 


14 


33 


12 


57.8 57.1 


4.88 . 




. 14 c 


57 


Newton .... 


67.7 44.3 23.4: 85 


20 


32 


3 


56.0 


. . 


6.09 . 




. 15 1 


36 


No. Chesterfield 


. . • • 


1 
. . 1 . * 


• • 


. . 


• • 


. . 


. . 


1 

• • • 




* « • 


47 


North Conway . 


65.5 42.7 22.8 77 


14 


25 


3 


54.1 


• . 


5.32 . 




.' 12 


49 


Plymouth . . . 


66.6 41.0 '25.6 80 


3 


25 


3 


»)»>,o . . 


6.24 . 


1 


. 13 


51 


Stratford .... 


67.5 42.8 24.6 5 78 


31 


25 


2 


55.2 ^ . . 


7.00 . 


1 


. 14 


52 


Walpole .... 


65.7 42.3 23.4* 75 


14 


26 


2 


54.0 . . 


4.76 . 




. 13 


54 


West Milan . . 


64.3 38.2 26.1 73 

i 


3 


22 


3 


51.2 . . 

1 


5.91 i T 


. 15 




VeiinouL 




1 
1 












1 , 


71 


Brattleboro' (a) 


69.3 1 45.7 I 23.6 80 


14 


31 


2 


57.5 50.1 


5,00 c 


72 


(6) 


68.5 


47.1 1 21.4' 78 


14 


34 


2, 12 


57.8 , 56.2 


. . ...... <r 


73 


Burlington . . . 


• . 


. . 


. . 


79 


20 


35 


1 


. . 


. • 


6.12 . . ; . . 17 


74 


Chelsea .... 


• • 


. • 


. . 


68 


3 


34 


2, 18 


• . 


51.3 


5.05 17 ' aft 


88 


Hartland . . . 


65.6 


42.9 


22.7 


76 


14 


28 


9 


'54.2' . . 


6.50 . . . . 19 


77 


Jacksonville . . 


66.1 40.8 


25.2 


78 


24 


25 


3 


' 53.4 52.6 


0.f^l , . . . . 14 C 


78 


Lunen burgh . . 


60.5 48.9 


11.6 


78 


3 


32 


1 


54.7 56.9 


7.29 . . . . 15 i 6 


79 


Manchester . . 


• % 


• • 


• • , • • 


. . 


. . 


. . 


• • • • 


. . '■ ' 


82 


Northfiehl . . . 


62.0 41.7 1 20.3 


73 


20 


24 


2 


51.8 . . 


4.32 . . . . 16 


87 I Saxton's River . 


. . ' . • 


• • 


• • 


. . 


. . 


. « 


. • . . 


. . . . . . . 1 . . ' 


83 


Strafford .... 




1 


70 
78 
72 


31 
14 
25 


28 
34 
29 


2 
9 

1 


. . 54.4 


7.00 . . . . 'i'll n h 


85 
89 


V^ernon 


• * • • 


• • 


5.19 , - 1 - - 


8 a c 
10 

1 

1 


WeathersfieldCt 

• 


• • 

62.6 


• « 

42.1 


20.5 


• • 

52.4 

1 
i 


a . 

1 
1 


• • • 

] 

1 


• 1 • 

• • 
1 

i 


• 
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No. 


Statiojc. 








1 

4 


KMPKKATUKE. 






• 


Pjikcipitation. 


Note*. 






12 13 


5 


6 


7 


8 9 


10 U 1 12 


13 


14 






o 


c 





















in. 


fw. in. 






Massac/itisetts. 




























101 


Amherst (a) . . 


. . 


. . 


• . 


• • 


. . 


• • 


. . 


. . 


• . 


. . 


• . 




• • 


102 


" (^) . . 


67.6 44.6 


23.0 


79 


14 


32 


2, 12 


56.0 56.4 


5.14 


. 






15 b 


177 


" (c) . . 


68.8 


43.8 24.9 


80 


14 


32 


12 


56.3 57.0 


5.39 


. < 






14 


e 


180 


Andover .... 


69.4 


44.9 24.5 


81 


15 


34 


23 


57.2 


. . 


5.07 , . 






7 


103 


Beverly Farms . 
Blue Xlill (sum't) 


. • 


. . 


. . 


. . 


• • 


• • 


. • 


. . 


. . 


. . . < 






1 

I 

1 • • 


104 


64.2 44.5! 19.7 


77 


14 


36 


2 


54.4 53.9 


5.77 . . 






1 15 c 


105 


*' ** (baHe) 


67.1 


46.1 21.0 


79 


14 


38 


12 


56.6 . . 


5.62 . , 






t 1 

1 1 

• • 1 


174 


" «' (valley) 


67.7 


46.5 21.2 


81 


14 


36 


12 


57.1 


. . 


5.58 . , 






• • 


106 


Boston (a) . . . 


65.2 


48.9 


16.3 


80 


14 


39 


2 


57.0 


• . 


4.48 . . 






15 


176 


Brewster .... 


64.1 


44.2 


19.9 


76 


30 


34 


2 


54.2 53.9 


3.G1 . . 


1 




11 \ d 


108 


Cambridge (a) . 


65.6 


48.1 


17.5 


77 


19 


36 


3 


56.8 . . 


5.0G . . 






12 




109 


(b) . 


67.7 


47.8 


20.0 


78 


14 


37 


1,2 


57.8 . . 


6.09 . . 


1 
1 1 




i 14 




110 


Cliestmit Hill . 


68.8 


45.6 


23.2 


82 


14 


34 


3 


57.2 . . 


5.80 . . 


, 




14 




114 


Cotiiit 


61.2 


47.7 13.5 


70 


14,31 


35 


3 


54.4 


. . 


3.53 . 






9 




116 
117 


Deerfield .... 








84 
79 


6 
14 


39 
36 


2 

9 


57.0 


58.6 
58.6 


5.60 . 


1 1 




1 • • 
13 


a b 
h 


Dudley 


68.3 


4 5 .6 


22.7 


118 


Fall lliver . . . 


64.5 46.4 18.1 


76 


19 


38 • 


3 


55.4 


. . 


6.30 . 






14 




120 


Fitchburg (a) 


. • 


. . 


• . 


78 


14 


40 


2 


• • 


56.7 


5.54 . . 


. 




15 


a b 


121 


(5) 


67.5 


46.1 


21.4 


78 


14 


34 


2 


56.8 


. . 


5.50 . . 


1 

• 1 




15 




122 


Framingliaiu . . 


69.8 


46.6 


23.2 


81 


14 


34 


3 


58.2 


. . 


4.94 . . 






15 




123 


Gilbertville . . . 


70.3 


45.2! 25.1 


80 


14 


31 


12 


57.8 


. . 


6.09 . 






14 




124 


Grotoii (a) . . 


70.1 


46.5 23.6 


81 


14 


35 


2,9 


58.3 


. . 


5.01 . . 






15 




125 


" (6) . . 


. . 


• • 


• • 


• . 


• • 


. . 


. • 


• • 


. . 


. . . 






. . 




126 


Holyoke .... 


. . 


• • 


. • 


• . 


• • 


. . 


• • 


. . 


. . 


1 

. . . 






. . 




178 


Kendall Green . 


67.0 


51.3 


15.7 


84 


1 


36 


3 


59.2 


. * 


5.07 . 


► 1 




12 




127 


Lake Cocliitiiate 


71.5 


44.5,27.0 


83 


14 


31 


3 


58.0 


. . 


5.31 . 






13 




128 


Lawrence . . . 


70.2 


46.5 


23.7 


81 


31 


34 


3 


58.4 


. . 


5.54 : . 






14 




129 


Ijeicester .... 


66.1 


45.4 


20.7 


79 


24 


33 


2 


55.8 


54.6 


5.57 . 






15 


b 


131 


Long Plain . . . 


62.0 


49.5 


12.6 


76 


31 


38 


12 


55.8 


. . 


8.00 . 






16 


a 


138 


Lowell (/>) . 


67.8 


47.4 


20.4 


79 


14 


36 


3 


57.6 


• . 


5.66 . 






15 




136 


'* (c) . . . 


68.0 


46.4 


21.6 


82 


14 


34 


12 


57.2 


. . 


. . . 


1 




15 




176 


- {d) . . . 


71.0 


45.6 


25.4 


84 


14 


34 


4 


58.3 


. . 


. . 1 . 






9 




134 


Ludlow 


66.8 


42.5 


24.2 


77 


1, J4 


29 


9 


54.6 


. . « 


5.56 ' . 






16 




135 


Lynn 

Mansfield .... 


G2.1 


47.5 


14.6 


75 


11 


39 


1 


54.8 


. . 


5.43 . 






14 




137 


66.4 


45.2 


21.2 


78 


14 


33 


3. 12 


55.8 


. 


6.54, . 






14 




139 


Middleboro' . , 


65.1 


46.1 


19.0 


77 


14 


31 


3 


55.6 


• . 


5.03 


. 






13 




140 


Milton 


65.5 


41.9 


23.6 


79 


14 


31 


3 


53.7 


56.3 


5.31 


. 






14 


b 


141 


Monson 


69.5 


43.2 


26.3 


80 


1, 14 


30 


1 


56.3 


• • 


5.86 . 






15 




173 


Nahant 


59.8 


47.0 


12.8 


72 


31 


40 


2,9 


53.4 


• • 


. . 


. 






. . 




146 


Nantucket . . . 


56.9 


46.9 


10.0 


67 


31 


36 


3 


52.1 


• • 


2.48 


. 1 






11 




147 


New Bedford (a) 


62.7 


46.4 16.3 


75 


31 


38 


3, 9 


54.5 54.5 


6.73 j . . 






17 


b 


148 


{b] 


62.4! 47.2 15.2 


75 


31 


34 


3 


54.8 


• • 


6.52 


. 






19 




149 


Newbury |>ort (a) 


67.1 47.3 19.8 


82 


14 


37 


3 


57.2 


56.0 


6.08 


• ' 






15 


b 


152 


Northampton . 


69.9 48.2 21.7 


81 


24,31 


37 


2 


59.6 


. . 


5.43 i . 






9 




153 


Plymouth . . . 


• • 


. . 


• • 


80 


14 


42 


2 


. . 


58.3 


5.37 








14 


a b 


154 


Princeton . . . 


65.8 44.7 


21.1 


76 


14 


32 


2,9 


55.2 


• • 


4.58 








15 




155 


Provincetowii . 


61.4 47.4 


14.0 


76 


31 


38 


12 


54.4 


• • 


2.99 








14 




158 


Salem (a^ . . . 


. . 


. . 


• • 


79 


14 


42 


2 


• • 


54.8 


• . 








. . 


a b 


160 


South Hmgham 


. . 


44.7 


• • 


• • 


. • 


30 


3 


. . 


« . 


5.54 








13 




161 


Springfield . . . 


69.0 49.0 '20.0 


80 


14 


38 


2 


59.0 


59.9 


5.36 








15 


b 


162 


Swampscott . . 


. • 


• . 


# # 


• • 


. . 


• • 


. . 


. . 


• • 


. . 








• • 




168 


Taunton (a) . . 


67 6 


47.5 


20.1 


82 


31 


34 


3 


57.6 


56.5 


5.76 








13 


b 


164 


'' (*) • . 


68.6 


46.1 


22.5 


82 


31 ' 


32 


12 


57.4 


. . 


5.48 








13 




165 


.., " ("> • • 


66.6 


45.3 


21.3 


79 


14 


30 


3 


56.0 


. . 


5.56 








12 




181 


Wakefield . . . 


r»7.2 


45.0 


22.2 


81 


14 


33 


3, 9 


56.1 


. • 


6.51 








12 




168 


Wellesley . . . 


68.6 


46.0 


22.6 


78 


1 


34 


12 


57.3 


. . 


5.69 








10 




169 


Westboro' . . . 


72.2 


47.6 


24.6 


86 


14 


37 


12 


59.9 


. . 


4.41 








16 


a 


170 ; VVilliamstown . 


65.0 


45.9 19.0 


73 


14, 20 


31 


2 


55.4 55.8 


4.68 








15 


b 


172 1 Worcester . . . 




























_ 




. « 


. . 


• • 


• • 

1 


. . 


. . 


• • 


. . * ' 


w m 


• • 






• • 
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SUMMARY OF OBSERVATIONS FOR MAY, 1890— (CONCLUDED). 



No. 



Statiom. 



—I 



201 
202 
210 
204 
205 
207 
208 
209 

221 
222 
223 
237 
226 
228 
229 
230 
231 
233 
235 

251 
ro'Z 
253 
254 
255 
258 

25<; 



Rhode Island, 
Block Island . . 

Bristol 

Kingston .... 
Kewi)ort . . . . 
Olneyville . . . 
Providence (</) . 

Woonsocket . . 



Connecticut. 

Canton 

Colchester . . . 
Hartford (a) . . 
Mansfield .... 
Middletown . . 
New Haven . . 
New London . . 

Shelton 

Thompson , . . 
Voluntown . . . 
Waterbury . . . 

New Toi'k, 

Albany 

Boyd*8 Comers . 

Carmel 

New York (a) . 

'' *' (b) . 

Poughkeepsie . . 

Solankot . . .• . 



Temperature. 



1 
o 



56.6 '47.8 I 8.8 
62.4 '48.6 13.8 
62.8 45.9 16.9 



4 

o 

or, 

7H 
75 



8 



31 
31 
31 



42 
41 
36 



2 



52.4 1 . . 
2, 23 55.5 ; 55.0 
3 '54.4 . . 



66.2 49.3 16.9: 77 



67.3 46.9 20.41 80 



31 
14 



39 



37 



12 



57.8 



57.1 I . 



69.5 45.9 23.6' S2 14 31 
67.5 45.8 21.7 79 31 35 






66.0 44.9 21.1 

68.6 47.6 21.0 

65.2 48.5 16.7 

62.6 50.0 1 12.6 
67.2 46.4 20.8 
63.G 52.4 11.2 
66.2 45.5 20.7 

66.7 47.8 18.9 

66.S 47.4 19.4 

71.0 46.6 24.4 

. . I . . I . . 

69.1 152.2 16.9 
69.8144.1 25.7 
66.7:49.7 17.0 



77' 1 

80 14 

79 31 

77 31 I 

78 14,31" 

74 1 , 

78 , 14 



16 



34 
38 
38 
42 
36 
35 
34 
36 



18 
12 



78 
81 
80 
81 
80 
80 
76 



31 


34 


24 


42 


24 


31 


14 


41 


14 


42 


14. 31 


28 


i 31 


41 



2 

9 

2 

2 
2,8 

2 
12 
17 

2 
9 
9 
2 
2 
9 
2,3 



57.7 
56.6 



55.4 54.9 

58.1 57.1 
56.8 . . 

56.3 . . 
56.8 . . 

58.0 55.6 
55.8 55.8 

57.2 . . 

57.1 , . . 

i . . 60.2 

*)8,8 • . 

. . 60.2 

60.6 • . 

57.0 . . 

58.4 57.0 



PRCCnTTATIOX. 



NotM. 



10 U 12 13 

in, in, in, ' i 



3.86 
5.48 
5.33 



4.48 



5.01 



6.33 
5.51 
4.24 
4.51 
5.14 



3.65 
5.97} 

i 

5.19 

5.74 

6.06 

8.45, 

3.11 

4.75! 

3.50 ' 



• . . 



. . < . 



13 



12 



17 
14 
14 
14 
13 



10 
13 



14 



13 I 

14 b 
12 



b 
b 



ah 
b 



15 
11 
13 
15 
15 
13 
12 i b 



ab 



STATIONS REPORTING PRECIPITATION ONLY.— MAY, 1890. 



1 
1 




1 Total SiioTP. 


i 


ToUl , Snow- 1 


No. 

1 


Station. 


1 Precip. fall. 


No. 

1 


Station. 


Precip. 

. 5.34 


fall. 


32 


Behnont, 


N.II. . 


5.78 . . 


159 


Salem (6), Mass. . . . 


. • 


35 


Bristol, 


Ik 

• 


.... 


166 


Waltham, '' 








. 5.66 ; . 






40 


Lake Village, 


• 


. 6.39 . . 


171 


Winchester, '' 








. 6.41 ' , 






44 


Mine Falls, 


(4 

• 


. 5.32 




203 


Lonsdale, It. L 








. 5.58., , 






48 


Pennichuck Station, '' 


. 4.59 




206 


Pawtucket, *' 








, 6.45 , 






53 


Weir's Bridge, 


(( 


. 6.34 




238 


Birmingham Conn. . 








1 








55 


Wolfboro', 


(( 


. 6.77 




239 


Clark's Falls, *' 








. 5.09 








75 


Cornwall, 


Vt. . . 


. 5.49 




247 


Falls Village, " 








. 4.73 








81 


Newport, 


(( 


• a • 




224 


Hartford (6), ** 








, : 6.02 








107 


Boston (&), 


Mass. . . 


. 5.42 


• 


225 


Lake Konomoc, *' 








. 4.97 








111 


Chicopee, 


(1 


. 5.94 




249 


Lebanon ** 








. 4.71 








112 


Clinton, 


(( 


. 5.02 




241 


Newington *' 








. 6.14 








119 


Fiskdale, 


(( 


. 5.64 




240 


New Bi-itain, ** 








» • • 








130 


Leominster, 


a 


. 1 5.43 




227 


New Hartford, " 








1 • • i 






138 


Medford, 


a 


. ; 5.71 




246 


No. Woodstock, '' 








. ' 6.30 < 






142 


Mt. Nonotnck, 


i( 


. ; 4.23 




248 


So. Manchester, '* 








. 6.47 






143 


Mystic Lake, 


*' . . 


. 1 6.19 




232 


Uncasville, •' 








. 5.66 






144 


Mystic Station, 


(( 


. 5.83 




234 


Wallingford, '* 








. i 4.22 . 






150 


Newburyport (6), 


ct» 


. 6.88 




245 


W. Simsbury, ** 








. ' 4.89 

1 






156 


Randolph 


a 


. 6.21 j . . 


257 


S. E. Reservoir, N. Y. , 








. ■ 5.92 






179 


Robert's Dam, 


(( 


. 5.65 ! . . 

1 




: 1 



Notes. — a Maximum and minimum temperatures from thermometers not self-registering, b — Tri-daily readings of thermometer al 
7 A.M., 2 and 9 p.m.; mean obtained by formula: \ (7-f 2-|-9-f-9). c— Tri-daily readings of thermometer at other hours than 7 A.M., % and 
9 P.M.; a reduction to these hours applied in calculating the monthly mean (Smithsonian Contributions, Vol. xxi). </— Two daily 
readings of thermometer at 8 a.m. and 8 p.m.; a correction applied in calculating means (see above), e — Mean temperature from hourly 
readings. T— Maximum on 14th, 16th, 24th. ^—Maximum on 3d, 14th, 31st. 



SUMMARY OF OBSERVATIONS FOR JUKE, 1800. 
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2 
8 
14 
4 
5 
6 
7 
8 
9 

10 
11 
12 
15 



33 
34 
87 
89 
58 
42 
48 
45 
57 
86 
47 
49 
51 
52 
54 



71 
72 
78 

74 
88 
77 
78 
79 
82 
88 
85 
89 



Station. 



I New Brunswick, 
1 St. John 



• • • 



Maine. 
Bar Harbor 
Belfast . . . 
Calais . . . 
Eastport . . 
Fairfield . . 
Gardiner . . 
Kent's Hill . 
Lewiston . . 
Maj-feld . • 
OroDO . . . 
Petit Menan 
Portland . . 
West Jonesport 



New Hampshire, 
Berlin Falls . . 
Berlin Mills . . 
Concord .... 
Hanover (a) . . 

(h) 
Manchester (h) 

(c) 
Nashua • . . . 
Newton .... 
No. Chesterfield 
North Conway . 
Plymouth • . . 
Stratford .... 
Walpole . . • . 
West Milan . . 



Veitnont, 
Brattleboro* (a) 

(b) 
Burlington . 
Chelsea . . 
Hartland . 
Jacksonville 
Lunenburgh 
Manchester 
Northfield . 
Strafford . . 
Vernon . . . 
Weathersfield Ct 



TjUtPKKATUKIC. 



6 

9 

E 

a 

>3 



S 



• 




E 




s 




S 


& 


c 


a 


s 


(3 


S 


s 


9t 


V 


a 

2 


S 


3 


O 


o 



E 

s 

E 

•pa 

K 



Mran. 



1 

o 



61.3,48.3 18.0 68 



66.4 50.6 15.8 83 

80 
S6 
71 

88 



67.5 
60.5 



49.0 
47.5 



72.3 50.0 



18.2 
13.0 
22.3 



66.0 .50.2 15.8 



71.4 50.5 



68.1 



51.1 



68.0 53,0 



73.4 
73.1 
73.0 
73.7 
75.7 
74.3 
73.6 
76.0 
74.1 



43.3 
42.4 
51.6 
51.5 
50.5 
53.6 
52.6 
52.2 
51.8 



20.9 



17.0 



15.0 



73.5 48.6 
7H.6I47.8 
7«.9;49.5 
73.9 I 52.0 
70.4 55.4 



78.3 53.1 
75.3 54.7 



74.0 50.2 



30.1 
30.7 
21.4 
22.1 
25.2 
20.7 
21.0 
24.0 
22.3 



24.9 
30.8 
29.4 
21.9 
25.1 



25.2 
20.6 



76.5 
70.2 



71.2 



71.3 



48.5 
55.6 



23.8 
28.0 
14.6 



83 
88 
81 
82 
72 
87 
70 



86 
87 
87 
83 
88 
88 
87 
89 
88 



89 
89 
90 
85 
82 



90 
85 



76 

88 
88 
82 



50.1 21.2 83 
84 
86 

52.1 19.2 83 






S 

3 

E 



4> 



-3 

s 


ons. 


X . 


ys 


«3 a 


•C !• 


From M 
Mil 


Jo 



8 

o 



9 

o 



30 



18 
18 
18 
21 
18 



18 
18 
30 
17 
30 
18 

9 



18 

80 

24 
. 80 
11, 18 

11 

80 

30 
18, 30 



40 



45 
48 
42 
44 
40 



12 54.8 54.8 



30 
80 
80 
80 
15 



80 
24,80 



80 
30 
30 
16 



18 
30 
25 
24 



42 
42 
36 
44 
44 
46 
46 



26 
29 
42 
38 
37 
42 
42 
40 
44 



88 
84 
88 
88 
80 



89 
41 



44 
86 
35 
44 



36 
46 
50 
42 



13 

13 

12 

4 

3, 10 



13 
8, 10 

8 

8 
18 
18 

4 



5M.5 



58.2 
54.0 
61.1 



58.1 
61.0 

59.6 

61 .0 



58.3 



60.8 
58.2 
59.5 
57.4 

54.4 



3 58.4 

11 1 57.8 
3, 10 62.4 

3 62.6 

3 63.1 

10 64.0 

10 '63.1 

10 64.2 

1 , 63.0 



10 
3 

10 
8 
8 



3 
8 



8 
8 
3 
8 



61.0 
63.2 
64.2 
62.4 
57.9 



65.7 
65.0 



63.5 
63.2 
64.5 

• . 
64.1 



3 
8, 20 
10 

8 



62.1 
62.5 
62.9 



64.5 
64.2 



60.6 



61.7 



5^.8 

• • 

62.0 
62.4 



63.8 
65.5 



rKKCIPITATIOK. 



be 



Snowfall. 



o 



10 

in, 

2.78 



3.15 i 

* * 
3.21 ' 

2.77 

2.97 



11 

in 



•So 

C3 O 



I' 



S 



12 

in. 



4.64 
8.71 
8.97 
8.84 

4.53 



4.29 
2.56 
2.63 
2.70 
4.15 
8.66 
3.39 
3.06 



4.21 
2.95 
3.88 
8.39 
6.46 



2.77 



3.11 
2.75 
2.34 
4.57 



2.84 
2.90 
1.83 






o 



13 



14 



15 
10 
11 
14 
14 



12 
13 
13 
15 

. a 

9 
8 



12 

9 

10 
11 

8 
10 

6 



10 
11 
11 
8 
10 



11 
9 

10 
11 



12 

8 



I 

S 

I 

i 



14 



a c 



f 
b 

a b 

b 

ab 

a b g 



b 
d 
b 
b 



e 
c 

a b 

c 
b 



ab 
a c 
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SUMMARY OF OBSERVATIONS FOR JUNE, 1890— (CONTINUED;. 



No. 


STATIOlf. 








1 


>,MI»r.RA 

5 


TrKE. 






Prkcihitatiox. 


Note.. 




1 


2 3 


4 


6 


1 7 


, 8 


9 


10 u 


12 


13 


14 






o 


c o 


O 




O 




' 


O 


in. 


in. 


in. 








Massachusetts. 








1 
1 


1 

1 


















101 


Amherst (a) . . 


■ • 


. . 


• . 


. . 


i 


• . 


) • . 


• * 


. • 


1 

..la. 




. . 


102 


" (*) • . 


76.2 


53.1 


23.1 


86 


30 


88 


8 


64.6 64.6 


1.48 








9 b 


177 


" (c) . . 


77.6 


52.9 


24.7 


88 


24,25 


40 


10 


65.3 66.5 


1.53 








8 e 


180 


Andover . • . . 


72.5 


53.7 


18.8 


85 


18 


47 


1 


63.1 ! . . 


4.38 








. . 


108 


Beverly Farms . 
Blue Hill (sum't) 


• . 


• . 


. . 


• • 


• • 


• . 


• . 


• . • . 


a a 








a . 1 


104 


70.8 


52.8 


18.0 


83 


30 


48 


3 


61.8 61.4 


1.85 








7 ' c 


105 


*' " (base) 


72.0 


53.6 


18.4 


84 


25 


45 


10 


62.8 . . 


1.97 








. . 


174 


*' *' (valley) 


74.0 


52.0 


21.3 


86 


25 


40 


10 


63.2 . . 


1.90; 








1 


106 


Boston (a) . . . 


72.1 


56.3 


15.8 


87 


18 


50 


13 


64.2 . . 


2.211 








8 


175 


Brewster • . . . 


74.3 


54.8 


20.0 


85 


1 


44 


15 


64.3 61.5 


8.81; 








8 ' d 


108 


Cambridge (a) . 


71.6 


55.0 


16.6 


84 


11 


46 


10 


63.3 . . 


2.80 ; 








8i 


109 


(*) • 


73.6 


55.1 


18.4 


85 


11 


47 


9 


64.4 . . 


8.51 ; 








11 ! 


110 


Chestnut Hill . 


76.7 


52.3 


24.4 


88 


30 


42 


10 


64.5, . . 


2.60 








91 


114 


(3otuit 


70.2 


54.9 


15.3 


83 


8 


45 


10 


62.6 


. . 


8.68 




, 1 




11 


116 
117 


Deerfield .... 








89 
89 


80 

7 


49 
41 


3 
16 


65.7 


67.0 
65.5 


1.70 




1 
1 




a . a 5 
6 ; h 


Dudley 


77.0 


54.4 


22.6 


118 


Fall Kiver . . . 


. • 


• * 


• • 


. . 


. . 


. . 


. . 


. • 


. • 


• • 








1 


120 


Fitchburg (a) 


. . 


• . 


. . 


85 


24 


46 


13 


. • 


63.6 


1.96 








8 


ab 1 


121 


(6) 


73.3 


53.4 


19.9 


86 


80 


43 


10 


63.4 


• . 


1.97 








^ 1 


122 


Framingbam . . 


77.5 


53.3 


24.2 


88 


80 


42 


10 


65.4 


• • 


1.97 








9; 1 


128 


Gilbertville • . 


77.9 


50.4 


27.5 


87 


80 


89 


8 


64.2 


• . 


2.17' 








8 


* 


124 


Groton (a) . . 


75.2 


54.3 


20.9 


86 


24,80 


45 


10 


64.8 


• • 


8.08 








9 


1 


125 


" (6) . . 


• • 


. • 


• . 


. • 


• • 


. . 


. . 


. . 


• a 


• • 

1 




' 4 




1 


126 


Holyoke .... 


. . 


• • 


• • 


• . 


• • 


• . 


. . 


• • 


. . 


• • 




1 




. . 




178 


Kendall Green . 


74.2 


59.4 


14.8 


84 


• 

t 


50 


10 


66.8 


• . 


2.24 

1 








6 


« 


127 


Lake Cocbituate 


78.3 


52.4 


25.9 


89 


80 


41 


8 


65.4 


• • 


1.78 








9 




128 


Lawrence • . • 


75.7 


58.9 


21.8 


87 


80 


41 


18 


64.8 


• • 


8.71 








9 




129 


Leicester • • • . 


72.8 


52.9 


19.4 


86 


24 


44 


18 


62.6 


62.1 


2.75 








8 


b 


181 


Long Plain • • • 


71.5 


57.7 


18.8 


84 


25 


52 


8,14 


64.6 


• • 


5.01 








9 


a 


188 


Lowell (b) • 


74.0 


54.5 


19.4 


86 


24 


45 


10 


64.8 


• • 


8.52 








9 




186 


*' (c) . . . 


73.5 


53.0 


20.5 


88 


80 


44 


1 


63.2 


• • 


a a 








9 




176 


'• (d). . . 


76.6 


54.0 


22.6 


90 


24 


46 


1 


65.3 


• • 


a a 








6 




184 


Ludlow 


74.7 


50.4 


24.3 


86 


80 


37 


8 


62.6 


• • 


2.87 








12 




135 


Lynn 

IVfansfieM .... 


09.3 


54.7 


14.6 


83 


11 


49 


• 

J 


62.0 


• • 


2.80 








10 


J 


137 


73.8 


51.3 


22.5 


86 


11 


41 


3 


62.6 


• • 


8.26 








11 




139 


Middleboro' . . 


7d.2 


50.6 


22.5 


85 


25 


37 


8 


61.8 


• • 


8.52 








9 




140 


Milton 


72.5 


50.2 


22.3 


85 


18,80 


39 


3 


60.8 


• • 


1.94 








7 




141 


Monson 


76.6 


51.7 


24.9 


87 


25 


36 


8 


64.2 


• • 


2.23 








12 




173 


Nahant 


70.2 


54.4 


15.8 


84 


12 


48 


1 


62.3 


• • 


3.71 








7 




146 


Nantucket . . . 


G5.8 


54.9 


10.7 


75 


19 


49 


16 


60.4 


• • 


3.49 








12 




147 


New Bedford (a] 


72.2 


55.0 


17.3 


84 


25 


48 


1,8 


63.6 


62.9 


5.90 








10 


b 


148 


u (5; 


72.9 


54.6 


18.3 


84 


25 


44 


16 


63.8 


. . 


5.53 








13 




149 


Newburyport {a] 


73.6 


54.2 


19.3 


86 


30 


46 


10 


63.9 


63.2 


3.43 








9 


b 


152 


Northampton . 


80.0 


57.4 


22.5 


91 


18 


47 


18 


68.7 


• • 


2.11 








10 




153 


Plymouth . . . 


• • 


• • 


• • 


85 


11 


52 


15 


• • 


64.3 


3.41 








8 


ab 


154 


Princeton . . • 


• « 


• « 


• • 


• • 


• • 


• . 


• . 


• • 


• ■ 


2.02 








a a 




155 


Provincetown . 


71.3 


54.4 


16.9 


83 


25 


44 


10 


62.8 


• • 


3.46 








8 




158 


Salem (a^ ... 


. * 


. . 


• • 


87 


11 


50 


14 


• . 


62.8 


a . 








• a 


ab 


160 


South Hmghaiu 


. . 


50.7 


• • 


. • 


. • 


37 


10 


. . 


. . 


3.41 








8 


m 


161 


Springfield . . . 


77.2 


57.9 


19.3 


88 


25 


47 


3 


67.5 


68.3 


1.83 








9 


b 


162 


Swampscott . . 


70.4 


57.0 


13.4 


84 


25 


50 


13, 14 


63.7 


63.8 


1.18 








• • 


bk 


163 


Taunton (a) . . 


76.0 


54.0 


22.0 


90 


25 


44 


3 


65.0 


64.0 


3.77 








9 


b 


164 


- (b) . . 


75.6 


53.8 


21.8 


88 


25 


44 


3 


64.7 




3.89 








18 




165 


^ " <") • • 


75.1 


51.0 


24.1 


87 


25 


37 


3 


63.0 




3.60 








11 




181 


Wakefield . . . 


73.8 


52.3 


21.5 


86 


30 


42 


3 


63.0 




3.13 








9 




168 


Wellesley . . . 


75.3 


52.8 


22.5 


86 


19 


42 


3 


64.0 




2.06 








6 




169 


Westboro' . . . 


79.8 


55.6 


24.2 


94 


24 


44 


8 


67.7 




1.76 








10 


a 


.170 


Williamstown . 


73.6 


54.0 


19.6 


81 


24,80 


40 


8 


63.8 


64.8 


1.72 








8 


b 


172 


Worcester • . . 


• a 


• . 


. • 


• • 


7 


• • 


• • 


• • 


• • 


. a 








• • 
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No. 


Statiov. 




Tbmferaturb. 


7 






pRECiriTATIOX. 


Notea. 




1 


2 


3 


4 


5 


6 


8 9 


10 


U 


12 


13 


14 






o 


o 





o 




c 




o ! o 


%n. 


f/i. 


tn. 








Hhode Island, 
















1 

1 












201 


Block Island . . 


67.4 


55.6 


11.8 


80 


25 


50 


3 


61.5 1 . . 


1.35 






8 




202 


Bristol 


72.0 


56.6 


15.4 


85 


25 


48 


3 


64.3 63.7 


5.17 






15 


b 


210 


Kingston • • . • 


73.3 


53.8 


19.5 


86 


25 


47 


1 


C3.6 


. a 


4.00 






8 




204 


Newport .... 


74.1 


57.0 


17.1 


86 


25 


52 


13 


65.6 


. . 


. • 


# # 




. • 




205 


Olneyville . . . 
Providence (a) . 


74.5 


57.7 


16.8 


85 


11 


51 


3 


66.1 


• . 


. • 


_ - 




. • 




207 


77.4 


58.0 


19.4 


88 


18 


50 


14 


67.7 


65.9 


2.68 


• • • • 


14 


c 


208 


" . (*) • 


76.7 


54.3 


22.4 


88 


18 


44 


10 


65.5 


• . 


2.45 


• • • • 


12 




209 


Woonsocket . . 


• • 


• • 


• • 


. . 


* . 


. . 


« « 


. • 


• . 


. . 


• • t • • 


. 






Conftectiait. 






















1 




221 


Canton 


77.6 


57.9 


19.7 


88 


11 


43 


10 


67.8 


. * 


3.42 


1 
• • 1 . . 


8 




222 


Colchester . . . 


75.6 


54.6 


21. U 


85 


18 


42 


3 


G5.1 


• • 


• • 






. . 




223 


Hartford (a) . . 


* • 


• • 


* . 


J • 


• • 


. • 


. • 


• 


• a 


• • 






. . 




287 


Mansfield. . • . 


73.5 


58.4 


20.1 


83 


25 


40 


3 


63.4 


63.3 


2.79 






10 


b 


226 


Middletown . . 


76.9 


56.1 


20.8 


88 


25 


46 


3 


66.5 


65.9 


2.16 






9 


b 


228 


New Haven . . 


74.8 


57.1 


17.7 


88 


25 


48 


3 


65.9 


• • 


3.12 






11 




229 


New London . . 


72.4 


58.2 


14.2 


87 


25 


51 


3 


65.3 


• . 


2.94 


. . 




10 




230 


Shelton 


76.3 


55.8 


20.5 


87 


25 


45 


2 


66.0 


• • 


2.80 






9 




231 


Thompson . . . 


70.2 


57.4 


12.8 


82 


25 


47 


1,3 


63.8 


62.7 


. • 


• • • • 


9 


ab 


283 


Voluntown . . . 


76.0 


51.4 i 24.6 


86 


25 


38 


3 


63.7 


63.4 


3.26 


• • , • • 


9 


b 


235 


Waterbury . . . 


75.8 


56.9 


18.9 


88 


25 


45 


1,9 


66.4 


• • 


3.26 .... 

1 


12 






New y<yrk. 












I 
















251 


Albany 


78.9 


58.2 


20.7 


89 


5, 30 


46 


3 


68.6 


• . 


2.72 


. • 1 . . 


13 




252 


Boyd's Cornei-H • 


• • 


. • 


. . 


93 


5 


56 


8 


• . 


69.5 


3.56 


. . : . . 


9 


a b 


253 


Carmel 


79.2 


58.0 


21.2 


88 


30 


47 


8 


68.6 


. • 


3.261 .... 


9 




254 


New York (a) . 


. • 


. . 


• . 


90 




54 


8 


. • 


70.1 


4.67 


1 

« . 1 . . 


9 


e 


255 


" " (b) . 


78.7 


62.1 


16.6 


89 


5 


55 


13 


70.4 


. • 


4.19 


.... 


9 




258 


Poughkeepsie . . 


79.9 


54.8 


25.1 


89 


25 


40 


3 


07.4 


• • 


2.43 


1 

. • 1 • a 


8 




250 


Sctauket .... 


75..3'.''>8.7 


16.6 


87 


25 


50 


1 


67.0 66.11 


2.97! . . • . 


7 


b 



STATIONS REPORTING PRECIPITATION ONLY.—JUNB. 1890. 



No. ; 


Station. 


i 


Total ! Snow- 
Precip. ^ fall. 

1 


No. . 

i 


SrATioif. 


Total 

Precip. 


Snow* 
faU. 


32 ; 


Belmont, 


Nail. . . 


1.65 . . 


159 


Salem (6), Mass. . * . 


• 4.31 


; 




85 


Bristol, 




• • 1 • 




166 


Waltham, '' . . . 


. 2.56 






40 


Lake Village, 


. a 


2.71 . 




171 


Winchester, *' . . . 


. 3.42 






44 


Mine Falls, 


• • 


2.61 . 




203 


Lonsdale, R. I. . . . 


. 2.62 






48 


Pennichuck Station, *' . . 


3.46 . 




206 


Paw tucket, " . . . 


. 2.84 






53 
55 


Weir's Bridge, 
Wolfboro% 




2,37 
3.81 




• 


238 
239 


Birmingham Conn. . • . 
Clark's Falls, '* . . . 


. a . 






75 


Cornwall, 


Vt. . . . 


2.50 






247 


Falls Village, ** . . , 


. 3.24 






107 


Boston (&), 


Mass. . . . 


2.53 






224 


Haitford (6), '* . . . 


. 2.86 






111 


Chicopee, 


n 


a . 






225 


Lake Konomoc, " • . , 


. • 2.96 






112 


Clinton, 


u 


2.70 






249 


Lebanon " . . , 


. . 3.33 






119 


Fiskdale, 


(( 


2.23 






240 


New Britain, '* . . , 


t . . . 






130 


Leominster, 


(( 


2.66 






227 


New Hartford, *' . . . 


» . . . 






138 


Medford, 


(i 


3.53 






241 


Newington " . . , 


k . . a 






142 


Mt. Nonotuck, 


(C 


2.63 






246 


No. Woodstock, '' • . . 


. . 3.37 






143 


Mystic Lake, 


cc 


3.34 






248 


So. Manchester, ** • . . 


. . 2.74 






144 


1 Mystic Station, 


n 


1 3.32 






232 


Uncasville, •' . . . 


. . 3.C5 






150 
156 
179 


i Newburyport (6), 

: Randolph 

; Robert's Dam, 




2.10 
4.35 
2.33 


1 




234 
245 
257 


Wallingford, ** . . , 
W. Simsbury, *' . . , 
S. E. Reservoir, N, Y. • • . 


. • 3.34 
, . 2.92 
. . 3.63 







NoTU. — a Maximum and minimum temperatures from thermometers not self-registering, b — Tri-daily readings of thermometer al 
7 A.M., 2 and 9 p.m.; mean obtained by formula: X (7-|-2 -f-9 4-9). c— Tri-daily readings of thermometer at other hours than 7 a.m., 2 and 
9 PaM.; a ledaction to these hours applied in calcuJaling the monthly mean (Smithsonian Contributions, Vol. xxi). c^Two daily 
reading^ of thermometer at 8 a. m. and 8 p.m.; a correction applied in calculating; means (see above), e — Mean tempeiiratare from hourly 
•readings, f— Mean for 27 days. j7— Maximum on 2d, 11th. 22d. A— Mean for 21 days, t — Maximnin on 11th, 18th, %ith, 25th. /— Mia- 
Imnm on 9th, 12th, 18th. it— Observations from 12th to dOth. 
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8UMHART OF OBSERVATIONS FOR JULY, 1890. 















Tbmperaturb. 






PRKCIPITATIOH. 


• 

1 

5 




• 

6 


• 

g 






1 


1 




Mkax. 


Snowfall. ^ 




tfi 


W O 


• 


Statior. 


9 

B 

m 

• 

c 

8 

1 


S 

a 

e 

8 
2 


1 


• 

i 

6 

M 

4 


1 

• 

1 


• 

g 

s 

g 

e 

s 

6 


• 


8 

T 

it* 


St 


TJco 

«l -a 


1 ;s • ■ .2 

12 13 






3 


5 


7 


8 


9 


10 u 


14 






o 


o 


O 


o 




o 




O 


O 


in. in. 


in, ' 






New Brunstvick. 






















J 




1 


St. John .... 


68.8 


54.8 


14.0 

1 


76 


14 


49 


19,21 


61.8 


61.5 


2.08 a a 


. • 1 10 c 1 




Maine. 


























2 


Bar Harbor • . 


74.7 


55.3 


19.8 


86 


16 


44 


10 


65.0 


• a 


0.99 . . 


• . 8 




3 


Belfast .... 




• 


. • 


• . 


84 


16 


56 


10 


. . ,64.7 


a . • • 


. a 9 


tt c 


14 


Calais .... 




76.8 


56.0 


20.8 


86 


29 


46 


22 


66.4 . . 


2.59 T 


. a 12 




4 


Eastport . . . 




6y.4 


52.1 


17.3 


82 


81 


48 


10 


60.8 . . 


1.97 a a 


a . 11 




6 


Fairfield . . , 




78.2 


55.2 


23.0 


90 


16 


42 


23 


66.7 . . 


3.81 a a 


. . 12 




6 


Gardiner . . . 




• • 


• • 


. • 


. . 


. . 


. . 


. a 


. . 


. . 


• . a . 


a a . a | 


7 


Kent's Hill . 




7.'). 4 


57.5 


17.9 


87 


8 


44 


10 


66.4 


. . 


3.87 a . 


a . 9 




8 


Lewiston . . . 




77.4 


56.5 


20.9 


91 


80 


48 


/ 


67.0 


66.6 


4.83 . . 


. . 9 


bf 


9 


Mayfield . . 




. . 


• • 


• • 


85 


80 


45 


10 


. a 


64.6 


8.45 a . 


. . 11 


a b 


10 


Orono . . . 




70. 


56.5 


19.5 


86 


80 


46 


22 


66.2 


66.2 


8.84 a . 


. . 11 


b 


11 


Petit Menan 




a . 


• • 


• • 


73 


7 


50 


22 


a a 


60.1 


. . • • 


• . • • ab 1 


12 


Portland . . 




75.6 


59.8 


16.3 


93 


81 


51 


10 


67.4 


• a 


8.58 a a 


. a 7 




16 


Sorrento . . 




72.5 


53.7 


18.8 


84 


16 


4o 


10, 19 


68.6 


• a 


1.52 a . 


. . 9 


g 


15 


West Jonesport 
New Hampshire. 


* • 


• • 


• • 


78 


8 


52 


12 


• 


59.7 


• • • • 




ab 


88 
84 


Berlin Falls . . 
Berlin Mills . . 


77.4 
77.4 


47.0 


30.4 


90 
90 


8 
8 


35 


10,22 

• • 


62.2 

• a 


a 
< 




# A 9 4 






> . 


4.oy a . 


• • 1 • • 

. . 9 




87 


Concord .... 


79.1 


58.5 


20.6 


91 


8,81 


45 


21 


68.8 


. . 


3.98 . . 


. . 9 




89 


Hanover («) . . 


78.0 


55.3 


22.7 


91 


81 


40 


22 


66.6 


67.5 


3.851 a . 


. a 8 


b 


58 


(6) 


80.8 


53.5 


27.4 


94 


15 


38 


22 


67.1 


67.2 


3.23 a . 


. a 10 


d 


42 


Manchester (/>) 


80.5 


58.8 


21.7 


92 


30 


44 


22 


69.6 


70.4 


3.02 . . 


. . 8 


b 


43 


(c) 


79.6 


57.5 


22.1 


93 


8 


42 


22 


68.6 


. . 


2.91 . . 


. . 8 




45 


Nashua .... 


82.4 


56.1 


26.3 


95 


8 


43 


12 


69.2 


69.5 


3.85 


a a 7 





57 


Newton .... 


81.5 


56,2 


25.3 


94 


8 


42 


22 


68.8 


a a 


4.07 a a 


. a 6 




36 


No. Chesterfield 


* . 


. . 


. . 


. . 


. . 


. . 


a . 


. a 






. . a . 


. . . .i 1 


47 


North Conway . 


78.5 


52.8 


25.7 


92 


30 


41 


10 


65.6 






4.72 a . 


. . 7 




49 


Plymouth . . . 


81.6 


51.0 


30.6 


96 


8 


88 


22 


66.3 






4.46 . . 


a a 8 




51 


Stratford • • . . 


81.3 


54.6 


26.7 


93 


30 


40 


22 


68.0 






3.04 a a 


. . 8 




52 


Walpole . . • . 


77.9 


54.3 


23.6 


90 


8 


40 


21 


66.1 






4.26 a a 


. . 9 




54 


West Milan . . 


74.5 


49.1 


25.3 


88 


8, 15 


36 


22 


61.8 






3.08 . a 


a a 8 






Vei'niont. 


























71 


iirattleboro* (a) 


81.8 


56.5 


25.3 


96 


8 


41 


21 


69.1 


68.3 


3.17 . a 


.a • • 


c 


72 


{h) 


79. G 


59.5 


20.1 


93 


31 


43 


21 


69.6 


69.3 


. . • » 


» » . . 





73 


Burlington . . . 


. • 


• • 


. . 


91 


31 


48 


18 


. a 


a • 


3.33 . . 


a a 12 




74 


Chelsea . . • . 


. • 


• . 


. . 


82 


30 


51 


19 


• • 


63.7 


2.49 a a 


a a 9 


ab 


88 


Hartland . . . 


79.8 


55.3 


24.5 


92 


8, 15 


40 


21 


67.5 


a • 


2.81 a . 


a . 7 




77 


Jacksonville . . 


79.1 


50.9 


28.2 


92 


8 


36 


10,21 


65.0 


64.6 


3.28 a a 


a a 11 


c 


78 


Lunenburgh . . 


79.4 


60.9,18.5 


90 


h 


40 


10 


70.1 


69.8 


3.56 . a 


a a 9 


b h 


79 


Manchester • . 


. . 


. • 


* . 


92 


31 


48 


21 


• a 


68.6 


3.61 a . 


a a 9 


a b 


82 


Northfiehl . . .- 


73.8 


51.4 


22.4 


89 


8 


38 


21 


62.6 


a . 


2.87 . . 


a a 17 




83 


Straflford .... 


• . 


• • 


• . 


88 


15 


46 


10, 21 


a a 


67.9 


4.00 . . 


a . 6 


ab 


85 


Vernon 


. * 


• • 


. . 


98 


8 


48 


21 


a • 


69.3 


8.01 . . 


. a 5 


ao 


89 


Weatbersfield Ct. 


76,3 


56.1 


20.2 


88 


8,31 


44 


20 


66.2 


• • 


. • • • 


• • • • 
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No. 


Station. 








1 

4 


'rmpbraturb. 


7 




PRBCIPITATIOIf. 


Notes. 




1 


2 


3 


5 


6 


8 


9 


10 u 


12 


13 


14 






o 


C 


O 


o 




O 




O 





in. in. 


in. 








McLsscuJiuaeUs. 






























101 


Amherst (a) . . 


1 


92 


8 


42 


21 


. . 70.0 


5.56 j a 






. a 


ft 


102 


" (ft) . . 


79.7 56.2 23.5 


92 


8 


41 


10, 21 


68.0 168.1 


5.44 . 






9 


b 


177 


" (c) . . 


81.2 55.6 25.6 


94 


8 


40 


10 


68.4 


69.8 


5.63 . 






9 


e 


180 


Andover .... 


79.1 


59.4 19.7 


92 


16 


47 


10 


69.8 


. . 


1.87 . 






6 




104 


Blue Hill (sum^t; 


78.5 


58.1*20.4 


92 


31 


46 


10 


68.3 


68.0 


1.52, . 






8 


c 


105 


*' *' (base) 


78.9 


59.6 19.3 


92 


31 


47 


10 


69.2 


• . 


1.521 a 






. . 




174 


** *' (valleyj 


80.3 


56.6; 23.7 


94 


31 


42 


12 


68.4 


• . 


1.55 . 






1 . • 




106 ' Boston (a) . . . 


79.0 


62.9 j 16.1 


95 


31 


52 


21 


71.0 . . 


1.93 a 






. » 




175 Brewster .... 


81.6 


62.0 19.6 


95 


16 


51 


13 


69.8 68.5 


l.iJO a 






; 5 


d 


108 Cambridge {aj . 


78.8 


61.3 17.5 


91 


31 


51 


24 


70.0, . . 


1.42 . 






5 




109 '* (ft) . 


81.2 


62.7 18.5 


93 


31 


51 


11,20 


72.0 . . 


2.77 . 






9 




110 Chestnut Hill . 


82.9 


58.9 24.0 


94 


31 


47 


24 


70.9; . . 


2.43 . . 






7 




182 Concord .... 


81.4 


59.0 22.4 


95 


31 


46 


11 


70.2 


. . 


1.70 . 

1 






6 




114 Cotuit 


76.4 


61.5 14.9 


90 


16 


48 


21 


69.0 


. . 


1.60' a 






^ 


116 


Deerfield .... 




• • '9 


98 
91 


15 

8 


50 
55 


21 
20 


73.1 


70.6 
70.8 


a a < a 

3.57 . 






. , a b \ 


117 


Dudley 


82.2 


64.1 18.1 


6 


b 


118 Fall Uiver . . . 


79.6 


61.7 17.9 


92 


16 


50 


10, 21 


70.6 


. . 


2.19 . 






6 




120 Fitchbiirg (a) 


. • 


. . 1 . . 


92 


8 


53 


11 


. . 


69.5 


3.71 . 






8 


ab 


121 


(6) 


78.9 


58.5 20.4 


92 


8 


44 


22 


68.7 


. a 


4.75 . 






8 




122 


Framingham . . 


83.3 


59.0 


24.3 


95 


16 


47 


22 


71.2 


. . 


2.37 1 . 






11 




123 


Gilbertville . . . 


81.9 


56.4 


25.5 


92 


31 


40 


21 


69.2 


. a 


4.76 a 


• ' 




9 




124 


Qroton (a) . . 


81.5 


60.1 


21.4 


92 


t 


47 ^ 


J 


70.8 


. . 


4a20 . 






8 


ij 


125 


'* (ft) ' • 


. « 


. . 


• . 


. . 


. • 


. . 


• • 


. . 


. . 


. . • 






a a 




178 


Kendall Green . 


80.2 


64.1 


16.1 


94 


31 


50 


10 


72.2 


. . 


1.47 a 


, ' 




6 




127 


Lake Coehituate 


85.0 


54.4 


30.6 


97 


16 


37 


21 


69.7 


. . 


2a3l a 






8 




128 


Lawrence . . . 


88.4 


62.4 


26.0 


100 


16 


48 


21,24 


75.4 


• 


2.62 . 






9 




129 
131 


Leicester .... 








90 
90 


8 
16 


46 
56 


10 
23 


67.7 
71.6 


67.4 


4.36 . 
3.07' . 






9 

7 


b 
a 


Long Plain . . . 


76.8 


66A 


1*0.4 


133 


Lowell (ft) . 


80.4 


60.2 


20.2 


92 


16 


48 


21, 22 


70.3 


• . 


3.44; a 






7 




136 


" (c) . . . 


80.3 


58.2 


22.1 


94 


8 


44 


10 


69.2 


. . 


a . . 






a a 




176 


- (cf) . . . 


84.0 


60.0 


24.0 


98 


8 


49 


k 


72.0 


. . 


1 
. . . 






6 


k 


134 


Ludlow 


78.9 


54.6 


24.3 


91 


8 


38 


21 


66.7 


. . 


5.65 . 






9 




135 


Lynn 

Mansfield .... 


75.5 


61.2 


14.3 


91 


31 


49 


9, 20 


68.4 


. . 


1.69' a 






12 1 1 


137 


80.9 


58.0 


22.9 


94 


31 


44 


I 


69.4 


• . 


2.00 ; a 






8 


I 


139 


Middleboro' . . 


79.5 


56.5 


23.1 


91 


16 


41 


21 


68.0 


. . 


1.48' a 






6 




140 


Milton 


79.3 


49.8 


29.5 


94 


31 


42 


10 


64.5 1 69.4 


1.41 a 






6 


b 


141 


Monson 


79.7 


54.5 


25.2 


98 


30 


38 


21 


67.1 


. . 


5.16 . 






9 




173 


Nahant 


76.4 


61.0 


15.4 


91 


16 


50 


10 


68.7 


. . 


1.83 a 






6 




146 


Nantucket . . . 


72.7 


61.6 


11.1 


82 


9, 28 


55 


14 


67.2 


. . 


2.90 a 






8 




147 


New Bedford (a 


76.2 


59.7 


16.5 


90 


16 


50 


m 


68.0 


67.9 


1.91 a 






7 


b m 


148 


(ft; 


78.1 


59.5 


18.6 


93 


16 


46 


24 


68.8 


a . 


1.98 a 






11 




149 


Newbury j)ort (a) 


79.7 


59.6 


20.1 


94 


31 


50 


21 


69.7 


69.2 


2.90 . 






8 


ft 


152 


Northampton . 


82.8 


61.4 21.3 


96 


8 


46 


21 


72.1 


a a 


6.24 . 






7 




153 


Plymouth . . . 


. . 


. . 


. • 


90 


31 


56 


19 


• • 


70.9 


1.17 . 






5 


ab 


154 


Princeton . . . 


78.3 


57.4 


20.9 


88 


16 


44 


20 


67.8 


• a 


4.38 . 






8 




155 


Provincetown . 


78.6 


62.2 


16.4 


94 


16 


54 


21 


70.4 


a a 


1.76 . 






7 




158 Salem (a) ... 


. • 


• « 


. . 


94 


31 


55 


20 


• • 


68.4 


• . . 






. a 


ab 


160 


South Hmghanf 


. « 


56.6 


. . 


. • 


. . 


41 


24 


• . 


• • 


1.87 . 






7 




161 


Springfield . . . 


81.5 


62.1 


19.4 


95 


8 


46 


21 


71.8 


72.4 


4.69 . 






9 


ft 


162 


Swampscott . . 


. . 


. . 


. . 


• • 


. . 


. . 


. . 


. . 


a a 


2.21 . 






• a 




163 


Taunton (a) . . 


80.9 


59.4 21.5 


94 


16 


48 


n 


70.2 


69.1 


1.47 . 






11 


ft n 


164 


- (ft) . . 


82.4 


64.4 


18.0 


93 


16,31 


47 


24 


73.4 


a a 


1.22 . 






11 




165 


^ " <^> • • 


81.2 


56.7 


24.5 


94 


16 


41 


12 


69.0 


a a 


1.44 . 






8 




181 
168 


Wakefield . . . 


81.3 


60.1 


20.1 


93 


31 


45 


10 


70.7 


. . 


1.80 . 






5 


8 


Wellesley . . . 


81.3 


58.8 


22.5 


93 


16 


43 


12 


70.2 


. . 


1.88 . 






3 




169 


Westboro' . . . 


86.2 


59.6 26.6 


98 


15 


46 


21 


72.9 


. . 


2.43 . 






9 


a 


170 


Williamstown . 


f 


m 





a ( 


• # 


9 9 


. • 


. • 


• . 


. . . 


./. 




a a 




172 


Worcester . . . 


• • 


. . 


• • 


. • 


• • 


• • 


• a 


• . 


. . 


. . . 






a a 
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SUMMARY OF OBSERVATIONS FOB JULY, 1890— (CONCLUDED). 



No. 


Statiov. 


TVMPERATUBB. 


Precifitatioh. 


Notes. 




1 


2 


3 4 1 


5 


6 


7 


8 9 1 


10 


U 


12 


13 


14 






o 


o 





o 




c 




o 


o 


in. 


tn. 


t'n. 








Jtihode Island. 










1 
1 




















201 


Block Island . . 


73.1 


62.0 


11.1 


85 


16 


54 


10 


67.6 


. . 


1.39 


. . 




6 




202 


Bristol 


77.0 


61.9 


15.1 


88 


16 


50 


11 


69.4 


68.3 


1.66 


< 






11 


h 


210 


Kingston . • . • 


78.4 


59.1 


19.3 


91 


16 


47 


10 


68.8 


. . 


2.33 


• 






8 




204 


Newport .... 


* • 


. . 


• . 


• • 


• . 


. . 


. . 


. . 


. • 


. . 


1 






. • 




205 


Olneyville . . . 


80.2 


63.7 


16.5 


93 


81 


52 


10 


72.0 


. . 


. . 








« . 




207 


Providence (a) . 


82.6 


63.7 


18.9 


96 


8 


52 


21 


73.2 71.9 


1.81 . 






8 


e 


208 


ih) . 


83.4 59.5 


23.9 


95 


8 


46 


12 


71.4 


. 


1.16 . 






8 




209 


Woonsocket . . 


. . 


• . 


« . 


• • 


. • 


• • 


. . 


. . 


• • 


. . j , 




1 • • 


• . 






Connecticut. 




















1 ; 
t • 






221 


Canton 


79.5 


58.9 


20.6 


92 


15 


44 


22 


69.2 • . 


4.66 1 . . 




8 




222 


Colchester . . . 


79.1 


58.6 


20.5 


91 


16 


45 


22 


68.8 


. . 


. . 




\ . . 


• • 




223 


Hartford (a) . . 


. . 


• • 


• . 


. • 


• • 


. * 


. . 


. . 


. . 


. . 






I . • 


• • 




237 


Mansfield . . • . 


77.9 


57.1 


20.8 


89 


8 


42 


19 


67.5 '67.5 


2.81 






! , 


7 


b 


226 


Middletown . . 


80.6 


59.8 


20.8 


94 


81 


46 


21 


70.2 69.0 


4.16 








9 


b 


228 


New Haven . . 


78.4 


60.5 


17.9 


91 


8.31 


49 


21, 22 


69.4 


• . 


6.59 






1 • 


10 




229 


New London . . 


76.8 


62.6 


14.2 


88 


16 


53 


21 


69.7 


• • 


8.07 






1 
i 


12 




230 


Shelton 


79.3 


61.0 


18.3 


93 


8 


49 


18, 20 


70.2 


• . 


4.95 








11 




231 


Thompson . . . 


75.1 


63.7 


11.4 


88 


81 


47 


21 


69.4 '68.1 


. . 








1 


a b 


233 


Volnntown . . . 


80.4 


58.5 


21.9 


92 


16 


44 


12 


69.4 69.0 


2.79 








7 


b 


235 


Waterbury . . . 


80.0 


60.1 


19.9 


96 


81 


48 


21 


70.0 . . 


4.96 








8 






New Yoi'k. 














• 








■ 




251 


Albany 


81.8 


61.1 


20.7 


98 


8 


48 


10, 21 


71.4 


• . 


2.37 i . . 


. . 13 




252 


Boyd's Corners . 


. . 


. • 


• • 


97 


8 


55 


20 


. . 72.0 


5.46, . . 


* • • 


10 


ab 


253 


Cainnel 


81.7 


60.3 


21.4 


92 


8 


45 


19 


71.0 . . 


5.05, . . 




10 




254 


New York (a) . 


. . 


. • 


• . 


98 


8 


55 


20 


. • 


73.1 


4.49 i • . 




10 


e 


255 


'* *' (b) . 


81.1 


65.8 


15.3 


95 


8 


56 


10 


73.4 


• • 


3.96 . . 




10 




1258 
1250 


Poughkeepsie . . 


82.0 


56.5 


25.5 


98 


8 


40 


21 


69.2' . . 


4.98 . . 




6 




Setauket .... 


79.4 


62.9 16.5 91 


8 


53 


12 


71.2 70.4 


5.25 . . 




9 


' 



STATIONS REPORTING PRECIPITATION ONLY.— JULY, 1890. 



1 
1 






Total 


Snow- 






Total 


Snow- 


No. ^ 


Station. 




Prccip. 


fall. 


No. 


SrATIOM. 


Precip. 


fall. 


32 ! 


Belmont, 


N.H. . 


. 4.00 




159 


Salem (6), Mass 


2.86 


. • 


35 


Bristol, 


• 


• . . 




166 


Waltham, " 








2.13 








40 


Lake Village, 


(4 

• 


. 4.58 




171 


Winchester, " 








2.19 








44 


Mine Falls, 


(4 


. 4.34 




203 


Lonsdale, R. T. 








1.76 








48 


Pennichuck Station, *' 


. 4 50 




206 


Paw tucket, " 








1.25 








53 


Weir's Bridge, 


14 


. 4.76 




238 


Birmingham Conn. . 








4.23 








55 


Wolfboro', 


44 


. 4.72 




239 


Clark's Falls, '' 








• . 








75 


Cornwall, 


Vt. . . 


. 2.81 




247 


Falls Village, " 








6.43 








107 


Boston (&), 


Mass. • • 


. 1.75 




224 


Hartford (6), '* 








5.25 








111 


Chicopee, 


44 


• 5.48 




225 


Lake Konomoc, ^' 








4.01 








112 


Clinton, 


44 


. 8.15 




249 


Lebanon " 








2.05 








119 


Fiskdale, 


44 


. 8.14 




240 


New Britain, ** 








. . 








130 


Leominster, 


44 


. 4.62 




227 


New Hartford, " 








. . 








138 


Medford, 


44 ■ ^ ^ 


. 2.07 




241 


Newington '* 








4.44 








142 


Mt. Nonotnck, 


44 


• 5.46 




246 


No. Woodstock, ** 








3.10 








143 


Mystic Lake, 


44 


. 2.34 




248 


So. Manchester, ** 








3.89 








144 


Mystic Station, 


(4 


. . • 




232 


XJncasville, •' 








4.94 








150 


Newburyport (6), 


(4 


. 2.08 




234 


Wallingford, «' 








4.83 








156 


Randolph 


44 


. 1.02 




245 


W. Sinisbury, '* 








4.77 








179 


Robert's Dam, 


44 


. 2.66 . . 


257 


S. E. Reservoir, N. Y. . 








5.08 ! . 

1 







NoTB8.-Hk Maximum and minimum temperatures from thermometers not self-registering, b — Tri-daily readings of thermometer af 
7 A.M., 2 and 9 p.m.; mean obtained by formula: i (7-|-2 -|-9 -|-9). c— Tri-dailjr readings of thermometer at other hours than 7 a.m., 8 and 
^ P.M.; a reduction to these hours applied in calculating the monthly mean (Smithsonian Contributions, Vol. xxi). d — Two dail/ 
readings of thermometer at 8 a.m. and 8 p.m.; a correction applied in calculating means (see above), e — Mean temperature from hourl/ 
readings. /— Minimnm on 10th, 12th, 21st. ^— Mean for 28 days. A— Maximum on Ist, 8th. 80th. •— Maximum on 8th, 16th, 31st. 
^—Minimum on 10th. 13th, 21st. i^Minimum on 12th, 19th, 22d. /—Minimum on 10th, 33d, 24th. m— Minimum on 10th, 20th, SlaU 
71— Minimum on 20th, 2l8t, 24th. #—19 days. 



SUMMARY OF OBSERVATIONS FOR AUGUST, 1890. 
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I 

6 



2 
8 
14 
4 
5 
6 
7 
17 
8 
9 

10 
11 
12 
16 
15 



83 
84 
87 
89 
58 
59 
42 
48 
45 
57 
86 
47 
49 
51 
52 
54 



71 
72 
73 
74 
88 
77 
78 
79 
82 
88 
85 
89 



Statioii. 



Temperaturb. 



s 

p 

g 

a 

s 



« 




6 




p 




S 

•a 


c 


s 


& 


§ 


§ 


s 


a 



St* John .... 

Maine. 
Bar Harbor . 
Belfast .... 
Calais .... 
Eastport . . . 
Fairfield . . . 
Gardiner . . . 
Kent's Hill . . 
Green Mountain 
Lewiston . . . 
Majfield . • . 
Orono .... 
Petit Menan . 
Portland . . • 
Sorrento . . . 
West Jonesport 

New Hampshire. 
Berlin Falls • • 
Berlin Mills . . 
Concord .... 
Hanover (a) . . 

(6) 
Littleton .... 
Manchester {b) 

(c) 
Nashua • • . • 
Newton .... 
No. Chesterfield 
North Conway . 
Plymouth . . . 
Stratford .... 
Walpole .... 
West Milan . . 

Vermont. 
Brattleboro' (a) 

(6) 
Burlington . • . 
.Chelsea . . • • 
Hartland • . . 
Jacksonville . . 
Lunenburgh • . 
Manchester • . 
Northfield . . . 
Strafford .... 

Vernon 

Weatbersfield Ct. 



1 

o 

67.9 



74.1 



74.2 

67.8 
76.5 



73.8 
65.3 
75.5 



72.0 



72.9 
73.0 



2 

o 
57.0 



57.7 



56.1 
54.9 
54.7 



55.8 
54.8 
56.1 



55.9 



74.5 



75.5 
74.4 
78.1 



58.9 
56.0 



3 

o 
10.9 



16.4 



18.1 
12.9 
21.8 



18.0 
10.5 
19.4 



16.1 



14.0 
17.0 



E 

a 

B 
S 

4 

o 

77 



86 
84 
90 
80 
92 



Hrak. 



I 



45.3 



76.6 
76.4 
78.9 
77.2 



76.0 
82.5 
78.6 
74.1 
73.2 



79.6 
77.1 



76.7 
76.6 
75.7 



72.9 



72.5 



.56.8 
55.3 
53.5 



29.2 



18.7 
19.1 
24.6 



58.0 
56.9 
57.1 
55.7 



52.6 
52.0 
51.7 
54.1 

47.8 



56.9 
59.4 



55.8 
51.5 
60.2 



62,0 



54.3 



18.6 
19.5 
21.8 
21.5 



23.4 

30.5 
26.9 
20.0 
25.4 



22.7 
18.7 



88 
79 
93 
90 
90 
75 
88 
82 
78 



93 



4 
5 

4 
5 

4 



4 
4 
4 
4 
4 
5 
4 
4 
11 



s 
6" 

o 
49 



49 
56 
45 
52 
41 



'1 



i 



8 

o 



Jo 



9 

o 



19 62.4 61.8 



88 
88 
91 
84 
88 
87 
90 
88 



20.9 
25.1 
15.5 



20.9 



18.2 



90 
94 
92 
88 
89 



90 
88 
90 
83 
88 
88 
90 
90 
88 
88 
88 
89 



4 
4 
2 

4 
4,5 
5 
5 
5 






4 
4 
4,5 
4 
4 



4 

4 

4 

4 

4 

2 

4 

2 

5 
4,5 
4,5 

4 



47 
46 
47 
44 
45 
50 
49 
46 
51 



82 



16 
16, 23 
19 
16 
26 



46 
42 
38 
42 
46 
46 
47 
44 



41 
38 
38 
42 
84 



43 
44 
50 
45 
40 
36 
48 
49 
86 
46 
48 
45 



16 
16 
26 
16, 21 
19 

6,80 
25 
19 
80 



16 



65.9 

65.2 
61.4 
65.6 



17, 19 
16 
16 
19 
19 
19 
25 
25 



64.8 
60.0 
65.8 

64.0 

66.0 
64.5 



63.6 



PRKCIFITATION. 



U 

C • 

= 1 

Tea 

H 



Snowfall. 



(2 



10 

in. 

7.22 



5.93 

7.90 
5.35 
3.57 



59.9 



65.5 
62.2 
64.8 
62.6 



60.9 



16 

19 
16, 19 

16 
16, 19 



16 
25 
81 
19 
16 
16 
16 
16 
18 
16,25 
25 
28 



66.1 
64.8 
65.8 

6V.8 
66.6 
68.0 
66.4 



64.3 

67.2 
65.2 
64.1 
60.5 



68.2 
68.2 



66.2 
64.0 
68.0 

6*2.4 

• • 

63.4 



64 
64 
62 
66 

66 



66.2 
66.3 

61 .4 

62.5 
67.9 
66.0 

65.9 
66.8 

• • 



5.07 
6.15 
3.47 
6.40 
4.55 

2.99 
5.69 



e o 



I' 



s 



o 



U |12 

in. in. 



3.56 

7.77 
7.69 
6.91 
4.76 
4.57 
5.86 
4.24 



6.05 
5.60 
6.46 
6.10 
7.06 



7.93 

6.76 
7.20 
6.37 
6.56 
6.15 
4.66 
6.98 
8.85 
6.46 
• • 



5-3 

ns p. 

H 

o 
55 



13 



16 



11 
12 
13 
14 
14 



11 
11 
12 
14 

17 
. . 
11 
11 
10 



12 

10 
10 

9 
13 
13 
17 

7 



10 
11 
11 
15 
8 



14 
14 
10 
12 
16 
11 
16 
8 
8 



S 



I 



14 



a c 



b 

a b 
b 
ab 



a b 



b 
d 

a c 
b 



c 
e 

ab 

e 
b 
a b 

ab 
ae 
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SUMMARY OF OBSERVATIONS FOR AUGUST, 1890— (CONTINUED). 



No. 


Station. 








Tr.MrKKA 

4 5 


TfRE. 






PKKCIPITATIOK. 


Note*. 


■ 


12 3 


6 


7 


8 1 9 


10 


u 


12 


13 


14 


t 


O 1 c _ o 


O 




O 




O ' 

1 


IM. 


in. 


in. 






Massac/iHsetts. 






























101 Aniliei*8t (a) . . 


• . 


9 • 


. . 


86 


4 


43 


25 


. . '67.1 


5.54 






. . 


a b 


102 " {b) . . 


76.6 57.2 


19.4 


86 


4 


42 


25 


66.9 66.3 


4.60 








14 


b 


177 " (c) . . 


78.2 


56.2 


22.0 


88 


6 


42 


25 


67.2 67.2 


4.88 








14 


e 


180 


Andover . . 


76.3 


58.3 


18.0 


87 


5 


45 


25 


67.3 . . 


• . 








1 

1 • • 




104 


Blue Hill (sum't] 


74.8 


57.9 


16.9 


87 


5 


46 


25 


66.4 65.9 


3.10 








' 12 


c 


105 


'» ** (base) 


75.7 


58.7 


17.2 


87 


5 


47 


25 


67.2 . . 


3.05 








1 . . 




174 


«' *' (valley) 


77.8 


53.6 


24.2 


89 


5 


43 


25 


65.7 . . 


2.82 




1 




1 

• • 




106 


Boston (a) . . . 


76.1 


61.7 


14.4 


89 


4 


50 


25 


68.9 . . 


2.70 








12 




175 


Brewster .... 


74.0 


60.8 


18.2 


86 


2,5 


51 


24 


67.4 67.9 


2.8;^ 








6 d 1 


108 Cambridge (a) . 


75.4 


60.4 


15.0 


91 


1 


48 


25 


67.9 . . 


2.8.') 








12 




109 


(b) . 


77.5 


60.4 


17.1 


88 


5 


50 


24 


69.0 . . 


3.48 








11 




110 


Chestnut Hill . 


79.2 


58.6 


20.6 


90 


5 


48 


25 


68.9 . . 


3.37 








10 




182 


Concord . • . . 


77.8 


57.6 


19.7 


89 


4 


48 


24 


67.5 . . 


4.20 








10 




114 


Cotuit 


74.4 


62.1 


12.3 


84 


4,5 


50 


25 


68.2 . . 


4.98 








8 


116 
117 


Deerfield .... 








91 
81) 


4 
17 


:J8 
53 


25 
81 


. . 68.2 
71.0 68.3 


5.67 








, . ab 

8 1 b 


Dudley 

Fall River . . . 


77.'9 


• • 

62.1 


17.8 


118 


. . 


. • 


. . 


• . 


• • 


. . 


. • 


. . • . 


• 








• • 




120 


Fitchburg (a) 


• • 


. • 


. . 


86 


4,5 


52 


24. 25 


. . 66.0 


6.07 








12 


ab 


121 


(6) 


75.2 


57.6 


17.7 


85 


4,5 


47 


25 


66.4 . . 


6.60 








, 11 




122 


Framiugham . • 


79.8 


58.7 


21.1 


88 


4,5 


47 


25 


69.2 . . 


3.72 








11 




123 


Gilbertville . . . 


77.8 


55.6 


22.2 


87 


4,5 


40 


25 


66.7 . . 


7.96 




1 




13 




124 


Groton (a) . . 


76.4 


59.4 


17.0 


86 


4,5 


48 


25 


67.9 . . 


6.37 








14 




125 


" (6) . . 


. . 


• • 


• • 


. » 


• • 


. . 


. * 


• . . . 


. • 








• • 




178 


Kendall Green , 


77.6 


63.2 


14.4 


90 


4,5 


50 


/ 


70.4 . . 


4.48 








10 


f 


127 Lake Cocliituate 


81.9 


54.4 


27.5 


90 


9 


38 


25 


68.2 . . 


3.34 








12 1 9 


128 Lawrence . . . 


80.3 


59.1 


21.2 


94 


5 


48 


25 


69.7) . . 


5.03 








u: 


129 


Leicester .... 


• • 


. . 


• • 


. . 


• • 


• • 


. * 


. . 




. . 








• • 


131 


Long Plain . . . 


75.9 


65.0 


11.0 


86 


1 


50 


25 


70.4 




4.521 




1 




6 a 


133 


Loweir {b) . . 


77.2 


59.7 


17.5 


87 


3 


49 


25 


68.4 




4.86 








13 


136 


" (c) . . . 


76.7 


57.9 


18.8 


88 


4 


46 


25 


67.3 




. . 




, 




. . 


176 


- {d). . . 


80.4 


56.8 


24.1 


93 


3 


51 


16 


68.4 




• . 








1 *i 


134 


Ludlow 


75.5 


55.5 


20.0 


84 


h 


40 


25 


65.5 




5.91. 








' 13; * 


135 Lvini 

137 1 JVIansfielil .... 


73.0 


61.0 


12.0 


84 


5 


49 


24 


67.0 




5.62 








111 


78.5 


58.8 


19.7 


88 


4 


44 


25 


68.6 




4.79 








1.3 


139 


Middleboro' . . 


76.7 


57.2 


19.5 


84 


t 


45 


16 


67.0 




3.38 








6 


< 


140 


Milton 


75.7 


54.1 


21.6 


88 


5 


41 


25 


64.9 


63.6 


3.11 








10 


b 


141 


Monson 


77.4 


55.7 


21.7 


87 


4 


44 


16, 25 


66.6! . . 


4.61 




• 1 




1 

9 


173 


Nahant 


72.9 


60.2 


12.7 


83 


4 


51 


25 


66.61 . . 


3.35 








' 9 


146 


Nantucket . . . 


72.7 


62.7 


10.0 


80 


4 


55 


25 


67.7 . . 


2.81 








10 


147 


New Bedford (a) 


74.2 


60.8 


13.3 


81 


i 


50 


25 


67.5 67.2 


3.82 




i 




' 9 ^ 


148 


u (b] 


75.5 


59.8 


15.7 


82 


4 


50 


25 


67.6' . . 


8.75 




, 




11 


149 


Newburyport (a] 


76.9 


58.6 


18.3 


89 


5 


47 


25 


67.8 66.8 


4.83 




, 




14 1 & 


152 


Northampton • 


79.4 


61.6 


17.8 


91 


6 


45 


25 


70.5 . . 


5.86 








14 




153 


Plymouth . . . 


• « 


• . 


. . 


86 


4 


55 


25 


. . 69.1 


3.01 




< 




8 


ab 


154 


Princeton . . . 


74.1 


.56.1 


18.0 


84 


3 


45 


24 


65.1 . . 


5.90 








12 




155 


Provincetown . 


75.9 


61.8 


14.1 


84 


5 


54 


25 


68.8 . . 


2.81 




( 




7 




158 Salem (a) . . . 


. . 


. . 


. •' 


88 


4 


55 


25 


. . '67.1 


• • 








1 

• • 


ab 


160; South Hingliam 


. • 


56.8 


. • 


. . 


. . 


45 


25 


. . 


. • 


3.48 




• 




10 




161 i Springfield . . . 


77.7 


62.6 


15.1 


88 


4, 5 


48 


25 


70.2 i 69.8 


5.57 




1 

1 




14 


b 


162 Swampscott . . 


. . 


. . 


• • 


. . 


* . 


. . 


• • 


. . . . 


* * 1 




\ 
* 1 




' 1 


163, Taunton (a) . . 


79.8 


59.7 


20.1 


88 


15 


47 


25 


69.2 68.9 


4.02 




1 




10 1 ft 1 


164 '' (h) . . 


75.6 


59.2 


16.4 


HH 


5 


47 


25 


67.4 . . 


4.03' 








11 




165! '' (c) . . 


78.7 


57.7 


21.0 


87 


4 


44 


25 


68.2 . . 


3.86 








11 


181 ' Wakefield . . . 


76.2 


56.9 


19.3 


HS 


4,5 


46 


25 


66.5 . . 


4.21 








8' 


168 


Wellesley . . . 


78.6 


58.4 


20.2 


U'2 


1 


47 


16 


68.5 . . 


2.69 








6 


169 


Westboro' . . . 


81.7 59.5 


22.2 


92 


4 


48 


25 


70.6 . . 


3.53! 








14 


a 


170 


Willianistown . 


















1 












172 


Worcester . . . 


• • WW 

• • • • 


• • 

• « 


• • 


• • 

• • 


• * 

• • 


• • 


#9 • * 
■ « • • 

1 


• . 




1 




• • 





SUMMARY OF OBSEBVATtONS FOR AL'GL'ST, 1890— (CONCLUDED). 
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No. 


Statiov. 




Temperature. 






Peechttatiox. 


Note}!.' 




1 


2 


3 


4 


5 


6 


7 


8 


9 


10 u 


12 


13 


14 




Mhode Island. 


o 


o 





o 




c 







o 


in. 


tn. 


t'n. 






201 


Block Island . • 


72.6 


63.2 


9.4 


79 


1 


53 


24 


67.9 


. . 


2.09 


• • 




11 




202 


Bristol 


75.8 


62.0 


13.8 


81 


1,2 


50 


17 


68.6 


68.4 


8.87 










13 


h 


210 


Kingston • • . • 


75.9 


59.1 


16.8 


84 


4 


45 


25 


67.5 


. . 


4.01 










10 




204 


Newport • . . . 


• • 


• • 


• • 


. . 


• • 


• • 


. . 


. • 


. . 


. « 










• • 




206 


Olneyville . . . 
Providence (a) . 


78.5 


63.8 


14.9 


87 


4 


52 


25 


70.8 


. . 


• . 










• • 




207 


79.0 


63.8 


15.7 


90 


2 


52 


25 


71.2 69.7 


.2.61 










13 


c 


208 


{h) . 


80.8 


59.0 


21.8 


90 


4 


48 


25 


69.9 . . 


2.39 










14 




209 


Woonsocket . . 


• • 


• • 


• • 


« . 


• m 


. • 


• ■ 


• • , • • 


• • 










• • 






Connecticut, 




























221 


Canton 


77.2 


57.2 


20.0 


89 


4 


46 


24 


67.2, . . 


5.36 , . . 




10* 




222 


Colchester . . . 


76.7 


60.3 


16.4 


84 


6 


48 


24 


68.5 


. . 


. . 










* . 




228 


Hartford (a) . . 


• • 


. • 


. . 


• • 


• . 


. . 


• • 


. . 


. . 


. . 


1 








. . 




237 


Mansfield. . • . 


75.0 


58.0 


17.0 


84 


4 


45 


24 


66.5 66.0 


4.26 


i 








8 


b 


226 


Middletown . . 


77.7 


60.8 


16.9 


88 


4 


48 


25 


69.3 1 67.8 


4.66 j , 








11 


h 


228 


New Haven . . 


76.6 


61.6 


15.0 


85 


1 


47 


24 


69.1 


. . 


2.67 










10 




229 


New London . . 


75.6 


63.5 


12.1 


83 


4 


51 


24 


69.6 


• . 


2.43 










11 




230 


Shelton 


76-5 


59.5 


17.0 


86 


1,4 


45 


24, 25 


68.0^ . . 


5.35 










7 




23J 


Thompson . . . 


72.8 


62.5 


9.8 


83 


4 


47 


25 


67.4 1 65.8 


• . 










• . 


a h 


233 


Voluntown . . . 


• • 


. . 


• • 


85 


4 


• • 


. • 


• • 


• . 


4.67 










. . 




235 


Waterbury . . . 


77.3 


60.9 


16.4 


89 


4 


44 


25 


69.1! . . 


4.50 










11 


, 




New York, 
















1 










251 


Albany 


79.1 


62.0 


17.1 


91 


2 


50 


25 


70.6 . . 


5.66 


. . . . 


14 




252 


Boyd's Comers . 


• • 


• • 


• • 


92 


4 


52 


25 


. . 70.7 


4.70; . 


1 i 






15 


a h 


253 


Carmel 


79.7 


61.0 


18.7 


91 


4 


48 


24 


70.4 . . 


4.44 . 


• 1 


1 

1 




16 




254 


New York (a) . 


• • 


• • 


• • 


91 


4 


52 


24 


. . 72.7 


4.37 1 


1 1 


, 1 




14 


e 


255 


** " (6) . 


78.9 


65.7 


13.2 


89 


1 


51 


24 


72.8' . . 


4.06; , 




• » 




12 


■ 


258 


Ponghkeepsie . . 


79.8 


59.1 


20.6 


90 


4 


44 


24 


69 4 


. • 


5.65] . 


\ 


( 
■ 1 




10 


t 


250 


Set&uket .... 


76.4 


64.4 


12.2 


85 


4 


53 


24 


70.4 


69.9 


4.27 


t 

1 i 


1 

• 1 




9 


6 1 



STATIONS REPORTING PRECIPITATION ONLY.^AUGUST. 1890. 



No. 



32 

85 

40 

44 

48 

58 

55 

75 

107 

111 

112 

li^ 

130 

188 

142 

l48 

144 

150 

156 

179 



Station. 



N.H, 



(4 



4 h 



(( 



Vt. 
Mass. 



3eln)ont, 

Bristol, 

Lake Village, 

Mine Falls, 

Pennichuck Station, " 

Weir's Bridge, 

Wojfboro', 

Cornwall, 

Boston (6), 

^liicopee, 

Ciinton, 

Fiskdale, 

Leominster, 

Medford, 

Mt. Nonotuck, 

Mystic Lake, 

Mystic Station, 

Newbnryport (l))y 

Randolph 

Robert's Dam, 



4( 

(4 



Total Snow- 
Precip. fall. 



5.39 

4.99 
5.85 
6.60 
5.60 
4.54 
6.00 
8.00 
5.43 
4.80 
5.71 
6.05 
3.64 
5.74 
3.72 
3.35 
3.14 

4.43 



No. 



159 
166 
171 
203 
206 
288 
247 
224 
2^5 
249 
240 
227 
241 
246 
248 
232 
234 
245 
257 



Station. 



Mass. 



Salem (6), 

Walthara, 

Winchester, 

Lonsdale, 

Pawtncket, 

Birmingham 

Falls Village, 

Hartford (5) , 

t^ake Konomoc, 

Lebanon 

JTew Britain, 

New Hartford, 

Kewington 

No. Woodstock, *' 

So. Manchester, '* 

TJncasville, •' 

Wallingford, 

W. Simsbury, 

S. E. Reservoir, N. Y. 



R.I. 

Conn. 

(I 

4« 

l( 

Ci 

(4 

cc 



(I 



Total 
Precip. 



3.56 
3.66 
8.56 
8.98 
^.16 
4.47 
e.06 
4.05 

5.88 

7.04 
21.25 
4.95 
4.16 
4.67 
3.84 
5.23 
8.91 



SnMr- 
fall. 



NoTBS. — a Maximum and minimum temperatures from thermometers not self-registering, b — Tri-daily readings of thermometer aH 
T^MHi^-S'Siid^p.M.; mean obtained br formula: \ (T-fa^S+S). e^Trf-dallf feadiflgs of thermometer at cjther hours than 7 A.M., 2 and 
'Si*.!!.; a reduction to these hours applied in calculating the monthly mean (Smithsonian Centrtbutions, Vol. xxi). d-^Two dailj 
readings of thermometer at 8 a. m. and 8 p.m.; a correction applied in calculating means (sea above), e— Mean temperature from hoarl/ 
"r««dinfrs. /— Minimnm on 16th, 25th, 26th. 0— Maximum on 2d, 8d, 4th, 5th. A—BCaximom on 2d, 4th, 10th. t— Hajcimum on UJL 
*th, 10th. 
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SUMMARY OF OBSERVATIONS FOR SEPTEMBER, 1890. 



- 


J 

1 








Tbmpbraturb. 


PRKCIPITATIO?!. 


1 

J 

8 

V 

34 


1 


1 
1 

' Statioh. 


• 

S 


g 

9 


• 

6 

9 

s 

•mm 

a 

§ 

2 


1 


• 

E 

3 
g 

2 

4 


« 

1 


• 

g 

a 

6 


• 

s 


Mkax. 


Total, including 
Melted Snow. 


Snowfall. 


•9 
P 

13 


1 

J 

I 

1 

* 
1 

1 


8 

i 

8 


if 

Cm 

9 


1 
• 

1 

u 


EOn ground at 
end of Month. 






1 


3 


5 


1 


10 


14 


t 






o 


o 


O 


o 




O 




O 


O 


in. 


tn. 


tH. 


• 




f 




New Brunswick, 
































1 


St* John .... 


62.0 


51.5 


10.5 


73 


2, 6 


42 


22 


56.8 


57.6 


b.ll 


. • 


. • 


11 


c 


f 

1 




Maine. 
































2 


Bar Harbor . . 


66.1 


52.2 


18.9 


76 


6 


88 


25 


59.2 


■ • 


4.25 


. . 




11 






8 


Belfast .... 




. . 


. . 


. • 


76 


6 


42 


25 


• • 


57.8 


• . 










. • 


(( c 


I 


14 


Calais • . . 






65.9 


49.0 


16.8 


75 


6 


32 


25 


57.6 


• . 


5.24 










12 






4 


Eastport . . 






62.4 


51.5 


10.9 


78 


6 


87 


25 


57.0 


. . 


4.86 










11 






5 


Fairfield . , 






67.4 


47.3 


20.1 


77 


5,6 


80 


25 


57.8 


. . 


8.85 










11 






6 


Gardiner . . 






. . 


• ■ 


• • 


• • 


• • 


. . 


• . 


. . 


. ■ 


. . 










• . 






7 


Kent's HiU . 






64.5 


50.5 


14.0 


75 


2,6 


85 


24,25 


57.5 


• ■ 


4.42 










9 






8 


LewistoD . 






67.1 


49,7 


17.4 


76 


6 


81 


25 


58.4 


58.1 


5.13 










14 


b 




9 


Mayfield . . 






. . 


. . 


• • 


76 


6 


31 


25 


• . 


53.6 


5.85 










13 


ab 




10 


Orono . . . 






66.8 


49.4 


17.4 


76 


6 


88 


25 


58.1 


58.0 


4.47 










11 


b 




11 


Petit Menan . 


* 


■ . 


. . 


• . 


68 


18 


45 


25, 28 


. . 


58.7 


. . 










• • 


ab 




12 


Portland . . . 




66.1 


58.8 


12.8 


79 


5 


87 


25 


59.7 


. . 


4.88 










18 






15 


West Jonesport 


. . 


. . 


• . 


74 


2,7 


88 


22,25 


. . 


56.7 


. . 










9 


a b 


i 




New Hampshire. 
































S3 


Berlin Falls . . 


66.1 


41.8 


24.8 


77 


/ 


28 


25 


58.7 


. . 


• . 






. • 


f 




84 


Berlin Mills . . 


66.9 


42.0 


24.9 


79 


9 


20 


25 


54.4 


. . 


2.96 








9 


g 


! 


87 


Concord .... 


68.8 


52.8 


16.4 


80 


5 


81 


25 


60.5 


• • 


4.64 








15 






89 


Hanover (a) . . 


66.6 


50.0 


16.6 


78 


5 


30 


25 


58.8 


57.3 


8.99 








15 


b 




58 


(5) 


70.5 


49.0 


21.6 


85 


7 


28 


25 


59.7 


57.6 


8.91 








16 


d 




59 


Littleton .... 


. . 


. . 


. • 


78 


18 


32 


25 


. . 


56.7 


4.03 








18 







42 


Manchester (b) 


70.0 


53.1 


16.9 


81 


6 


34 


25 


61.6 


60.9 


5.09 








14 


b 




48 


(c) 


69.7 


52.1 


17.6 


81 


5 


33 


25 


60.9 


. • 


4.71 








15 




i 


45 


Nashua • • • . 


71.9 


52.1 


19.8 


82 


5 


30 


25 


62.0 


60.9 


6.01 








12 





t 

• 


57 
86 


Newton .... 

No. Chesterfield 


70.0 


51.0 


19.0 


82 

• • 


5 


80 


25 


60.5 




8.14 








6 




f 
< 


47 


North Conway . 


68.5 


47.1 


21.4 


80 


5 


29 


25 


57.8 




5.24 








10 




, 


49 


Plymouth • • . 


68.2 


48.0 


20 2 


84 


7 


26 


25 


58.1 




5.68 








15 




J 


51 


Stratford. . • . 


71.1 


47.8 23.3 


85 


7 


25 


25 


59.4 




8.18 








7 




4 


52 


Walpole .... 


G7.1 


49.2 


17.9 


80 


5 


30 


25 


58.1 




5.81 








12 




• 

i 


54 


West Milan . . 


66.0 


44.2 


21.8 


80 


8 


25 


25 


55.1 




8.21 








8 




4 

t 

1 




Vermont. 






























1 

1 


71 


Brattleboro' (a) 


70.8 


51.4 


18.9 


81 


5 


30 


25 


60.2 


59.3 


6.18 






• . 


c 




72 


(5) 


68.7 


53.6 


15.1 


79 


5 


32 


25 


61.2 


58.8 


. « 








« . 







73 


Burlington . . • 


• • 


. . 


. • 


82 


8 


36 


29 


• • 


• • 


8.84 








15 


' 




74 


Chelsea .... 


. • 


. . 


. . 


72 


5,8 


30 


25 


« • 


58.2 


4.54 








17 


ah 




88 


Hartland . . . 


67.8 


50.3 


17.5 


85 


8 


32 


25 


54.0 


• • 


4.44 








16 


h 




77 


Jacksonville . . 


69.9 


46.4 


23.5 


80 


2 


27 


25 


58.2 


55.3 


6.46 








16 


e 




78 


Lunenburgh • . 


69.2 


52.4 


17.8 


82 


8 


30 


26 


60.8 


60.0 


8.92 








16 


b 


* 
1 


79 


Manchester . . 


• . 


• . 


• . 


80 


5,8 


34 


25 


. . 


59.0 


6.54 








15 


ab 


I 
r 
( 


82 


Nortlifield . . . 


65.8 


46.7 


18.7 


79 


8 


27 


25 


56.0 


. • 


2.95 








18 






83 


Strafford .... 


. . 


. . 


. . 


78 


5 


34 


25 


• • 


57.2 


3.95 








10 


ab 




85 


Vernon • • . . . 


• . 


. • 


. . 


78 


7, 13 


34 


25 


. . 


60.7 


6.75 








7 


ao 


1 


89 


WeathersfieldCt. 


65.9 


49.0 


16.9 


78 


4 


30 


24 


57.4 


• « 


• • 








• • 
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SUMMARY OF OBSERVATIONS FOR SEPTEMBER, 1890— (CONTINUED). 
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No. 



Statio:«. 



101 

102 

177 

180 

104 

105 

174 

106 

175 

108 

109 

110 

182 

114 

116 

117 

118 

120 

121 

122 

123 

124 

125 

178 

127 

128 

129 

131 

133 

136 

176 

134 

135 

137 

139 

140 

14t 

173 

146 

147 

148 

149 

152 

153 

154 

155 

158 

160 

161 

162 

163 

164 

165 

181 

168 

169 

170 

172 



u 



cc 



(( 



«( 



(( 



(( 



Massac/itisetts. 
Amherst (a) • . 

(b) . . 

(c) . . 
Andover • . • . 
Blue Hill (aum't) 
(base) 

(valley) 
Boston (a) . • • 
Brewster . ." . . 
Cambridge (a) . 
(b) . 
Chestnut Hill . 
Concord .... 

Cotiiit 

Deei-field .... 

Dudley 

Fall lliver . . . 
Fitchburg (a) • 
(6) . 
Framingbam . . 
(lilbertville . . . 
Groton (a) . . 

" (&) . • 

Kendall Green « 
Lake Cochituate 
Lawrence . . . 
Leicester .... 
Long Plain . . . 
Lowell (b) . 

(c) . . . 

( J) . . . 

Ludlow 

Lynn 

ManKKeld .... 
Middleboro' . . 



(4 



Tr-MrEllATUKE. 



69.7 
71.8 
70.9 
67.9 
69.7 
71.1 
69.6 
71.6 
68.4 
70.4 
72.7 
70.4 
69.5 



69.7 
74.3 
71.1 
67.3 
69.6 
69.7 
70.0 
73.5 
68.7 
G6.0 
70.1 
71.3 



72.2 51.6 20.7 



70.7 
67.7 
68.3 
69.6 
71.0 
70.1 
72.4 



Milton [68.5 

Monson. • • . . 

Naliant 

Nantucket . • • 
New Bedford (a) 

Newburyj>ort (a) 
Northampton • 
Plymouth . • . 
Princeton • • • 
Provincetown . 
Salem (a^ . . . 
South Hmgham 
Springfield . . . 
Swampscott . • 
Taunton (a) . . 
{b) . . 

Wakefield . . . 
Wellesley . . . 
Westboro' . . . 
Williamstown . 
Worcester . . . 



it 



55.7 
47.4 
52.4 
51.1 
59.1 
53.6 
52.2 
53.4 
47.3 
53.0 
51.8 
51.2 
48.0 
48.6 
55.4 
59.3 
55.6 
54.5 
53.8 
53.9 




52.5 
51.8 
53.5 
54.2 



5 
2,7 

7 

5 

5 

5 

5 

5 

6 

5 

5 

5 

5 
13 
2,7 

5 



5 
5 
5 

18 
13 



5 

6 

5 

5 

6 
13 

5 

o 
2,7 

5 

5 

6 

5 

6 

5 
15 

6 

6 

5 

5 

5 

5 

2 
13 
• . 

5 
13 

2 

6 

6 

6 
11 

O 



30 
30 
28 
34 
35 
34 
31 
39 
41 
37 
37 
36 
32 
39 
34 
34 



39 
34 
80 
32 
33 



82 

24 

34 

35 

84 

33 

82 

84 

29 

35 

80 

29 

29 

28 

89 

48 

37 

35 

87 

86 

44 

34 

88 

48 

28 

34 

37 

35 

35 

29 

80 

81 

32 



25 
25 
25 
25 
25 
25 
25 
25 
29 
25 
25 
25 
24 
25 
25 
25 



25 
25 
30 
30 
25 



25 

25 

25 

25 

25 

25 

25 

26 

25 

25 

80 

25 

25 

25 

25 

30 

25 

80 

25 

25 

25 

25 

30 

25 

25 

25 

25 
25, 30 
25, 30 

25 

25 

25 

25 



8 

o 



60.0 
60.4 
61.4 
60.1 
61.7 
61.3 
62 9 
64.5 
61.4 
62 1 
68.2 
60.8 
63.3 

61.9 



59 
59 
59 

59 



64 



60.6 
62.2 
60.2 
61.8 



62.7 
60.9 
61.8 
59.2 
64.4 
61.6 
61.1 
63 4 
58.0 
59.5 
61.0 
61.2 
58.2 
59.6 
61.6 
63.8 
62.6 
62.8 
62.0 
63.2 

59 .V 
63.6 



61.9 
60.3 
63.7 
62.9 
62.6 
60.7 
62.4 
64.2 



59 



59 



59 



62 
60 

63 

. 

60 

6*2 
60 
62 



8 



PBECinTATIOJC. 



10 

in, 

6.08 
5.28 
5.85 
4.12 
7.49 
7.55 
6.80 
5.04 
4.53 
3.70 
4.05 
4.89 
4.07 
6.44 

5.33 



5.96 
6.38 
6.51 
6.76 
6.50 



5.73 
6.47 
4.13 
5.86 
7.88 
4.46 



11 

tn. 



7.03 
5.68 
4.77 
7.82 
7.01 
8.54 
6.11 
8.83 
7.55 
7.73 
3.39 
6.75 
6.20 
5.57 
7.62 

5.75 
11.12 
4.64 
5.16 
5.35 
5.41 
4.06 
7.62 
3.92 



12 

in. 



13 



11 
18 

10 

18 

13 

13 

12 

9 

9 

11 

12 

16 

. 9 

. • 

13 



15 
13 
13 
15 
15 



9 

12 
14 
12 
13 
11 



10 
16 
11 
11 
11 
11 
15 
10 
13 
15 
13 
13 
11 
15 
15 
12 
• . 
14 
14 
11 
11 
12 
14 
9 

10 
15 



Notes. 



14 



a b 
b 

e 



a b 



a b 



b 
a 



b 
b 
a b 



ae 
i 

b 

b 
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SUHMABT OF OBSERVATIONS FOR SEPTEMBER, 1890— (CONCLUDED). 



Ko. 


Statiov. 


TsMPKRATimK. 




1 


Precimtatioii. 


KotM. 1 


1 


1 


2 


3 


4 


5 


6 


7 


8 


9 


10 U , 12 13 


14 


h 


















c 










in. 


in. in. 


1 1 


I 
j 


Jihode Island. 






















1 


■ 
1 


SOI 


Block Island . • 


68.2 


59.2 


9.0 


74 


6, 13 


48 


25 


63a7 


. . 


2.69 . . , . . 


13 




i02 


Bristol 


70.2 


58.0 


12.2 


80 


6 


38 


25 


64.1 63.6| 


4.00 . . . . 


13 


b 


iio 


Kingston 


71.6 


54.1 


17.5 


81 


6,6 


36 


25 


62.8 


• . 


5.48 . . 


12 




304 


Newport .... 


71.9 


58.2 


13.7 


80 


7 


42 


24 


65.0 


. • 


. . 




1 




305 


Olneyville . . . 


72.0 


57.8 


14.2 


82 


6 


40 


25 


64.9 


. . 


. . 


. . 1 . . 

• • 1 • • 


« . 




207 


Providence (a) . 


. • 


. . 


. • 


. a 


. • 


• • 


• . 


. . 


. . 


. . 




i 

a . 




208 


{b) . 


73.8 


52.4 


21.3 


83 


2, 5 


34 


25, 30 


63.1 


. . 


4.24 




12 




209 


Woonsocket . . 


a . 


* . 


. . 


« . 


• • 


• • 


a . 


. . 


. • 


. • 




• . 




t"* 


Connecticut. 




























1I22 


Canton 


69.3 


50.4 


18.9 


83 


5 


30 


25 


59.8 


. . 


6.64 






11 




Colchester . . . 


72.1 


52.5 


19.6 


80 


6 


30 


25 


62.3 


. . 


• . 






• • 




i|23 
$37 


Hartford (a) . . 


71.5 


54.0 


17.5 


82 


5 


34 


25 


62.8 


* . 


3.78 






11 




Mansfield . • • • 


69.8 


51.4 


17.4 


80 


6 


33 


26 


60.6 


59.5 


7.19 






12 


b 


$26 


Middletown • • 


71.2 


53.6 


17.6 


81 


6 


35 


25 


62.4 


61.1 


5.97 






11 


b 


$28 


New Haven . . 


71.2 


54.5 


16.7 


80 


3 


36 


26 


62.8 


. . 


6.38 






18 




$29 


New London . • 


70.4 


58.0 


12.4 


78 


3, 5 


40 


26 


64.2 


. . 


6.51 






15 




$30 


, Shelton 


70.1 


51.7 


18.4 


80 


4 


35 


24 


60.9 


. . 


6.24 






11 




$31 


Thompson . . . 


67.1 


55.6 


11.5 


78 


5 


36 


26 


61.4 


59.8 


• . 






. . 


a b 


338 


Voluntown . . . 


72.6 


52.3 


20.3 


83 


6 


31 


26 


62.4 


61.2 


4.91 






9 


b 


$85 


Waterbury • . . 


71.6 


61.9 


19.7 


82 


2,3 


32 


25,29 


61.8 


. . 


4.98 






13 




• 
t 


1 

New York. 






























ib\ 


Albany 


69.9 


54.1 


16.7 


82 


4 


36 


26 


62.0 


. . 


8.91 






16 




ib2 


Boyd's Comers . 


• . 


• . 


r 


87 


6 


44 


25 


• . 


61.1 


6.86 






11 


ab 


353 


Cannel ..... 


71.6 


51.2 


20.4 


86 


5 


33 


25 


61.4 


. • 


7.80 






10 




354 


New York (a) . 


. . 


• • 


• . 


88 


6 


45 


26 


. . 


67.1 


4.63 






10 


e 


355 


** " (b) . 


74.8 


59.6 


16.2 


86 


6 


46 


28 


67.2 


. . 


7.21 






11 




358 


Poughkeepsie . . 


72.4 
71.5 


49.2 


23.2 


84 


4 


30 


26 


60.8 


. . 


4.62 






10 




250 


Setauket .... 


57.8 13.7 


81 


6 


43 


30 


64.6 64.0 


6.53 






10 


J> 





STATIONS REPORTING PRECIPITATION ONLY.— SEPTEBiBER, 1890. 
















Total 


Snow- 




e . Total 


Snow- 


No. 

i 


Station. 




Precip. fall. 1 


No. 


Statiok. Precip. 


fall. 


i 32 


Belmont, 


N.n. . . 


4.67 


.. 1 


159 


Salem (5), Mass. . , 




4.42 


. . 


! 40 


Lake Village, 




6.23 








166 


Waltham, *' 




4.91 




* 




' 44 


Mine Falls, 


• • 


7.01 








171 


Winchester, *' 




8.50 








; 48 


Pennichuck Station, '* 


6.04 








203 


Lonsdale, R. I. 




6.01 








. 53 


Weir's Bridge, 


(4 


6.91 








206 


Pawtucket, ** 




4.98 








'1 55 


Wolfboro', 


(( 


5.98 








238 


Birmingham Conn. . . 




5.11 








75 


Cornwall, 


Vt. . . . 


2.96 








247 


Falls Village, " . . 




6.00 








107 


Boston (h)y 


Mass. . . . 


6.12 








224 


Hartford (6), '* . . 




8.83 








HI 


Cliicopee, 


ki 


11.14 








225 


Lake Eonomoc, ** 




6.20 








112 


Clinton, 


a 


4.75 








249 


Lebanon *' 




5.66 








119 


Fiskdale, 


ii 


4.85 








240 


New Britain, »* 




. . 








130 


Leominster, 


n 


6.34 








227 


New Hartford, ** 




8.59 








138 


Medford, 


" 


3.49 








241 


Newington ** . , 




. • 








142 


Mt. Nonotuck, 


(( 


6.21 








246 


No. Woodstock, " 




6.10 








143 


Mystic Lake, 


4C 

... 


3.82 








248 


So. Manchester, ** . , 




4.99 








144 


Mystic Station, 


a 


3.86 








232 


Uncasville, ** . . 




6.53 








150 


Newburyport (5), 


a 


3.50 








234 


Wallingford, " 




6.66 








156 


Randolph 


(4 


7.45 








246 


W. Simsbury, *« 




6.72 








179 


Robert's Dam, 


** 


5.78 








257 


S. E. Reservoir, N. T. . . 

• 




7.80 


! 







Notes. — a. Maximum and minimnm temperatures from thermometers not self-registering, b — ^Tri-daily readings of th er mom et er at ' 
7, A.M., 8 and 9 P.M.; mean obtained by formula: I (7 +2 -|-9 4-9). <>— Tri-daUy readings of thermometer at other hours than 7 a.m., S and i 
9^ P.M.; a reduction to these hours applied in calculating the monthly mean (Smithsonian Contributions, Vol. xxi). d — ^Two dailj * 
readings of thermometer at 8 a. m. and 8 P.M.; a correction applied in calculatinff means (see above^. e— Mean temperatare from hourl/ 
reaamgR. /—Maximum on 6th, 7th, 8th. ^Maximum on 2d, 8d, 5th. h — ^Mean for 25 days •— Mean for 21 days. /— Temperatnza;: 
data, lOth-dOth. 
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8TAT10JI. 



i 

g 

s 



1 



• 2 

; 8 

14 

4 

6 

6 

7 

8 

9 

10 

11 

12 

15 



Bd 
84 
87 
89 
bS 
59 
42 
48 
45 
57 
86 
47 
49 
51 
52 
54 



71 

72 
73 
74 
88 
77 
78 
79 
82 
88 
85 
89 



New Brunatoick. 
St. John .... 



Maine. 
Bar Harbor 
Belfast . . 
Calais . . 
Eastport . 
Fairfield . 
Gardiner . 
Kent's Hill 
Lewiston . 
Majfield . 
Orono . . 
Petit Menan . 
Portland . . . 
West Jonesport 



New Hampshire. 
Berlin Falls • . 
Berlin Mills • • 
Concord .... 
Hanover (a) . . 

** (6) 
Littleton .... 

Manchester {b) 

(c) 

Nashua • • • • 

Newton .... 

No. Chesterfield 

Nortli Conway . 

Plymouth . . . 

Stratford .... 

Walpole .... 

West Milan . . 

Ve)'nw7iL 
Brattleboro' (a) 

(6) 
Burlington • 
Chelsea . . 
Hartland . 
Jacksonville 
Lunen burgh 
Manchester 
Northfield . 
Straflbrd . . 
Vernon . . . 
WeatbersfieldCt. 



Tkmpkkaturk. 



6 



6 



a 



1 

o 

50.2 



55.0 



54.0 
51.9 
54.7 



58.1 
54.8 



55.1 



58.9 



52.0 
58.0 
55.8 
58.4 
56.8 



8 

p 

J 

c 



a 



89.6 



41.1 



87.8 
41.2 
85.6 



87.7 
86.6 



86.8 



41.5 



55.6 
55.8 
56.4 
55.1 



55.8 
53.9 
54.9 
53.5 
52.3 



57.6 
56.1 



80.2 
31.1 
89.6 
87.6 
85.9 



40.4 
89.9 
38.5 
38.0 



55.4 
55.3 
54.1 



52.2 



58.8 



35.8 
34.9 
36.1 
35.8 
32.4 



88.6 
40.6 



3 

o 

10.6 



18.9 



16.7 
10.7 
19.1 



15.4 
17.7 



18.8 



12.4 



21.8 
21.9 
15.6 
15.8 
20.9 



15.2 
15.9 
17.9 
17.0 



37.9 
35.3 
42.0 



85.8 



87.2 



19.5 
19.0 
18.8 
17.7 
19.9 



19.0 
15.5 



10.8 
19.9 
12.1 



16.4 



16.1 



g 

p 

8 

9 



4 

o 

69 



75 
69 
76 
76 
75 



71 
77 
76 
78 
62 
75 
66 



75 
76 
75 
70 

79 
73 
77 
78 
78 
76 



76 
74 
82 
72 
75 



76 
74 

74 
68 
78 
80 
76 



74 
76 
74 
70 



^ 

Q 



2 



2 
2 
8 
2 
2 



6 



1 
2 
2 
2 
8 
2 
5 



2 
8 
1 
1 
1 
1 
1,2 
2 
2 
2 



2 
2 
2 
1 
2 



1 
1 
2 
2 
1 
1 
2 



2 
4 
5 
1 



29 



30 
86 
27 
85 
20 



26 
28 
21 
24 
87 
82 
80 



16 
18 
29 
28 
22 
22 
30 
28 
27 
26 



24 
21 
21 
25 
12 



26 
28 
81 
27 
24 
22 
80 



21 
82 
80 
28 



23 



14 

/ 
23 

22 

28 



IIkaxi. 



S 

I 



28 
28 
23 
23 
7 
28 

9 



22,28 

22 
22,28 

28 

22 
h 

28 

22 

28 

28 



22, 23 
22 
23 
22 
23 



22 
22 
22 
22 
13 
22 
22 



22 

21,22 
. 
f 

21,22 



8 

o 

44.9 



48.0 

45.6 
46.6 
45.2 



It 

Hi: 
Jo 



45.4 
45.5 

46.0 

47.7 



41.1 
42.0 
47.4 
45.5 
46.4 

48.0 
47.8 
47.4 
46.6 



45.6 
44.4 
45.5 
44.6 
42.4 



48.1 

48.4 

. • 

46.3 
45.8 

48.0 



44.0 



. . 



45.2 



44.2 



46.8 



45.4 
41.4 
45.5 
47.2 

. . 
47.1 



44.6 
44.2 
43.8 
47.4 

47.6 






46.0 
46.9 

44 .4 

42.4 

49.0 



45.6 
47.6 



Pkkcipitatioh. 



VCQ 



10 

in, 
8.19 



3.12 

2.27 
2.28 
8.45 



4.08 
5.47 
8.45 
8.86 

6.82 



8.59 
7.76 
4.75 
5.14 
4.62 
6.23 
6.19 
7.39 
7.99 



5.60 
4.93 
3.19 
5.83 
8.68 



7.64 

2*02 
4.09 
5.61 
9.30 
2.72 



8.49 
4.80 
6.66 



SnowfaU. 




-^ 




*.a 




tJO 




a o 


• 

'3 


E's 


^ 


as 

12 


u 


tn. 


tn. 


. . 


• • 



8 



1 

T 



• . 
T 
T 
1 
T 



1 

• • 

I 



'0% 



o 



13 



11 



18 

. . 
9 

14 
12 



18 
11 
11 
10 

. a 

14 

8 



11 
12 
18 
15 
12 
13 
15 
14 
14 



8 
12 
10 
13 
13 



10 
15 
17 
15 
14 



15 

10 
7 
6 



s 



I 

& 



14 



a ej 



b 

a b 

b 

ab 

a b 



fl 



b 
d 
ch 

b 



c 
e 

a 
ab 

c 
b 



a b 
act 
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SUMMARY OF OBSERVATIONS FOR OCTOBER, 1890— (CONTINUED). 



No. 


Statiox. 




Tempkkatcre. 




Prbcipitatiox. 


Note. 




1 


2 


3 


4 


5 


6 


7 


8 


9 


10 


U 


12 


13 


14 






o 


C 


O 


o 




O 




O 


O 


in. 


in. 


in. 








MasscuAusetts. 






























101 


Amhei'8t(a) • . 


. . 


. . 


• . 


71 


1 


26 


22 


. a 


47.9 


6.98 






. . 


ab 


102 


" (*) . . 


56.8 


39.3 


16.5 


76 


2 


26 


22 


48.0 


47.4 


6.89 




> 




15 


b 


177 


" (c) . . 


58.1 


38.3 


19.8 


78 


1 


26 


22 


48.2 


48.5 


7.13 


T 






14 


e 


180 


Andover . . 


58.2 


40.7 


17.5 


76 


2 


30 


22 


49.4 


48.3 


8.90 








13 


b 


104 


Blue Hill (snm't] 


53.6 


41.4 


12.2 


73 


2 


32 


22 


47.5 


47.2 


7.99 








17 


b 


105 


'* '' (base) 


55.4 


41.4 


14.0 


72 


2 


31 


22 


48.4 


• . 


8.50 








17 




174 


** *« (valley^ 


56.5 


39.0 


17.4 


75 


2 


28 


22 


47.7 


• . 


8.06 








17 




106 


Boston (a) . . . 


56.4 


45.6 


10.8 


77 


2 


36 


22 


51.0 


• . 


5.63 








16 




175 


Brewster .... 


56.4 


45.9 


10.5 


73 


3 


35 


28 


51.2 


52.3 


9.07 








14 


d 


108 


Cambridge (a) • 


54.8 


42.2 


12.6 


70 


2 


32 


22 


48.5 


« • 


8.09 








12 




109 


(*) • 


56.1 


41.0 


15.2 


73 


2 


32 


21 


48.6 


• • 


9.31 








14 




110 


Cliestnut Hill , 


57.4 


42.0 


15.4 


78 


2 


31 


28 


44.7 


. . 


8.78 








12 




182 


Concord .... 


56.1 


39.4 


16.7 


75 


2 


28 


81 


47.8 


. • 


8.05 








16 




114 


Cotuit 


56.4 


44.3 


12.1 


68 


J 


34 


14, 22 


50.4 


. • 


10.14 








16 


j 


116 
117 


Deerfield .... 








75 
79 


1 

1 


31 
32 


13 
A; 


48.V 


48.5 

• • 


5.19 






• 


10 


ab 
k 


Dudley 

Fnll l!iver . . . 


56.9 


40.5 


1*6.4 


118 


• . 


• • 


. . 


• . 


• . 


. . 


• . 


. • 


• • 


. . 








• • 


' 


120 


Fitcliburg (a) 


. . 


• . 


• • 


72 


2 


33 


23, 30 


• • 


46.7 


8.55 








15 


ab 


121 


- (6) 


54.8 


39.4 


15.4 


74 


2 


27 


22 


47.1 


. . 


9.26 








12 




122 


Frammgliam . • 


57.3 


39.8 


17.5 


74 


2 


28 


22, 23 


48.5 


• . 


10.26 








16 




123 


Gilbertville . . . 


55.6 


36.9 


18.7 


70 


J 


24 


22 


46.2 


• • 


7.94 








16 


J 


124 


GrotoM (a) . . 


56.1 


40.6 


15.5 


74 


2 


27 


22 


48.3 


. . 


9.63 








12 




125 


^". /*> • • 


. » 


• • 


• • 


. . 


. . 


. . 


. . 


. • 


. . 


8.48 








12 




178 


Kendall Green . 


55.2 


44.1 


11.1 


72 


2 


29 


22 


49.6 


. . 


9.64 








9 




127 


Lake Cocliituate 


59.8 


33.4 


26.4 


78 


1,2 


21 


22 


46.6 


. • 


10.11 








14 




128 


Lawrence . . . 


56.5 


40.4 


16.0 


76 


2,4 


80 


22 


48.5 


. . 


8.68 








16 




129 


Leicester .... 


52.7 


40.7 


12.0 


72 


1 


32 


28,31 


46.7 


47.0 


7.92 








15 


b 


131 


Long Plain . . . 


55.3 


46.0 


9.3 


72 


1 


31 


21 


50.6 


. • 


10.66 








19 


a 


138 


Lowell (b) . 


55.5 


40.6 


14.9 


75 


1 


29 


22 


48.0 


• a 


7.71 








15 




136 


" ii- • ' 


55.5 


39.1 


16.5 


75 


2 


27 


22 


47.3 


• . 


« . 








16 




176 


♦; (<0 • • . 


58.4 


41.8 


16.6 


84 


2 


31 


22 


50.1 


. • 


. • 








8 




134 


Ludlow 


55.3 


37.0 


18.3 


75 


1 


26 


13 


46.2 


. . 


6.22 








18 




135 


Lynn 

Mansfield .... 


53.9 


40.7 


13.2 


68 


2 


32 


21, 22 


47.8 


. . 


7.36 








13 




188 


• . 


• . 


. . 


77 


1 


31 


22 


• . 


49.0 


7.59 








15 


ab 


139 


Middleboro* . . 


57.4 


39.1 


18.3 


74 


1 


25 


22,23 


48.2 


• • 


10.55 








12 




140 


Milton 


55.9 


36.5 


19.4 


73 


3 


25 


22 


46.2 


46.4 


8.22 








11 


b 


141 


Monson 


57.8 


37.2 


20.6 


75 


1 


22 


22 


47.5 


• . 


5.81 








14 




173 


Naliant . • • • • 


^ ^ 


9 


9 9 


a 




* A 


^ 9 


s 
















146 


Nantucket . • • 


56.1 


48.9 


7.2 


70 


3 


• • 

41 


28 


58.1 


• « 


6.72 








17 




147 


New Bedford (a) 


56.4 


43.4 


13.0 


70 


1,5 


33 


22 


49.9 


49.7 


10.09 








10 


b 


148 


** '* {b] 


56.9 


43.4 


13.5 


72 


1 


32 


22 


50.2 


• . 


9.73 








17 




149 


Newburyport (a) 


56.7 


42.2 


14.5 


76 


2 


38 


23 


49.4 


48.5 


7.20 








15 


b 


152 


Northampton • 


56.0 


42.5 


13.5 


74 


1 


32 


22 


49.2 


• • 


7.91 








9 




158 


Plymouth • . • 


• . 


• • 


• • 


71 


2 


37 


28 


« 


51.3 


9.38 








15 


ab 


154 


Princeton . • • 


54.0 


39.5 


14.5 


73 


1 


30 


22, 29 


46.8 


. . 


10.04 








10 




155 


Provincetown • 


56.3 


47.1 


9.2 


70 


2 


38 


14, 31 


50.7 


. . 


6.78 








15 




158 


Salem (a) . . . 


9 % 


9 


A * 





^ 


• • 


' 

A 














A A 




160 


South Hmgham 


• • 


39.8 


• • 


• • 


• • 


25 


23 


. . 


. . 


10.81 








14 




161 


Springfield . . • 


56.7 


42.8 


13.9 


73 


1,4 


81 


22 


49.7 


50.4 


6.70 








16 


b 


162 


Swampscott • • 


56.6 


44.1 


12.5 


70 


2 


83 


22, 23 


50.4 


50.3 


6.17 








14 


b 


163 


Taunton (a) . . 


58.9 


42.4 


16.5 


81 


1 


80 


23 


50.6 


49.7 


9.23 








14 


b 


164 


" (*) . . 


58.6 


41.0 


17.6 


75 


2 


30 


I 


49.8 


• • 


9.51 








17 


I 


165 


" (c) . . 


58.1 


38.1 


20.0 


78 


1 


26 


22,23 


48.1 






10.44 








14 




181 


Wakefield . . . 


56.0 


39.0 


17.0 


76 


2 


27 


22 


47.5 






8.58 








12 




168 


Wellesley . . . 


56.2 


39.9 


16.3 


70 


7 


26 


22 


48.0 






9.95 








8 




169 


Westboro' . . . 


58.1 


41.2 


16.9 


77 


2 


27 


22 


49.6 






10.85 








17 


a 


170 


Williamstown . 


































172 


Worcester . . . 


9 # 
• • 


• • 


• • 

• • 








• • 

• • 








• • 

• • 








• • 

• • 


- - ■ 
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No. 


Statiob. 


Tbmpbraturk. 


PRECirrrATiov. 


Notes. 




1 


2 


3 


4^ ( 


> 


6 


7 


8 


9 


10 u 


12 13 


14 






o 


O 


o 







c 




o 


o 


in. in. 


in. 






Rhode Island. 


























201 


Block Island . . 


57.3 


49.< 


5 7.8 


70 


5 


41 


28 


53.4 


. . 


4.57 . . 


. . 17 




202 


Bristol 


56.7 


45.J 


8 10.9 


70 


4 


34 


22 


51.2 


50.9 


8.20 . . 


. . 19 


b 


210 


Kingston .... 


57.2 


42. 


2 15.0 


72 


4 


32 


22 


49.7 


. • 


10.04 . . 


. . 15 




204 


Newport .... 
OIneyville . . . 
Providence (a) . 


58.3 


46. 


2 12.1 


74 


5 


35 


21 


52.2 






# # V # 




205 


58.1 


46. 


■v A- mm 9 A 

2 11.9 


76 


1 


35 


4W ^L 

23 


52.2 




• • • • 






207 


56.7 


45. 


11.7 


74 


1 


35 


23 


%^ mm • mm 

50.8 


50.'8 


9.19 ! \ 


\ \ 15 


c 


208 


{b) . 


58.3 


40. 


1 18.2 


80 


1 


29 


22, 23 


49.2 


. . 


8.86 . . 


. . 15 




209 


Woonsocket . . 
Connecticut. 


• . 


• • 


• a 


. « . 


* 


. • 


. . 


. . 


. . 


• . . . 


. . • • 




221 


Canton 


56.2 


40. 


5 15.7 


71 


8 


28 


31 


48.4 


. . 


7.88 . . 


. . 13 




222 
223 


Colchester . . . 
Hartford (a) . . 


57.2 
56.7 


41. 
42.< 


7 15.5 

14.6 


75 
72 


1 
1 


29 
31 


22 
22 


49.4 
49.4 






s a * * 






7.02 ! . 


. . 14 


237 


Mansfield. . • • 


55.3 


40.. 


5 14.8 


74 


1 


32 


22,31 


47.9 


47.6 


5.25 . . 


. . 17 


b 


226 


Middletown • . 


57.6 


42.. 


5 15.0 


73 


1 


30 


22 


50.0 


49.1 


7.52 . . 


. . 16 


b 


228 


New Haven . . 


58.4 


44. 


2 14.2 


73 


1 


33 


22 


51.3 


• . 


7.63 . . 


. . 18 




229 


New London . . 


57.9 


46.. 


B 11.6 


74 


4 


36 


22 


52.1 


• . 


6.43 . . 


. . 20 




280 


Shelton 


66.3 


40.. 


5 15.8 


72 


4 


30 


30,31 


48.4 


• . 


8.69 . . 


. . 11 




231 


Thompson . . . 


53.4 


43. 


2 10.2 


70 6: 


^ 


3 31 


22 


48.3 


47.3 


. • . . 


. ■ . . 


a b 


233 


Voluntown . . . 


• ■ 


• . 


. . 


4 

• • 


» 1 


9 

• • 


. a 


. a 


. . 


8.47 . . 


. . 12 


b 


235 


Waterbury . . . 
New Toi'k. 


56.9 


42. 


4 14.5 


75 


1 


28 


13,31 


49.6 


a a 
• 


6.89 . . 


. . 11 




251 


Albany 


57.2 


44. 


1 13.1 


76 


1 


34 


22 


50.6 


• . 


5.76 . . 


. . 17 




252 


Boyd's Comers . 


• . 


. ' « 


. . 


77 


1 


33 


81 


. • 


52.0 


7.63 . . 


. . 15 


ab 


253 


Carniel 


59.6 


41. 


6 18.0 


77 


1 


30 


22 


50.6 


• . 


6.76 . . 


. . 14 




254 


New York (a) . 
'* ** {b) . 


• * 


• « 


. a 


76 


4 


37 


31 


• • 


54.5 


6.56 . . 


. . 13 


e 


255 


61.7 


49. 


3 12.4 


74 


4 


38 


31 


55.5 


• • 


6.46 . . 


. . 15 




258 


Pbaghkeepsie .- . |58.5 


40. 


8 18.2 


76 


1 


27 


31 


49.4 


• • 


4.30 . . 


. . 14 




250 


Setauket .... |58.5 


48. 


5 10.0 


72 


4 


38 


31 


53.5 


52.8 


10.20 . . 


..16 1 


STATIONS REPORTINO PRECIPITATION ONLY.— OCTOBER, 1890. 








Total S 


no^ 


if- — 




ToUl 


SnoW" 


No. 


Statiom. 




Precip. f 


aU 


No. 


Statioh. 


Precip. 


fall. 


32 


Belmont, N.H. 




6.52 . 




159 


Salem (&), Mass. . . . 


. 7.35 


• • 


40 


Lake Village, *' 




6.16 , 




166 


Waltham, '' . . . 


. 10.48 








44 


Mine Falls, '* 




8.10 . 




171 


^Winchester, '* . . . 


. 8.39 








48 


Pennichnck Station, ** 




7.29 , 




203 


Lonsdale, R. I. . . . 


. 10.55 








53 


Weir's Bndge, " 




4.32 




206 


Pawtucket, ** . . . 


. 9.18 








55 


Wolfboro', '• 




7.20 




238 


Birmingham, Conn. . . . 


. 7.17 








75 


Cornwall, Vt. . 




2.03 , 




247 


Falls Village, '* . . . 


. 5.40 








107 


Boston (&), Mass. . 




7.92 




224 


Hartford (6), '* .•. . 


. 7.57 








111 


Chicopee, ** 




6.99 




225 


Lake Konomoc, ** . . . 


. 6.72 








112 


Clinton, '* , 




9.05 




249 


Lebanon ** . . . 


. 7.11 






. 


119 


Fiskdale, '* , 




7.40 




240 


New Britain, '* . . . 


• • • 


■ 






130 


Leominster, ** 




8.83 




227 


New Hartford, ** . . . 


. 7.45 








138 


Medford, *« . 




8.92 




241 


Newington '* . . . 


• . • 








142 


Mt. Nonotnck, ** , 




6.91 




246 


No. Woodstock, '' . . . 


. 6.34 








143 Mystic T*ake, ** . 




9.29 




248 


So. Manchester, " . • . 


. 6.53 








144 1 Mystic Station, '« , 




9.00 




232 


Uncasville, •' . . . 


. 7.80 








150 


Newburyport (6), '* , 




7.63 




234 


Wallingford, *' . . . 


. 7.21 








156 


Randolph, ** , 




8.83 




245 


W. Sirasbury, *' . . . 


. 6.49 








179 


Robert's Dam, *• , 




8.89 




257 


S. E. Reservoir, N. Y. . . . 


. 6.35 









'^ KoTBB.— « Maximum and minimum temperatnret from thennometen not self-registering. 6— Tri-daily readings of thermometer at 
7 A.M., S and 9 p.m.; mean obtained by formnJa: \ (7+2+9+9). c—Tri-daily readings of thermometer at other hours than 7 a.m., 2 and 
9 P.M.; a reduction to these hours applied in calculating the monthly mean (Smithsonian Contributions, Vol. xxi). d—Two daily 
readings of thermometer at 8 a. m. and 8 p.m.; a correction applied in calculating means (see above), e— Mean temperature from hourly 
readings. A-Maxinrum on 21st, 22nd, 23rd, 29th, 31st ^^Minimnm on 10th, 14th, 2l8t, 23rd. A— Minimum on 22nd, 26th, 30th. t— Mini* 
mum on 21st, 22nJ, 23rd. >— Maximum ^n 1st, 2Dd, 8id, 4th. I»— Minimum on 22nd, 23rd, 27th. f— Minimum on 13th, 14th, 23rd. 



64 



SUMMARY OF OBSERVATIONS FOR NOVEMBER. 1890. 



B 



Statioh. 



New Brunswick, 

1 St. John . • • • 

I Maine. 

2 Bar Harbor . . 
8 Belfast 



14 
4 

5 



Calais . . 
Eastport • 
Fairfield'. 
6 I Gardiner . 
7; Kent's Hill 
8 I Lewiston . 



9 

10 
11 
12 
15 



83 
84 
87 



Mayfield .... 

Orono 

Petit Menan . . 
Portland .... 
West Jonesport 

New Hampshire. 
Berlin Falls . . 
Berlin Mills . . 
Concord 



• . . 



" (6) 
Littleton 



. . . 



89 Hanover (a) . . 

68 

69 

42 Maneliester {h) 

43 '* (c) 
45 
57 
86 
47 
49 
51 
52 
54 



* • • • 



• • • . 



71 
72 

73 
74 
88 
77 
78 
79 
82 
87 
83 
85 
89 



Nashua 
Newton 

No. Chesterfield 
North Conway . 
Plymouth . . . 
Stratford .... 
Walpole . . . . 
West Milan 






Vermont. 
Br5ttttleboro' (a) 

(6) 
Builibgtoh . . . 
Chelsea .... 
Hartland . . . 
Jacksonville . . 
Lunenburgh . . 
Manchester . . 
Northfield . . . 
Saxton's River . 
StraflTord .... 

Vernon 

WeathersfieldCt. 



^^^t^«(t^t<i«^i 



TlCMPKKATl^HK. 



s 

E 



C 



s 



c 



& 



40.8 



44.2 



43.4 
41.6 
42.0 



2 



29.6 



30.9 



29.0 
30.7 
26.0 



3 

o 

11.2 



13.3 



14.4 
10.9 
16.0 



39.3 25.0 



il.O 



41.2 



43.5 



38.3 
39 3 
43.7 
40.4 
43.9 
36.8 
44.6 
45.0 
45.9 
45.9 



42.2 
40.1 
39.4 
43.3 
39.9 



45.5 
45.3 



44.0 
43.2 
40.4 



24.6 



26.8 



30.1 



18.6 
19.7 
27.4 
26.0 
24.5 
26.3 
28.6 
28.3 
27.3 
27.2 



14.3 
16.4 



14.4 



13.4 



22.5 
21.7 
24.7 
22.9 
20.0 



26.7 
29.3 



39.8 
45.0 



26.2 
22.5 
29.2 



23.5 
22.4 



41.6 



24.4 



19.7 
19.6 
16.3 
14.4 
19.4 
10.5 
16.0 
16.7 
18.6 
18.7 



19.7 
18.4 
14.7 
20.4 
19.0 



18.8 
16.0 



17.7 
20.7 
21.2 



16.2 
12.6 



17.2 



E 

s 

fi 

'8 



4 

o 

53 



56 
56 
61 
55 
55 



54 
55 
50 
56 
55 
60 
52 



54 
55 
64 
53 
64 
65 
68 
63 
60 
62 



58 
64 
61 
65 
59 



60 
63 
69 
62 
60 
62 
60 



58 
60 
54 
64 
56 



8 



8 
8 
8 
8 
8 



8 
6 
6 
6 
8 
8 
6, 25 



6,8 

I 

8 

9 

6 

7 

8 

6 
6,8 

8 



8 
6 
7 
6 
8 



6 
6 
6 
6 
6 
6 
7 



6 
6 
^,% 
8 
9 



s 
•a 



6 

o 

16 



14 
18 
10 
16 
10 



9 
10 

6 
12 
19 
13 
18 



2 
2 

8 
8 
8 
8 
8 
11 
8 
9 



24 



29 
24,28 
24 
29 
29 



10 
8 
8 
9 
4 



10 
14 
15 
10 
7 
6 
12 



28 
28 
28 
24 
28 
28 
28 



28 
28 
24 
24 
24 
29 
24 
24 
24 
28 



3 



8 

O 

36.2 



37.6 

36.2 
36.1 
34.0 



32.2 
32.8 

34.0 

86.8 



9 
4 
10 
8 
8 



28 
24 
28 
25 

2d 



24 
24 
28 
24 
24 
24,28 
27 



28.5 
29.5 
35.6 
33.2 
34.2 
31.2 
36.6 
36.6 
36.6 
36.6 



32.4 
80.9 
32.0 
33.1 
30.4 



86.0 
89.8 



35.1 
32.8 
34.8 



24 
23 
24, 28 
24 
80 



81.6 
33.7 



33.0 



Jo 



9 

O 

35.7 



85.1 



32.9 
27.3 
34.7 
38.4 

35.2 



32.6 
32.9 

87.0 

3*7.6 



35.4 
87.3 

81.9 

3 1.8 
85.2 



34.6 
36.1 



pKBCIPfTATIOM. 






SnowfalL 



10 

in. 

3.60 



2.69 

2.27 

2.84 
2.06 



2.26 
1.89 
2.01 
2.67 

2.3*1 



3.25 
1.49 
1.71 
1.86 
2.83 
1.89 
1.85 
1.30 
1.40 



1.72 
2.05 
8.80 
0.45 
3.66 



1.66 

2.31 
2.25 
2.09 
2.50 
2.46 



2.28 

2.00 
1.96 



I 



U 

in. 



T 
T 

6 



T 
T 

6 



T 
T 
8 
1 



1 
T 

4 

T 

3 



8 

4 



51 



12 

in. 



6 





1 


• • 


















1 



II 

. a. 



13 



14 



10 

• • 

11 

14 
11 



I 



s 



14 



7 
11 
11 
14 



10 
8 
7 
8 

11 
8 
9 

7 

4 



• -1 
4 

6 
10 

& 
10 



i \ r. I 



10 

u 

9 
15 

9 



12 

* • 

6 
4 



•t «»ii» 



a c 



e 

ah 
h 
ah 

ah 



b 
d 

b 

c 



c 
c 

ab 



& 



ab 
a c 
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SUMMARY OF OBSERVATIONS FOR NOVEMBER, 1890— (CONTINUED). 
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I 



No. 


Station. 




TEMTEnATURE. 






Precipitatiok 


• 


Notes. 




1 


2 


3 


4 


5 


6 


7 


8 


9 


10 


11 


12 


13 


14 






o 


C 


O 


o 




O 










in. 


tna 


in. 








Massachusetts, 






























101 


Amherst (a) . . 


. . 


. • 


a . 


58 


7 


11 


28 


a . 


38.0 


1.34 


• • 


a a 


a . 


ah 


102 


" (*) . . 


46.0 


27.5 


18.5 


60 


6 


13 


28 


36.8 


36.2 


1.24 


T 


. . 


5 


b 


177 


" (c) . . 


47.3 


26.6 


20.7 


62 


8 


12 


28 


37.2 


38.0 


1.32 


1 


. a 


7 


e 


180 


Andover .... 


48.5 


29.4 


19.1 


70 


1 


11 


28 


38.9 


37.1 


1.50 


8 


. a 


5 


b 


104 


Blue Hill (sum't] 


46.4 


30.0 


16.4 


63 


8 


11 


28 


38.2 


38.3 


1.11 


T 





5 


b 


105 


'' '' (b.ise) 


48.2 


30.7 


17.5 


6G 


8 


12 


28 


39.4 


• • 


1.14 


• • 





5 




174 


** ♦' (valley) 


49.3 


28.8 


20.5 


67 


8 


12 


24 


39.5 


• • 


l.ll 


• • 





5 




106 


Boston (a) • • . 


49.1 


34.5 


14.6 


64 


8 


15 


28 


41.8 


• • 


0.97 


• • 


a . 


6 




175 


Brewster . . v . 


50.5 


35.2 


15.3 


6o 


8 


20 


28 


42.8 


43.3 


1.19 


T 





7 


d 


108 


Cambridge (a) . 


17.1 


31.6 


15.5 


62 


8 


11 


24 


39.4 


• . 


1.15 


• • 




4 




109 


(b) . 


47.7 


30.6 


17.1 


62 


8 


15 


28 


39.2 


a . 


1.28 


• a 




5 


. 


110 


Cliestnnt Hill . 


49.1 


31.6 


17.5 


65 


6 


14 


• 28 


40.4 


a . 


1.37 


T 




6 


■ 


182 


Concord .... 


47.5 


28.3 


19.2 


62 


6,8 


13 


27 


37.9 


. . 


1.30 


T 




8 




114 


Cotuit ..... 


48.5 


33.7 


14.8 


62 


8 


16 


29 


41.1 


. ■ 


1.45 


1 




6 


4 


116 
117 


Deerfield .... 






60 
64 


6 
8 


11 
10 


28 
28 


36.2 
40.5 




0.88 


* 
• • 

T 


6 


• « 

6 


ab 


Dudley ..... 
Fall River . . . 


52.2 


28.8 23.3 


118 


. . 


. . 


• . 


• . 


• • 


• • 


• • 


• • 


. . 


• . 


• • 


. . 


• • 




120 


Fitcliburg (a) . 


. . 


• • 


. • 


58 


6 


14 


24 


• • 


36.5 


1.63 


T 


2 


9 


a b 


121 


,, ". , <^> 


45.2 28.1 17.2 


63 


6 


12 


24 


36.7 


. . 


1.68 


1 





6 




122 


rrammgnam . . 


49.7130.0 


19.7 


65 


8 


13 


28 


39.8 


. . 


1.25 


a . 


• • 


5 




123 


Gilliertville . . . 


45.8128.7 


17.1 


60 


9 


10 


24 , 28 


37.2 


. . 


1.68 


4 





7 




124 


Grotoii (a) . . 


46.0 


29.8 16.2 


61 


8 


12 


28 


37.9 


. . 


la57 


2 





6 


■ 


125 


" (b) . . 


. . 


• . 


. • 


71 


6 


• « 


• a 


a . 


. . 


a a 




a a 


a a 


t 


178 


Kendal Green . 


45.9 34.3 111.6 


64 


8 


12 


28 


40.1 1 . . 


1 .35 




a a 


5 


t 


127 


L;ike Coebiliinte 


52.3 


25.5 


26.8 


67 


6 


5 


24 


38.9' . . 


1.24 




a . 


4 


f 


128 


Lawrence . . . 


46.6 


28.3 


18.3 


60 


8 


12 


24, 28 


37.4; . . 


1.63 


T 


. a 


7 




129 


Leicester .... 


44.7 


27.7 


17.0 


60 


6, 8 


10 


28 


36.2 36.0 


1.22 







7 


b 


131 


Ix)ng PJnin . . • 


46.4 


34.0 


12.4 


68 


8 


12 


24 


40.2 


• . 


1.52 







5 


a 


133 


Jx>well (/>) . 


46.6 


29.7 


17.0 


62 


7 


13 


24 


38.1 


. . 


1 .59 


• • 





7 




136 


" (c) . . . 


46.5 


28.4 


18.1 


62 


6 


10 


24 


37.4 


. . 


• • 


. . 




a a 




176 


" (<0 . • . 


46.5 


31.3 


15.2 


67 


6 


14 


24 


38.9 


a . 


• • 




a . 


3 




134 


Ludlow 


45.5 


26.0 


19.5 


60 


7 


6 


28 


35.8 


. . 


1.51 


T 





8 




135 


Lvini 


43.4 30.0 


13.4 


61 


8 


13 


28 


36.7 


a . 


1.48 






6 




183 


^InnsHeM .... 


. . 


. . 


• • 


66 


6 


13 


24 


• . 


38.9 


0.95 


. a 




7[ab 1 


139 


Middleboro' . . 


49.8 


28.9 


20.9 


69 


8 


8 


24 


39.4 


a . 


l.ll 






4 




140 


JMilton 


49.2 


27.0 


22.2 


65 


8 


13 


28 


38.1 


41.3 


1.24 






4 


b 


141 


Monson 


47.5 


25.1 


22.4 


65 


7 


8 


24 


36.3 


a . 


0.89 


2 




9 




173 


Nahant ..... 


46.8 


34.1 


12.7 


61 


8 


17 


28 


40.4 


. a 


. . 






. . 




146 


Nantucket . . . 


49.3 


38.8 


10.5 


60 


8 


25 


29 


44.0 


. . 


0.89 






10 




147 


New Bedford (a) 


48.8 


32.4 


16.4 


64 


8 


13 


28 


40.6 


41.1 


1.32 


• • 




8 


b 


148 


u (6; 


50.1 


32.5 


17.6 


ee 


8 


15 


28 


41.3 


. a 


1.30 


T 





6 




149 


Newbury port {a] 


48.2 


30.8 


17.4 


63 


8 


15 


28 


39.5 


39.0 


1.52 


T ^ 




9 


b 


152 


Nortliainpton • 


44.7 30.0 


14.7 


56 


10 


15 


28 


37.4 


. . 


1.42 


T 


' 


6 




153 


Plymouth . . . 


a . 


• . 


• . 


66 


8 


18 


24 


• • 


42.4 


0.69 


a a 




5 


ab 


154 


Princeton . . . 


• 


27.4 


a . 


. • 


. . 


8 


28 


• ■ 


. . 


1.48 


a a 




5 




155 


Provincetown . 














B 






» % 


a . 




• 




158 Sjilein (a) ... 














9 


a ^ 


. . 


9 % 


a a 




• • 




160 


South Hingham 


. • 


30.0 


. • 


• • 


. . 


9 


24 


• • 


. . 


1.50 


T 




4 




J61 


Springfield . . . 


46.5 30.8 15.7 


62 


7 


14 


28 


38.6 


39.2 


1.11 


2 




6 


b 


162 


Swampscott . . 


• • 


• . a a 


a • 


. . 


• • 


. . 


* a 


* a 


. . 


a a 




• • 


b 


163 


Taunton (a) . . 


50.7 


31.4 19.3 


69 


8 


15 


28 


41.1 


40.9 


0.93 


T 


' 6 


6 


b 


164 


" (A) . . 


50.7 


30.6 20.1 


69 


8 


14 


28 


40.6 


a a 


0.91 


T 




5 




165 


'' (c) . . 


50.5 


29.0 21.5 


70 


8 


10 


24 


39.8 


a a 


0.99 


T 




5 




181 


Wakefield . . . 


a . 


a • a . 


61 


8 


12 


28 


a • 


a a 


1.53 


T 


' 


4 




J 68 


Wellesley . . . 


49.6 


31.3 18.3 


65 


7 


18 


28 


40.4 


a a 


. . 


a a 




. . 




169 


Westboro* . . . 


48.2 30.9 17.3 


65 


7 


12 


24 


39.6 


a a 


1.07 


. a 




6 


a 


170 


Williamstown . 




















^ 


. 9 




. • 




172 


Worcester . . . 


• • 

• • 


• • 

• • 




• • 

• • 


* . 


. a 


a . 
• a 


• • 

• • 


a • 
a a 


a a 


. . 




a . 





/- 
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SUMMARY OF OBSERVATIONS FOR NOVEMBER, 1890— (CONCLUDED). 



Ko. 


Statiox. 


TmPXRATVRE. 




pRFCinXATIOW. 


Notes. 




1 


2 


3 


4 


5 


6 


7 


8 


9 


10 


U ,12 


13 


14 




« 


o 


O 












o 


o 


in. 


in. in. 








Rhode Island. 1 


























201 


Block Island . . | 


49.2 


38.7 


10.5 


60 


10 


19 


28 


44.0 


. . 


0.66 


• . . . 


5 




202 
210 


Bristol .... 




48.9 ^^^ 


14.0 
18.1 


64 
69 


8 
8 


16 
13 


28 
28 


41.9 
40.4 


41.7 


0.85 
0.96 


T . . 

T 


6 
5 


b 


Kingston . • , 


1 . 


49.4 


31.3 


204 


Newport . . 


» . 


52.5 


35.9 


16.6 


64 


10 


19 


28 


44.2 


. . 


• • 


. . . a 


• a 




205 


Olneyville . 


> . 


51.3 


36.2 


15.1 


70 


8 


16 


28 


43.8 


• • 


. . 


. . . a 


. . 




207 


Providence (a) . 


49.0 


34.8 


14.2 


67 


8 


16 


28 


41.9 


42.2 


0.74 


T . . 


4 


c 


208 


(h) . 


50.7 


31.1 


19.6 


68 


8 


13 


28 


40.9 


. . 


0.78 


T 


4 




209 


Woonsocket • . 


. • 


. . 


. . 


. . 


. . 


. . 


. a 


. . 


. . 


. . 


* . . . 


. . 






Connecticut, 






























221 


Canton . . • 




48.9 


29.8 


19.1 


64 


8 


12 


28 


39.8 


. . 


0.70 


• . a . 


4 




222 


Colchester . 




49.6 


30.7 


18.9 


66 


' 8 


14 


28 


40.1 


. . 


• . 


• . . . 


. a 




223 


Hartford (a) . 




49.4 


33.8 


15.6 


64 


7 


15 


28 


41.6 


. . 


0.83 


. . • . 


4 




237 


Mansfield. • . 




47.1 


29.2 


18.9 


64 


8 


13 


28 


38.2 37.9 


0.82 


T 


6 


b 


226 


Middletown . 




49.9 


31.0 


18.8 


66 


8 


15 


28 


40.8:39.5 


0.75 


T . . 


5 


b 


228 


New Haven 




49.3 


34.1 


15.2 


69 


8 


17 


28 


41.7 


• . 


0.67 


T . . 


7 




229 


New London 




49.6 


36.8 


12.8 


65 


8 


18 


28 


43.2 


. . 


0.86 


T 


9 




230 


Slielton .... 




47.5 


30.3 


17.2 


65 


8 


15 


24 


38.9 


. a 


. . 


• • . . 


. . 




231 


Thompson . 




45.1 


32.8 


12.3 


63 


6 


12 


28 


39.0 


37.4 


. . 


. • . a 


. . 


a b 


233 


Voluntown . 




51.3 


28.8 


22.5 


68 


8 


13 


24 


40.0 


40.4 


I.IO 


. . • . 


3 


b 


235 


Waterbury . 




47.3 


27.6 


19.7 


63 


7 


14 


24 


37.4 


. . 


0.93 


T . . 


7 






New York, 




























251 


Albany 


45.4 


31.4 


14.0 


59 


6 


14 


24 


38.4 


. . 


1.18 


. . . . 


11 




252 


Boyd's Comers . 


• . 


• • 


. . 


65 


7 


18 


28 


. . 


40.5 


1.12 


T T 


5 


a b 


253 


Carmel ..... 


47.9 


29.8 


18.6 


66 


7 


14 


28 


38.6 


• • 


1.85 


T T 


5 




254 


New York (a) . 


• • 


• . 


• . 


69 


8 


19 


28 


. • 


43.9 


0.71 


. . 


5 


e 


255 


'* " (b) . 


52.8 


89.0 


13.8 


71 


8 


18 


28 


45.8 


• • 


0.82 


• • • • 


5 




258 


PoQghkeepsie • • 


49.3 


27.2 


22.1 


63 


6 


12 


28 


38.2 


• • 


0.79 


T . . 


6 




250* 


Setauket • • . . 


50.7 


37.3 


13.4 


67 


8 


20 


28 


44.0 


43.7 


0.74 


• • • • 


4 


b 


STATIONS REPC 


)RTING P 


RECIPI' 


TATIC 


)N ONLY.—NOVEMBER, 


1890. 










lotal 


Snow- 










Total 


Snow- 


No. 


Statiom 




Precip. 


fall. 


No. 


SrATio? 


r. 




Precip. 


faU. 


32 


Behnonty N.H. , 




1.68 


T 


159 


Salem (6), Mass. 




1.51 


T 


40 


Lake Village, *' 




1.83 


1 


166 


Waltham, 


i( 




• . 


• • 


44 


Mine Falls, ** , 




1.52 


• . 


171 


Winchester, 


Cl 




1.41 


. . 


48 


Pennich lick Station, ** 




1.22 


. . 


203 


Lonsdale, R 


> T 

Ir. J . 




0.68 


T 


53 


Weir's Bridge, ** 




1.60 


T 


206 


Paw tucket, 


(I 




0.74 


T 


55 


Wolfboro', * * 




r.99 


T 


238 


Birmingham, Conn. 




0.82 


• • 


75 


Cornwall, Vt. . . 




1.28 


T 


247 


Falls Village, 






1.00 


4 


107 


Boston (&), Mass. . 






1.11 


. . 


224 


Hartford (6), 






0.65 


T 


111 


Chicopee, ** 






1.72 


. a 


225 


Lake Konomoc, 






0.55 


• • 


112 


Clinton, '* . 






1.05 


. . 


249 


Lebanon 






0.94 


T 


119 


Fiskdale, '* . 






0.90 


T 


240 


New Biitain, 






• • 


• • 


130 


Leominster, " 






1.56 


2 


227 


New Hartford, 






• • 


• • 


138 


Medford, '* , 






1.36 


T 


241 


Newinglon 






• • 


• • 


142 


Mt. Nonotuck, *' . 






1.25 


1 


246 


No. Woodstock, 






1.10 


1 


143 


Mystic Lake, '* 






1.36 


. . 


248 


So. Manchester, 






0.78 


• • 


144 


Mystic Pumping Sta.,** 






1.36 


. . 


232 


Uncasville, 






0.90 


T 


150 


Newburypoit (6), *' . 






0.82 


T 


234 


Wallingford, 






0.97 


T 


15« 


Randolph, »* . 






1.10 


T 


245 


W. Simsbury, 






0.61 


T 


170 


Robert's Dam, '* , 






1.28 


. . 


257 


S. E. Reservoir, N. Y. 




1.09 


• • 





Notes. — a Maximum and minimum temperatures from thermometers not self-registering, b — Tri-daily readings of thermometer al 
7 Aai., 2 and 9 p.m.; mean obtained by formula : |(7 + 2 +9 + 9) c— Tri-daily readings of thermometer at other hours than 7 a.m., 2 and 
9 P.M.; a reduction to these hours applied in calculating the monthly mean (Smithsonian Contributions, Vol. xxi). d^-Two daily 
readings of thermometer at 8 a. m. and 8 p.m.; a correction applied in calculating means (see above), e-— Mean temperature from boar^ 
''^dinfiB. 
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Number. 1 


8TAT10V. 




Tk 


MPKKATUKK. 






rKKCIPITATlOH. 


1 

3 


• 

8 
E 

1 


* 

§ 

e 

c 

i 

2 


& 

1 


• 

1 

e 

4 


. 


6 

3 


1 


Ubam. 


Is 


Snowfall. 


13 


8 

r 

8 


J^<: 

1® 


1 

u 


li 

St 

12 




1 


3 


5 


6 


7 


9 


10 


14 


1 




o 


o 


O 


o 




o 




O 


O 


ill. 


tn. 


t)i. 






1 


New Brunmoick. 






























1 


St. John .... 
Maine. 


25.5 


7.1 


18.4 


47 


4 


-11 


3 


16.8 


16.4 


6.88 


25 


5 


15 


c 


2 


Bar Harbor . . 


27.1 


9.5 


17.6 


49 


4 


—9 


8 


18.3 


a . 


6.13 


18 


4 


13 




8 


Belfast 








35 


4 22 


- 8 


8 

31 




15.1 




27 


14 






U 


Calais 


24.5 


8.2 


16.3 


53 


4 


-10 


16.4 


5.79 


22 


J % 

8 


9 


a c 


4 


Eastport .... 


26.2 


9.1 


17.1 


52 


4 


-10 


3 


17.6 


• • 


2.62 


• . 


. . 


18 




5 


Fairfield .... 


17.5 


-2.7 


20.2 


42 


1 


-26 


31 


7.4 




3.39 


28 


16 


12 




6 


Gardiner .... 


• . 


. . 


. . 


• . 


. . 


. . 


• . 






. . 


. . 


a a 


. a 




7 


Kent's Hill. . . 


20.7 


2.1 


18.7 


35 


15,22 


-12 


81 


11.4 


• • 


8.68 


36 


18 


10 




8 


LewistoD .... 


23.3 


0.4 22.9 


37 


11 


-16 


81 


11.8 


11.9 


5.55 


46 


80 


12 


b 


9 


Majfield .... 


. . 


. • 


. . 


. ■ 


. * 


• . 


. . 


. . 


. a 


. . 


. . 




• • 




10 Orono 


22.0 


0.4 


21.6 


47 


4 


-36 


81 


11.2 


12.2 


4,10 


. . 


18 


15 


b 


11 


Petit Menan . . 


. . 


. a 


. a 


45 


4 


—5 


8 


. . 


21a5 


. . 


. . 


. • 


. . 




12 


Portland .... 


24.5 


9.4 


15.1 


41 


23 


—4 


30 


17.0 


• • 


5.08 


26 


14 


15 




15 


West Jonesport 
New Hampshire, 


. . 


. . 


. . 


40 


23 

1 


6 


3 


• • 


20.8 


• . 


. . 


. • 


• • 


ah 


33 


Berlin Falls . . 


21.5 


-8.1 


29.6 


40 


21 


-31 


29 


6.7 


a . 


. • 


. . 


. . 


# • 




84 


Berlin Mills . . 


24.4 


-6.4 


30.8 


48 


23 


-30 


2 


9.0 


• . 


4.30 


42 


80 


11 




37 


Concord .... 


25.4 


8.7 


16.7 


39 


23,27 


-11 


29 


17.2 


. . 


3.73 


27 


22 


6 




39 


Hanover (a) . . 


22.0 


4.0 j 18.0 


35 


1 


-20 


29 


13.5 


12.4 


4.66 


86 


18 


12 


b 


58 


** (5) 


25.2 


-0.8.26.0 


44 


23 


-24 


29 


12.2 


11.7 


2.80 


82 


19 


9 


d 


59 


Littleton .... 


24.2 


-2.1 


26.3 


38 


22 


-22 


29 


11.0 


10.6 


2.88 


26 


15 


13 


c 


42 


Maucliester (b) 


28.6 


8.2 


20.4 


42 


15 


-10 


29 


18.4 


19.3 


8.37 


20 


12 


12 


b 


43 


(c) 


28.3 


10.1 


18.2 


44 


23 


—5 


29 


19.2 


. . 


3.80 


23 


12 


12 




45 


r^asbua .... 


29.9 


11.0 


18.9 


48 


23 


—2 


8 


20.5 


21.3 


5-.03 


19 


13 


8 


c 


57 


Newton .... 


29.2 


9.7 


19.5 


48 


23 


—2 


18 


19.4 


. . 


4.23 


23 


18 


8 




86 


No. Chesterfield 


• • 


• • 


• • 


• • 


^ 





















47 


North Conway . 


24.7 


-0.5 


25.2 


41 


23 


-16 


29 


12.1 


• . 


5.98 


45 


• • 


6 




49 


Plymouth . . . 


24.1 


-0.1 


24.2 


39 


23 


-16 


9 


12.0 


• • 


8.94 


29 


24 


13 




51 


Stratford .... 


20.4 


-3.1 


23.5 


36 


22 


-25 


29 


8.6 


• • 


2.90 


28 


. . 


13 




52 


Walpole .... 


26.3 


3.8 


22.5 


42 


23 


-15 


29 


15.0 


• • 


8.91 


82 


26 


7 




54 


West Milan . . 
Vermont. 


22.3-4.8 

{ 


27.1 


40 


23 


-32 


29. 


8.8 


• • 


8.76 


86 


• . 


11 




71 


Brattleboro* (a) 

(6) 


27.6 8.6 


19.0 


44 


23 


-10 


29,80 


18.1 


18.4 


4.16 


83 


26 


• • 


e 


72 


28.0 11.8 


16.2 


43 


23 


—4 


29,30 


19.9 


19.7 


• • 


• • 


26 


. • 


e 


73 


Burlington • . . 


• • 


• • 


. . 


41 


23 


-10 


80 


• • 


13.1 


1.90 


25 


18 


19 


e 


74 


Chelsea .... 


1 




40 


2.^ 


-12 


28,80 
29 




13.0 

• • 


8.32 
3.50 


86 
85 


20 
24 


15 

7 


ab 


88 


Hartland . . . 


25.5 3.0 


22.5 


42 


23 


-18 


14.2 


77 


Jacksonville . • 


27.5 4.2 


23.3 


40 


23 


-16 


30 


15.8 


15.5 


5.05 


88 


30 


15 


e 


78 


Lunenburgh • . 


19.5 0.3 


19.2 


34 


22 


-14 


26 


9.9 


10.9 


8.10 


81 


35 


12 


b 


79 


Manchester • . 


1 
. . 1 . . 


• • 


• • 


• . 


% 






A A 












82 


Northfield . . . 


18.0 


0.4 


17.6 


41 


23 


-22 


29 


9.2 


• • 


1.91 


• • 


• • 


16 




87 


Saxton's River . 


. . 


• . 


. . 
























83 


Strafibrd .... 








40 


23 
11 
23 


-14 
-10 
-10 


80 

80 

28, 29 




13.4 
19.1 

• • 


8.30 
2.18 

• • 


80 
20 

• • 


24 

• • 

• • 


8 
4 

. • 


ab 
a e 


85 
89 


Vernon 






. . 


40 
40 


• • 

ii'.o 


WeathersfieldCt. 


23.7 


4.4 

1 


19.3 



68 



SUMMARY OF OBSERVATIONS FOR DECEMBER, 1800— (CONTINUED). 



No. 


Station. 


1 Temperature. 




PRECIMTATIOH. 


Notes. 






1 


2 


3 


4 


5 


6 


7 


8 


9 


10 


U 


12 


13 


14 






o 





O 


O 















in. 


in. 


in. 








Massaehuaetts, 






























101 


Amherst (a) • • 


• • 


• • 


• • 


46 


23 


—5 


29 


• • 


21.8 


8.16 


10 


. . 


. . 


a b 


102 


^ (b) . . 


30.3 


12.9 


17.4 


42 


23 


—6 


30 


21.6 


21.7 


8.18 


16 


9 


8 


b 


177 


" (c) . . 


31.0 


12.6 


18.4 


44 


11 


—5 


29,30 


21.8 


22.9 


2.86 


16 


10 


9 


e 


180 


Andover . . 


28.9 


13.3 


15.6 


47 


23 


2 


2 


21.1 


23.2 


2.69 


20 


8 


7 


b 


104 


Blue Hill (sum't] 


32.6 


14.2 


18.4 


53 


4 


— 1 


3 


23.4 


23.0 


6.26 


12 


7 


10 


c 


105 


** " (base) 


34.0 


15.1 


18.9 


55 


4 





30 


24.5 


• • 


4.93 


12 


7 


10 




174 


" <* (valley] 


34.4 


15.1 


19.3 


55 


4 





8 


24.7 


• . 


6.24 


12 


7 


10 




106 


Boston (a) • • . 


34.2 


17.8 


16.4 


56 


4 





3 


26.0 


. • 


3.72 


• . 


. a 


10 




175 


Brewster • • • . 


37.6 


22.1 


15.5 


52 


3 


7 


28 


29.8 31.2 


4.16 


7 


T 


12 


d 


108 


Cambridge (a) . 


32.3 


15.8 


16.5 


62 


8 


1 


8 


24.0 


• . 


6.15 


• a 


• • 


6 




109 


(b) . 


33.1 


14.6 


18.5 


52 


8 


2- 


8 


23.8 


• • 


4.40 


. . 


. . 


6 




110 


Cliestnut Hill • 


34.3 


16.6 


17.7 


54 


4 


1 


29 


25.4 


. . 


4.76 


6 


4 


9 




182 


Concord .... 


30.5 


12.5 


18.0 


50 


23 


—2 


30 


21.5 


• . 


4.48 


. . 


18 


9 




114 


Cotuit ..... 


34 9 


20.5 


14.4 


47 


23 


6 


29 


27.7 


. • 


3.85 


1 


. • 


9 




116 


Deerfield .... 


• • 


• . 


• • 


56 


10 


—9 


30 


. . 


21.1 


. • 


. . 


. . 


. . 


ab 


117 


Dudley ..... 


32.3 


13.2 


29.1 


49 


24 


—2 


13 


22.8 


• . 


8.24 


11 


. • 


8 




118 


Fall River . . . 


. • 


• • 


• • 


. • 


• • 


• . 


. . 


• • 


. ■ 


. . 


. . 


• . 


. . 




120 


Fitcliburg (a) , 


• • 


• • 


• • 


42 


23 


—4 


30 


. . 


20.8 


8.71 


16 


12 


10 


ab 


121 


- . (b) . 


29.0 


11.7 


17.3 


45 


23 


—6 


30 


20.3 


• . 


2.99 


18 


12 


11 




122 


Framingliani . . 


33.6 


14.6 


19.0 


60 


23 


1 


/ 


24.1 


. • 


5.20 


10 


• . 


9 


f 


123 


Gilbertville . . . 


31.3 


13.3 


18.0 


43 


25 


6 


30 


22.3 


. • 


3.75 


18 


8 


10 




124 


Qroton (a) . . 


30.0 


14.0 


15.9 


48 


23 


2 


30 


22.0 


• . 


3.28 


20 


13 


8 




125 


" (&) . . 


. • 


• • 


• • 


. . 


. • 


. . 


• • 


. . 


• . 


. • 


• • 


• • 


. . 




178 


Kendal Green . 


. . 


. a 


• . 


50 


23 





2,30 


. • 


. . 


5.55 


14 


• . 


9 




127 


Lake Cocbituate 


35.0 


12.5 


22.4 


53 


23 


—2 


3, 13 


23.8 


. a 


6.26 


• . 


• . 


8 


9 


128 


Lawrence . . . 


31.0 


11.2 


19.8 


47 


22, 2i 


—3 


29 


21.1 


• . 


4.96 


20 


14 


11 




129 


Leicester .... 


31.3 


13.2 


18.1 


49 


4 


—2 


3 


23.3 


21.3 


3.93 


12 


• • 


• . 


h 


131 


Long Plain . . • 


31.4 


20.2 


11.1 


48 


3 


1 


29 


25.8 


• . 


6.47 


• • 


. . 


9 


a 


133 


Lowell (b) . . 


29.9 


13.6 


16.2 


46 


23 


—4 


29 


21.7 


• • 


4.46 


• • 


16 


7 




136 


" (c) . . . 


29.8 


12.8 


17.0 


48 


23 


2 


29 


21.3 


. . 


• . 


. . 


. . 


• • 




176 


'« (cl) . . . 


28.7 


15.0 


13.7 


48 


23 





3, 29 


21.9 


• . 


. • 


• • 


• • 


6 




134 


Ludlow 


29.4 


11.3 


18.3 


45 


17 


—8 


29 


20.2 


• . 


3.41 


12 


10 


12 




135 


Lynn 


30.7 


13.9 


16.8 


46 


23 


1 


8 


22.3 


. . 


6.39 


• . 


. . 


7 




183 
139 


IMansfield .... 








'45 
54 


14 
4 



1 


2, 29 
29 


25.7 


24.6 


5.02 
4.08 


11 
6 


4 


12 

7 


ah 


I\li(ldleboro* . . 

• 


34.2 


■ ■ 
17.2 


17.2 


140 


Milton 


31.4 


15.6 


15.8 


50 


23 





8 


23.5 


25.6 


5.48 


7 


• • 


8 


h 


141 


Monson. • • • • 


32.5 


10.4 


22.1 


48 


4,23 


-10 


80 


21.4 


• • 


8.53 


11 


10 


12 




173 


Nabant . • • • • 


36.3 


22.2 


14.1 


49 


23 


7 


9, 13 


29.2 


• • 


• . 


. . 


. . 


• . 


9 


146 


Nantucket . . . 


38.1 


24.1 


14.0 


52 


4 


11 


20, 29 


31.1 


• . 


2.70 


• . 


• • 


16 




147 


New Bedford (a] 


36.4 


17.5 


18.9 


47 


3 


3 


8 


27.0 


27.4 


6.49 


7 


3 


7 


b 


148 


u (5 


37.5 


19.7 


17.8 


53 


4 


6 


h 


28.6 


• • 


6.02 


1 


. . 


9 


h 


149 


Newburyport (a^ 


33.4 


14.5 


18.8 


50 


23 


1 


18 


23.9 


23.4 


6.51 


18 


10 


13 


b 


152 


Nortbampton • 


30.9 


15.0 


15.9 


41 


23 


1 


29 


23.0 


• • 


8.25 


. . 


14 


9 




153 


Plymouth • • • 


• • 


. • 


• . 


58 


21 


7 


2 


• • 


28.4 


8.61 


6 


. . 


8 


ab 


154 


Princeton . • • 


• . 


9.7 


. • 


. ■ 


. . 


—6 


29 


. • 


• • 


• . 


. . 


• • 


• • 




155 


Pro vmce town • 


88.6 


22.9 


15.7 


51 


4 


10 


29 


30.7 


• • 


8.48 


9 


6 


12 




158 


Snlem (a^ . • . 


• • 


. . 


• . 


• . 


• . 


. • 


. « 


• • 


• • 


• . 


• . 


. . 


• • 




160 


South Hmgbam 


• . 


16.8 


. . 


. ° • 


. • 





29 


• • 


• • 


4.98 


7 


. . 


9 




161 


Springfield . . . 


29.7 


15.6 


14.1 


46 


23 


1 


29 


22.6 


28.9 


8.15 


18 


8 


11 


b 


162 


Swampscott . . 


. . 


• . 


. . 


. . 


• . 


. . 


• • 


• • 


• . 


. * 


. . 


. . 


. • 


m 


163 


Taunton (a) . . 


37.7 


17.7 


20.0 


55 


4 


2 


29 


27.7 


27.2 


• . 


. . 


. . 


• • 


b 


164 


- {b) . . 


37.4 


17.4 


20.0 


55 


4 


3 


8,29 


27.4 


• • 


4.21 


10 


6 


8 




165 


^ " (^) • • 


37.0 


17.2 


19.8 


56 


4 . 


1 


29 


27.1 


• • 


4.28 


• • 


a . 


12 




'181 


Wakefield . . . 


34.8 


15.4 


19.4 


53 


4 





29,80 


25.1 


• • 


6.62 


16 


10 


6 


A • 


168 


Wellesley • . • 


38.2 


15.8 


22.4 


52 


3 


—1 


80 


27.0 


29.7 


2.74 


• . 


. . 


8 


b 


169 


Westboro* . . • 


32.0 


16.8 


15.2 


52 


23 


—2 


80 


24.4 


. . 


4.17 


16 


11 


8 


a 


170 


Williamstown • 





m 


^ m 





• • 


• • 


• • 


• • 


• • 


• • 


• • 


. • 


• • 




172 


Worcester • • • 


• • 


• • 


• • 

• • 


• • 


• • 


• • 


• • 


• • 


. • 


• • 


. • 


. • 


• • 
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T 



No. 


Statioh. Temperaturs. 1 


Precipttatioh. 


Notes. 


1 


2 


3 


4 


5 


6 


7 


8 


d 


10 u 


12 


13 


14 




o 


o 


o 


o 




c 







o 


in. in. 


in. 








Rhode Island. 


























201 


Block IslaDd . . 


38.4 


24.3 


14.1 


54 


3 


10 


13 


31.4 


• • 


2.57 2 


• . 


• • 




202 


Bristol 


36.8 


20.7 


16.1 


50 


8,4 


5 


8 


28.7 


28.2 


4.95 8 


4 


12 


b 


210 


Kingston .... 


36.3 


17.4 


18.9 


52 


4 


3 


29 


26.8 


• . 


6.16 9 


8 


6 




204 


Newport .... 


. . 


. . 


. . 


• . 


• 


• • 


• • 


• . 


» . 


. . . a 


• . 


• • 




205 
207 


Olneyville . . . 
Providence (o) . 


38.3 
36.4 


21.7 
20.5 


16.6 
15.9 


54 
52 


4 
23 


6 
6 


3 
3 


30.0 

28.4 






4 


• • 

12 





28.0 


5.28 10 


208 


(Jb) . 


35.9 


16.7 


19.2 


51 


4 


2 


3 


26.3 


. . 


4.33 8 


\ 4 


9 




209 


Woonsocket . . 
Connecticut, 


• • 


. . 


• « 


• • 


* • 


• • 


• • 


. . 


. . 


. . . ■ 


1 


. . 




221 


Canton 


28.0 


15.1 


12.9 


48 


23 


1 


8 


21.6 


. . 


4.20 15 


1 10 


5 




222 
223 


Colchester . . . 
Hartford (a) . . 


36.2 
29.7 


17.2 
17.3 


18.9 
12.4 


53 
46 


4 
23 


2 
. 


29 
29 


26.7 
23.5 










b 


23.1 


8.30 11 


1 • • 


'lO 


237 


Mansfield .... 


32.2 


14.6 


17.6 


48 


23 


2 


29 


23.4 


23.4 


4.21 7 


' 8 


13 


b 


226 


Middletown . . 


33.3 


17.4 


15.9 


52 


23 





29 


25.4 


24.7 


4.46 8 


\ 6 


7 


b 


228 


New Haven . . 


33.9 


19.4 


14.5 


51 


23 


5 


29 


26.6 


. . 


2.90 8 


E 4 


13 




229 


New London . . 


36.4 


22.5 


13.9 


52 


3 


8 


29 


29.4 


. . 


8.93 7 


2 


11 




230 


Slielton 


. • 


. . 


. . 


. . 


• • 


• • 


• • 


. . 


• . 


. . • « 


• . 


. • 




231 


Thompson . . . 


27.1 


18.9 


8.2 


46 


23 


2 


• 

t 


23.0 


22.7 


• . • < 


• • 


• • 


abi 


233 


Voluntown . . . 


35.1 


17.7 


17.4 


50 


3 


2 


29 


26.4; 26.9 


5.03 S 


1 . . 


8 


b 


235 


Waterbury . . . 
Nevo Toi'k, 


28.8 


16.0 


12.8 


46 


23 


—3 


29 


22.4 


. . 


5.21 IC 


1 1 6 

t 
1 


8 




251 


Albany 


26.9 


12.8 


14.1 


46 


28 


— 2 


20, 80 


19.8 


. . 


2.94 . . 


1 . . 


14 




252 


Boyd's Comer . 


. . 


. • 


• • 


45 


11, 23 


2 


30 


• . 


26.8 


3.69 11 


4 


9 


a b 


253 


Cannel 


32.2 


17.0 


15.2 


45 


11 


1 


30 


24.6 


. . 


8.99 IC 


) . . 


9 




254 


New York (a) . 


• . 


. . 


• • 


49 


8 


13 


28 


. • 


29.9 


8.70 11 


. . 


9 


e 


255 


'* " {b) . 


38.4 


24.8 


14.1 


54 


8 


13 


29 


31.4 


• • 


5.43 . , 


» . . 


13 




258 


Poughkeepsie • . 


32.4 


14.7 


17.7 


45 


11 


—8 


29 


23.6 


. . 


8.96 10 8 


9 




250' 


Setauket .... 


38.6 


24.2 


14.4 


54 


4 


11 


29 


31.4 '31.0 


5.65 € 


; 8 


11 b 1 


STATIONS REPORTING P 


RECIPr 


TATION ONLY.— DECEMBER, 1890. 


., 1 « Total 


Snow- 


^_ ^ Total I Snow- 1 


No. I Station, I precip. 


fall. 


No. 1 Station. IVecip. 

1 


full. 


32 t Belmont, N.H. . . 


4.41 


85 


159 


Salem (6), Mass. . . 


. . 5.62 


16 


40 


Lake Village, *' 






4.97 


42 


166 


Waltham, " 


. . 5.15 


. . 


44 


Mine Falls, 






4.55 


. . 


171 


Winchester, *' 


. . 4.26 


8 


48 


Penniehuck Station, *' 






4.68 


. • 


203 


Lonsdale, R. I. 


. . 5.25 


8 


53 


Weir's Bridge, *' 






4.87 


39 


206 


Paw tucket, '* 


. . 5.06 


10 


55 


Wolfboro', ** 






8.92 


22 


238 


Birmingham, Conn. . . 


. . 8.80 


8 


75 


Cornwall, Vt. . . 






2.74 


22 


247 


Falls Village, *' 


. . 4.45 


12 


107 


Boston {h)y Mass. , 








8.82 


. • 


224 


Hartford (6), '* . . 


. . 3.48 


• 8 


111 


Chicopee, *' 








• • 


. . 


225 


Lake Konomoc, *' 


. . 7.61 


• • 


112 


Clinton, '* , 








4.28 


. • 


249 


Lebanon *' 


. . 4.62 


8 


119 


Fiskdale, '* . 








2.40 


8 


240 


New Britain, " 


. . . a 


• • 


130 


Leominster, " 








3.48 


14 


227 


New Hartford, ** 


. . 1.75 


18 


138 


Medford, ** 








4.14 


. a 


241 


Newington ** 


• . . • 


• • 


142 


Mt. Nonotnck, '* , 








2.57 


16 


246 


No. Woodstock, *' 


• . • . 


. • 


143 


Mystic Lake, " . 








5.08 


8 


248 


So. Manchester, " 


. . 8.38 


. • 


144 


Mystic Pumping Sta.," < 








4.27 


a . 


232 


Uncasville, " . . 


. . 5.76 


6 


150 


Newbiiryport (6), ** , 








2.91 


. • 


234 


Wallingford, *' 


. . 4.18 


• . 


156 


Randolph, ** , 








3.40 


3 


245 


W. Sinisbury, ** . . 


. . 4.03 


18 


179 


Robert's Dam, *' . 








4.17 


8 


257 


S.E. Reservoir, N.Y. . . 


. . 4.41 


• • 



KoTBS. — a. Maximum and minimum temperatures from thermometers not self-registering, b — ^Tri-daily readings of thermometer at 
t' AtM.y fi and 9 p.m.; mean obtained by formula: | (7+24-9-4-9). c— Tri-daily readings of thermometer at other hours than 7 a.m., 2 and 
9 P.M.; a reduction to these hours applied in calculating the monthly mean (Smithsonian Contributions, Vol. xxi). d — Two dailj 
leadings of thermometer at '8 a.m. and 8 p.m.; a correction applied in calculating means (see above), e — Mean temperature from bonrlj 
readings. /^Minimiun on 8d, iSith, SOth. ^—Temperature record for 26 days, h — Biinimum on 8d, 8d, 29th. t — Minimum on 28tliy 



70 



DAILY PRECIPITATION AT CERTAIN STATIONS. 



No. 



4 
2 
5 
6 
7 
8 
12 

51 
84 
47 
49 
89 
40 
87 
52 
45 

81 
78 
73 
82 
75 
74 
79 
77 

159 
149 
104 
122 
120 
123 
152 
134 
155 
146 
114 
153 
148 
163 

202 
207 
201 

288 
229 
224 
234 
235 
230 

251 
253 
255 
256 



Station. 



St. John, N. B. . • 



Eastport . • Me. 
Bar Harbor . 
Fail-field. • • 
Gardiner • • 
Kent's Hill . 
Lewiston 
Portland 



• • 



• • 



Stratford. N.H. 
Berlin Mills • 
North Conway 
Plymouth 
Hanover 
Lake Village 
Concord. • . 
Walpole . , 
Nashua • • « 



• • 



• • 



Newport • . Vt. 
Lunenbargh • 
Burlineton • 
Northneld. • 
Cornwall • • 
Chelsea . • • 
Manchester • 
Jacksonville • 



Salem . . Mass 
Newhuryport 
Blue Hill . . 
Framingham 
Fitchburg • . 
Gilbert ville . 
Northampton 
Ludlow . • • 
Provincetown 
Nantucket • 
Cotuit . . • • 
Plymouth . . 
New Bedford 
Taunton. • • 



Bristol. . . R 
Providence . 
Block Island • 



Voluntown Conn. 
New London . 
Hartford . . . 
Wallingford . . 
Waterbury . . 
Shelton .... 



Albany . . N.Y 
Carrael . 
New York 
Setaaket 



. • 



0.01 
0.07 



0.03 
0.29 



0.10 
0.02 
0.07 
0.01 















01 
02 



04 



08 



05 



T 
T 



. • 



0.02 



3.40 

0.11 
0.02 

0.20 



0.20 
0.05 

0.86 
0.85 



0.10 

• . 

0.01 
0.20 

• • 



0.17 
0.07 
0.18 



0.09 



0.08 

T 



0.05 



• • 



• • 



• • 



0.01 



• • 



0.02 



0.02 



T 
T 



. • 



0.41 
0.63 



0.05 
0.02 



T 

0.05 

0.26 

• 

0.03 
0.19 



0.87 



0.03 



0.10 



0.22 
0.09 

0.21 
0.16 
0.05 
0.10 



0.12 
0.07 



0.05 
0.08 



0.08 

0.02 
0.11 
0.01 



0.65 
0.03 
0.47 



0.84 
0.08 
0.22 
0.06 



6 



0.84 

0.41 
0.52 
0.36 
0.35 



0.25 
0.34 

0.65 
0.62 

0.33 
0.06 
0.22 
0.20 
0.18 
0.09 



0.58 
0.37 
0.53 



0.41 



0.80 

0.87 
0.19 
0.11 
0.19 
0.11 
0.14 

0*05 



0.05 
0.03 
0.08 



0.02 

0.04 
0.05 
0.04 

0.02 
0.02 



T 

0.02 



I 



0.05 
0.05 
0.03 

T 



0.02 









0.05 






0.04 

T 

0.02 



0.01 
0.01 



0.01 
0.04 
0.01 

T 



8 



0.26 
0.20 

T 

0.08 
0.09 



0.06 

T 



0.14 
0.41 
0.06 
0.03 

• • 



. • 



0.08 

T 



0.22 



0.12 



• • 



• • 



0.02 



0.02 
0.03 

T 



0.03 



T 
T 

T 

. . 



T 

0.04 



9 



0.40 



0.08 
0.08 



• • 



0.02 



0.08 



• • 



0.01 



. • 



0.03 



T 



10 ' u 






0.04 
0.10 

0.05 
0.12 

0.16 
0.17 

0.05 

0.18 



0.15 
0.14 



O.IO 
0.30 

0.32 



0.38 
0.28 



0.49 
0.82 
0.91 
0.53 
1.16 
0.77 
0.75 
0.33 



12 



0.42 

0.18 
0.58 
0.51 
0.46 



0.05 
0.10 

0.48 






0.50 
0.30 ! 0.01 



0.16 

0.21 
0.37 
0.12 

0.13 

0.17 
0.05 



0.82 

0.10 

• 

0.20 
0.28 



0.09 



0.20 
0.48 



0.85 

0.87 
0.56 
0.35 
0.63 
0.53 
0.63 
0.52 
0.50 



0.01 
0.49 



13 



0.28 

0.16 
0.12 
0.10 
0.15 



14 



• • 



0.10 
0.20 

0.24 

0.40 
0.41 
0.25 
0.14 
0.10 

. 1*5 
0.06 



.07 



0.48 
0.18 
0.12 
0.57 



0.07 0.82 



0.30 
0.15 
0.35 

0.25 

0.19 

0.04 



. . 



0.32 
0.20 0.05 
0.18 0.30 



0.11 



0.18 
0.12 
0.05 
0.03 



0.80 
0.16 
0.06 
0.11 



0.01 
0.03 

0.01 

0.04 
0.05 



0.05 



0.21 

T 

0.17 
0.41 
0.01 

. • 
• . 

0*.25 
0.39 



0.18 

0.14 
0.05 

T 

0.04 
0.10 
0.16 
0.10 
0.10 



. a 



T 

T 

0.02 






0.84 0.15 
0.06 






T 
T 






* Pr«cipiUtIoii included In that of foUowinf day. 



SELECTED GEOGBAPfllCALXT JANUABT, 1890. 



7£ 



No. 


15 


16 


17 


18 

0.03 

T 

0.07 

T 
T 

T 
T 

T 


19 


20 

0.06 

0.48 
0.60 
0.18 
0.35 

0.40 
0.84 

0.18 

• • 

0.40 
0.20 

0.42 
0.29 
0.11 

• • 

• • 

T 

0.21 
0.41 
0.84 

0.58 

0.04 
0.10 
0.08 
0.08 
0.10 

0.1*2 
0.18 

0.4*4 

• • 
• 

0.12 
0.13 

0.05 
0.09 
0.88 

0.10 
0.18 
0.11 
0.17 
0.27 
0.24 

0.05 
0.31 
0.18 
0.18 


21 


22 


23 


24 


t 


25 


26 i 


27 


28 2\ 


9 1 30 

. . . 

1 

. . . 

. . . 
. . . 

T 

. 0.01 

. • . 
. * . 

• 

T 

• 

*. 0.11 

! 0.05 

• • • 

• • • 

T 

! 0.03 

. 0.28 
. 0.16 

. 0.30 

• 

'. 0.06 

! 0.09 
. 0.22 

! 0.58 
. 0.40 
. 0.28 
. 0.23 
. 0.31 

. 0.23 

• 

*. 0.37 

. 0.30 
. 0.31 
. 0.16 
. 0.15 
. 0.13 

• • . 

. 0.06 
. 0.28 
. 0.57 
. 0.84 


31 


1 

4 
2 
5 
6 
7 
8 
12 

51 
84 
47 
49 
89 
40 
87 
52 
45 

81 
78 
78 
82 
75 
74 
79 
77 

159 
149 
104 
122 
120 
128 
152 
184 
155 
146 
114 
158 
148 
168 

202 
207 
201 

288 
229 
224 
234 
285 
280 

251 
258 
255 
256 


0.65 

0.44 

• 

• 
• 

0.57 
0.55 

0.38 

« . 
• 

0.68 

0.86 

• • 
• 

• 
0.60 

0.40 
0.28 

0.08 

• 

• 

0.78 

0.82 
0.42 

0.59 

• 

0.77 

• 

0.87 
0.75 

. . 
0.85 

0.75 

• 

• 
0.99 

• 

0.90 

• 

0.80 

1.08 
1.00 
0.77 
1.20 
0.90 
. • 

0.50 

• 

1.25 
0.80 


0.98 

0.54 
1.51 
1.21 
1.35 

0.46 
0.61 

0.65 
1.20 
1.18 
0.34 

0.21 

• 

0.80 
0.90 
0,15 

0.72 
0.85 
0.56 
0.89 
0.92 

0.28 

0.28 
0.28 
0.41 
0.74 
0.28 
1.20 
0.20 
0.83 

0.05 
0.12 
0.95 
1.27 
0.36 

0.26 
1.24 

0.09 

0.60 
0.75 
0.32 
0.88 
0.30 
0.04 

0.15 
1.28 
0.32 
0.06 


0.04 

0.80 
0.01 

T 

0.01 


• • 

• • 

T 

• 

0.l'2 


0.02 

0.10 
0.01 

T 

0.1*6 

T 

• • 

• • 
T 
T 


0.02 
0.08 

0.0*1 

• • 

0.07 
0.02 

0.48 

• • 

• • 

• • 

• • 

• • 

0.03 

• • 

T 

0.1*2 

T 
T 

. . 

0.08 

• • 

• • 

• • 

• • 

• • 

• • 

0.01 

• • 

• • 

• • 

• • 

T 

• • 

• • 

T 


. a 

• • 
• 

0.02 

. • 

0.07 
0.07 

• • 

0.3*0 
0.12 
0.04 
0.89 
0.04 
08 
0.06 

• • 
• 

• 

0.05 

0.10 

• 

0.1*6 

0.05 
0.06 
0.06 
0.09 
0.08 

0.0*6 
0.10 

0.04 

0.16 

• 

0.12 
0.08 

0.04 
0.10 
0.07 

0.20 
0.10 
0.01 
0.06 
0.16 
0.05 

0.02 
0.05 
0.01 

T 


0.04 

0.20 
0.18 

• • 

• • 

0.0*2 
0.06 

0.05 

• • 

0.1*0 
0.18 
0.03 

0.1*2 

• • 

• • 

• • 

• • 

• • 

• • 

• • 

• • 

• • 

0.0*2 
0.44 

• • 

0.01 

. • 

T 

• • 

• • 

• • 

• • 

0.02 

• • 

T 
T 


0.16 
0.01 


1 
• • 

0.11 
0.24 

0.10 

• 

• • 

0.01 

• 
0.35 


. . 

0.01 
0.02 
0.15 

0.24 
0.15 

0.29 

0.8*8 
0.43 
0.47 
0.41 
0.62 
0.52 

• • 

0.1*8 

0.45 

• 

0.88 

0.61 

0.46 
0.48 
0.47 
0.52 
0.60 

0.68 
0.67 

0.67 

0.47 

• 

0.46 
0.60 

0.55 
0.64 
0.28 

0.50 
0.51 
0.54 
0.38 
0.89 
. • 

0.06 
0.33 
0.28 
0.25 


. • . 

0.8*0 ! 

0.0*1 .' 
0.08 ! 

0.02 . 

• • • 

• • • 

• • • 


. • 
0.04 

T 

0.05 

. . 

0.07 
0.01 

T 
T 

0.07 
0.14 

T 

T 

0.08 
0.01 

0.08 

0.08 

0.02 

T 

0.02 
0.25 
0.07 
0.09 
0.08 
0.05 

• . 

• * 

• . 

T 

0.01 

T 

0.26 
0.05 

T 
T 
T 

0.01 

• • 

• • 

• • 

T 
T 



T Trace, whtn predpitAtion ii lass than 0.01 inch* 
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DAILY PRECIPITATION AT CERTAIN STATIONS, 



No. 

1 


Station. 


1 


2 


3 


4 


5 


6 

1 • 


7 


8 

1.30 


9 

0.18 


10 

• • 


u 


12 

0.23 


13 


14 


St.John,N.B. . . 


. • 


1 

• . 0.54 1 . . 

1 


0.76 . 


. • 


• * 


. . 


4 


Eastport . • Me. • 
Bar Harbor .... 


0.03 




0.32 


. . 


0.42 . 






1.20 


0.18 


* • 




0.08 




. . 


2 






0.01 


• 


0.81 . 






• 


1.09 


T 




0.03 




• 


5 


Fairfield 






0.06 


• 


0.32 , 






1.07 


• • 


. . 








0.20 


6 


Gardiner 






0.08 


• 


0.25 . 






1.41 


• • 


• • 








• 


7 


Kent's Hill .... 






. . 


• 


0.34 , 






1.32 


• • 


• . 








0.38 


8 


Lewiston 




. • 


0.11 


0.12 


0.21 . 






1.53 


• . 


• . 








0.10 


12 


Portland 






0.09 


0.12 


0.19 






1.54 


0.04 


• . 








0.05 


51 


Stratford, N.H. . 






. • 


• 


0.85 . 






1.04 




• . 




0.02 




0.15 


34 


Berlin Mills .... 






0.03 


• 


0.63 






1.44 




. . 




0.10 




0.25 


47 


North Conway . . 






• . 


• 


0.84 




• 


1.21 




. • 




. . 




0.58 


49 


Plymouth . • • • • 




« 


0.19 


0.12 


0.16 






1.36 




* • 




. • 




0.14 


39 


Hanover 




T 


. . 


0.21 


• • < 




T 


0.89 




* • 




• . 




0.02 


40 


Lake Village • . • 




0.11 


. • 


0.23 


• • 






1.43 




• • 




. • 




0.18 


37 


Concord ••••.. 




0.10 


0.08 


0.04 


• . 






1.25 




. • 




. . 




0.23 


52 


Walpole • • . • • 




0.15 


• . 


. . 


. . 1 






1.16 




T 




T 




0.22 


45 


Nashua 




0.04 


0.04 


0.10 


0.01 . 




T 


1.21 




0.03 




. . 




0.24 


81 


Newport . . Vt. . 




• . 


• . 


. • 


. • 




. . 


. . 




. . 




. . 




. . 


78 


Lunenburgh. . • • 




• . 


0.01 


. • 


. . 




. . 


0.85 




. . 




. • 


0.45 


. . 


73 


Burlington .... 
Northfield 




• . 


. . 


• 


0.25 




• 


0.56 




* . 




T 




• 


82 




T 


0.01 


0.06 


0.24 




. . 


1.05 


T 


. . 


T 


0.01 




0.03 


75 


Cornwall 


0.20 


. • 


. . 


• 


1.64 




. . 


1.08 




. . 




. . 




0.22 


74 


Chelsea 




. . 


0.07 


0.03 


0.30 




• . 


1.04 


0.08 


. . 




0.02 




« 


79 


Manchester .... 




. . 


• . 


. . 


. . 




. . 


. . 




. . 




• • 




. . 


77 


Jacksonville. . . . 




• 


0.15 


0.16 


0.55 




« 


1.21 




0.03 




0.02 




« 


159 


Salem . . Mass. . 




• 


0.09 


• 


0.12 




. . 


0.73 




0.02 




. . 




• 


149 


Newburyport . . . 


T 


T 


0.10 


0.14 


. . 




T 


0.96 




0.02 




. . 




0.16 


104 


Blue Hill 


. . 0.04 


0.07 


0.09 0.01 




T 


1.04 




0.05 


T 


. . 




0.30 


122 


Framingham . . . 




• 


0.13 


• 0.18 




• 


0.85 




0.07 




. . 


. 


0.25 


120 


Fitchburg 




0.01 


0.06 


0.16 i 0.01 




. . 


1.16 




0.02 




. * 




0.33 


123 


Gilbertville .... 




T 


0.08 


0.07 


0.08 




. . 


1.72 




0.19 




0.07 




0.32 


152 


Northampton . . . 




. . 


• . 


0.44 


0.02 




. . 


1.52 




. . 




• • 


, 


0.58 


134 


Ludlow 




0.03 


0.07 


0.23 


• • 




. . 


1.91 




0.02 




• • 




0.10 


155 


Provincetown . . . 




0.03 


0.06 


0.02 


T 




T 


0.94 


0.01 


T 




• • 




0.38 


146 


Nantucket .... 




. . 


0.02 


0.01 


0.01 




• . 


0.81 


0.09 


. • 




0.01 


• • 


0^1 


114- 


Cotuit 




. • 


• . 


0.11 


. a 




• . 


081 


. . 


. . 




0.02 




0.52 


153 


Plymouth 




. . 


.' . 


0.13 


0.13 




. . 


• 


1.09 


T 








• 


148 


New Bedford . . . 




0.15 


• . 


0.02 


• . 




• 


0.78 


. . 


. . 








0.52 


163 


Taunton 


0.02 


0.03 


0.03 


0.02 


• • 




T 


1.55 


• . 


0.02 








0.54 


202 


Bristol . . . R. I. . 


. . 


. . 


0.10 


• . 


T 




T 


0.92 


. . 


0.01 








• 


207 


Providence .... 


* . 


• 


0.09 


0.02 


. . 




T 


1.49 


. . 


T 






\ \ 0.36 


201 


Block Island .... 


0.01 


T 


0.02 


T 


0.04 




. . 


0.46 


0.02 


T 


0.01 




. . iO.30 

1 


283 


Voluntown Conn. 




. . 


0.03 


T 


. . 




T 


1.43 


• • 


. • 


. . 






0.311 


229 


New London . . . 




0.03 


0.01 


0.02 


T 




. . 


0.66 


0.01 


T 


T 




\ ." 0.20 


224 


Hartford 




0.08 


. . 


0.13 


. • 




• 


1.91 


. . 


. . 


. . 




. . 0.48 


234 


Wallingford .... 




T 


0.10 


0.09 . . 




. • 


1.14 


. . 


. . 


. . 




. . :0.66 


235 


Waterbury • . . . 




. . 


0.14 '0.12 


• . 




• 


1.87 


. . 


. • 


. . 




. . .0.61 


230 


Shelton 




0.80 




0.12 


. . 




0.77 


0.74 


. . 


. . 


. . 






0.62 


251 


Albany . . N.Y. . 




T 


0.02 


0.22 


0.06 . 




T 


0.88 


0.02 


0.02 


0.02 0.02 




0.16 


253 


Carmel 




0.07 


• 


0.29 . 




• 


2.04 


• . 


• . 


. . 


• . 


\ \ 1.151 


255 


New York .... 




0.08 


0.06 1 0.16 


. . • 




T 


1.11 


• . 


T 


. . 


. . 


. . 1 0.741 


256 


Setauket 




0.07 


0.04 


0.11 


• . • 




T 


0.70 


* . 


T 


. . 


. * 




0.63 

■ 



* Precipitation included in that of following day. 
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I 



No. 



4 
2 
5 
6 
7 
8 
12 

51 
84 
47 
49 
89 
40 
87 
62 
45 

81 
78 
73 
82 
75 
74 
79 
77 

159 
149 
104 
122 
120 
123 
152 
184 
155 
146 
114 
153 
148 
168 

202 

207 
201 

233 
229 
224 
234 
235 
230 

251 
253 
255 
256 



15 



0.40 

0.41 
0.48 

0.10 

0.15 
0.07 



0.05 
0.1*6 



• • 



• • 



0.19 
0.08 

0.1*5 

0.57 



0.29 
0.01 
0.01 



0.35 
0.15 
0.75 

0.76 



0.48 
0.02 



0.01 



0.02 



• • 



16 



• • 



17 18 19 20 



T 



• • 



21 



0.01 
0.01 



T 



• • 



0.03 



0.13 
0.20 

0.15 

* 

0.19 
0.29 
0.29 

0.10 



0.81 
0.49 
0.21 
0.45 

0.67 
0.77 



0.16 0.24 
0.16 0.35 
0.63 



0.20 

0.23 

0.28 
0.08 
0.43 

0.21 
0.10 

0.14 
0.33 



0.24 
0.25 



0.60 

0.50 
0.16 
0.22 
0.62 
O.Go 
0.61 
0.75 

0.03 



0.52 



_ ( 



0.61 
0.34 
0.53 
1.24 
0.70 
0.80 



0.14 



0.06 



0.59:0.07 



0.47 0.40 



0.26 
0.66 
0.19 

0.38 
0.05 



• • 



03 







0.40 



0.17 
0.30 
0.11 
0.37 



0.85 







• • 



0.21 
0.20 
0.18 



0.85 
0.19 0.94 
0.04 0.40 



0.24 
0.04 



0.08 

0.07 
0.16 



0.07 

0.09 
0.02 

0.12 

0.14 



0.68 
0.72 



0.75 
0.46 
0.56 
0.65 
0.65 
0.52 
0.52 
0.47 



0.03 0.02 0.53 
* 10.1310.60 



0.01 0.03 



0.02 
0.10 
0.02 



0.03 



0.54 



0.34 



3.00 



0.50 
0.36 
0.55 
0.46 



0.18 0.20 0.34 
0.36 



• • 



T 

0.06 



0.98 
0.67 



62 



30 



02 



22 



23 



0.01 







01 



24 



0.05 
0.18 

0.30 
0.15 



25 



0.10 

0.08 
0.36 
0.14 

0.31 
0.20 



26 


27 


0.94 


• • 


0.73 


0.08 


0.76 


• • 


0.49 


• • 


0.89 


T 


• . 


. • 



28 



0.03 
0.39 



0.15 0.65 



0.07 



0.04 

« 

0.09 



T 

0.05 



0.42 

0.88 

« 
0.51 



0.32 
. . 10.47 
0.12 0.23 



0.23 



0.92 
0.69 
0.09 



0.42 
0.25 
0.20 

0.19 



0.18 0.58 0.80 



0.10 
0.02 

0.04 

0.08 



0.05 
0.65 
0.39 

0.49 



0.10 
0.02 
0.11 
0.04 

0.04 



T 
T 

0.09 
0.06 

T 

0.10 

0.04 

0.22 
0.15 



0.50 
0.40 
0.24 
0.03 

0.20 

* 

0.25 

0.27 

0.08 

0.20 
0.10 
0.12 
0.10 

0.12 

0.20 
0.21 
0.04 
0.02 



0.70 
0.09 
0.11 
0.80 
0.09 
0.10 






0.05 
0.30 
0.14 
0.05 

0.44 
0.28 
0.15 



0.44 
0.05 

0.03 
0.05 

0.03 
0.21 



0.02 



0.01 
0.01 



. a 



T 



• • 

0.02 
0.01 

0.10 
0.10 

0.22 
0.42 

0.32 
0.34 
0.47 
0.30 
0.55 
0.23 



0.25 
0.12 0.04 
0.40 
0.24 
0.45 



0.21 



0.03 J. 63 



T 



• • 



T 
T 



0.06 



T 



0.10 
0.25 
0.10 
0.40 
0.17 
0.30 
0.44 
0.35 
0.09 
0.15 
0.22 
0.54 
0.50 
0.20 

0.15 
0.22 
0.11 

0.25 

0.70 
0.40 
0.40 
0.33 
0.66 

0.10 
0.44 
0.47 
0.55 



T Trace, when prectpiUtioa is leu thmo 0.01 ioch. 
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DAILT PKECIPITATION AT CERTAIN STATIONS, 



No. 

1 


Station. 


1 


2 
0.80 


3 

1.20 




4 


5 


6 


7 
0.28 




8 






9 




10 


1 


U 


12 


13 

0.88 


14 


St. John, N. B. . • 


1.01 


. a 


a . 


0.15 


a . 




• • 


. . 0.13 


0.06 


4 


Eastport . . Me. . 
Bar Harbor • . . • 


0.89 


0.24 


0.62 


a a 


0a05 


0.28 


0.04 


. . 








• • 


0.02 • 0.04 


0.19 


0.24 


2 


• 


0.87 


0.54 






T 


• 


0.43 


















• 


0.12 


• 


• 


5 


Fairfield 


0.38 


• 


1.16 






0.10:0.70 


a a 


















a a 


a a 


0.25 


• 


6 


Gardiner 


• • 


. a 


• . 






a a 


. . 


. . 


















a a 


. a 


• • 


a a 


7 


Kent*8 Hill .... 


. • 


a . 


. . 






a a 


. . 


. . 


















a a 


a a 


a a 


. • 


8 


Lewiston 


0.27 


0.16 


0.52 






0.88 


0.63 


. . 


















0.01 0.02 


0.18 0.28 


12 


Portland 


0.45 


0.18 


1.06 





.01 


0.14 


0.64 


T 


















0.04 


0.02 


0.09 : 0.56 


51 


Stratford, N.H. . 


0.21 


. • 


0.22 






0.88 


0.48 


• . 


















a . 


a . 


0.15 


. . 


84 


Berlin Mills .... 


• • 


0.10 


. a 






0.18 


0.52 


a a 


















. . 


• a 


0.50 


• 


47 


North Conway . . 


0.40 


0.32 


a . 






• 


• 


0.78 


















• 


• 


• 


• 


49 


Plymouth 


0.15 


. . 


0.12 






0.83 


0.48 


a a 


















• 


0.08 


. . 0.40| 


89 


Hanover . . . . • 


. a 


. . 


0.04 






0.05 


0.48 


a a 


















0.01 


. a 


. . 0.201 


40 


Lake Village . . .' 


• . 


. . 


a . 






. a 


. . 


a a 


















a a 


. • 


. a 


. . 


87 


Concord. . . • . . 


0.05 


0.08 


0.55 






0.08 


1.02 


a a 


















0.03 


T 


0.02 


0.60 


52 


Walpole 


Ct 


. . 


0.10 






0.09 


0.54 


• • 


















• 


0.08 


• 


• 


45 


Nashua 


0.16 


• 


0.97 






0.06 


1.62 


a a 


















T 


0.02 


a a 


0.74 


81 


Newport • . Vt. . 


• . 


. . 


. . 






• . 


. . 


a a 


















a a 


. . 


a a 


. . 


78 


Lunenburgh • . • . 


T 


. a 


0.40 






0.60 


0.60 


. . 


















0.02 


0.08 


0.10 


0.28 


73 

82 


Barlintrton • • . • 
Northfield 


0.04 


. a 
a a 


0.01 






0.2*2 


0.87 


a a 


















0.05 


a a 
a a 


0.05 


0.18 


75 


Cornwall 


• . 


• a 


a a 






a . 


0.68 


a a 


















a a 


a a 


0.84 0.86 1 


74 


Chelsea 


0.08 


a a 


0.10 






0.10 


0.88 


• • 


















T 


T 


0.08 0.481 


79 


Manchester . . . • 


• • 


. . 


a a 






a a 


• 


a a 


















^ 9 


# • 




^ ^ 


77 


Jacksonville. . . . 


0.07 


T 


0.08 






0.16 


0.55 


• • 


















0a08 


0a04 


0.02 


0.85 


159 


Salem . . Mass. . 


• 


0.68 


0.55 






a . 


0.54 


• . 


















0.08 


a . 




0.75 


149 
104 


Newburyport • . . 
Blue Hill 


0.29 
0.82 


• 
1.05 


1.20 
0.10 






0.02 
0.01 


0.61 
0.60 


• a 

• a 


















0.05 
0.18 


Oa02 

T 




0.72 
0.52 


122 


Framingham . . , 


• 


• 


1.18 






0.06 


0.88 


• • 


















• 


0.10 




• 


120 


Fitchburg ..... 
GilbertviTle .... 


0.18 


0.11 


0.41 






0.12 


0.76 


a a 


















0.05 0.01 




0.61 


123 


0.28 


0.09 


0.31 






0.12.0.98 


. a 


















0.07 0.03 




0.69 


152 


Northampton • . . 


. a 


. . 


0.15 






0.12 0.80 


a . 


















0.09 


. . 




0.65 


134 


Ludlow 


0.30 


0.05 


0.25 






0.14 0.40 


a . 


















0.10 


. a 




0.70 


155 


Provincetown . . . 


0.49 


0.25 


0.75 






0.02 , 0.28 


a a 


















0.80 


T 




0.56 


146 


Nantucket • • • . 


0.26 


0.18 


0.20 






• • 


0.59 


a • 


















0.76 


0.10 




0.01 


114 


Cotuit 


0.63 


• 


0.28 






0.02 0.35 


. a 




















0.81 




• 


158 


Plymouth 


T 


• 


1.65 






. . 


• 


Oa82 




















0.27 




• 


148 


New Bedford . . . 


0.27 


. . 


1.00 






0.01 


0.42 


. • 


















0.54 


. . 


• 


• 


168 


Taunton 


0.45 


• 


0.45 






T 


0.57 


• • 




















0.27 




• 


202 


Bnstol . . . R. I. . 


0.31 


• 


0.51 






0.01 


0.43 


. . 














• "• 




0.80 




• 


207 


Providence .... 


• 


0.48 


1.00 






T 


0.70 


. a 














^ ^ 




0.20 




• 


201 


Block Island .... 


0.46 


0.13 


0.09 






• . 


0.27 


• . 














0.88 


. . 


0.08 




0.17 


233 


Voluntown Conn. 


• 


0.50 


0.40 






T 


0.45 


. . 














• 


0.24 


0.04 




0.45 


229 


New London . . . 


0.60 


0.70 


0.36 






• • 


0.60 


. • 
















0.32 


0.05 




0.50 


224 


Hartford 


0.26 


• a 


0.30 






0.02 


1.09 


. • 
















0.11 


0.02 




0.47 


234 


Walliugford .... 


0.30 


0.03 


0.22 






. . 


0.73 


. . 
















• 


0.16 


• 


0.58 


235 


Waterbury .... 


0.16 


. . 


0.31 






0.05 


0.66 


. . 
















• 


0.16 


. . 


0.86 


230 


Shelton 


T 


0.30 


. . 






. . 


0.48 


. • 
















0.28 


T 


0.20 


0.77 


251 


Albany . . N.Y. . 


0.03 


T 


. . 






0.02 


0.90 


• • 
















0.10 


0.05 


0.05 


0.22 


258 


Poughkeepsie . • . 


0.13 


a . 


a a 






• . 


0.15 


a a 
















0.06 


0.09 


• • 


0.50 


253 


Carmel 


0.24 


. . 


a a 






0.08 


0.51 


• . 
















0.21 


a • 


• • 


0.40 


255 


New York .... 


0.27 


0.04 


0.40 






0.08 


0.63 


a a 
















0.48 


0.01 


0.06 


0.50 


256 


Setauket 


0.36 


0.08 


0.12 






T 


0.80 


• • 
















0.26 


T 




0.50 



Precipitation included in that of foUowing day. 



SELECTED GEOGRAPHICALLT.— MARCH, 1890. 



75, 



\ 



No. 


15 


16 


17 

0.02 


18 


19 


20 


21 


! 22 


23 


24 


25 


26 


27 

• • 


28 


29 


30 

0.08 


31 




1 


0.76 


0.18 


• . 


. • 


1.26 


0.69 


. . 


. . 


1.96 


0.11 


0.42 


• • 




4 


0.68 


0.25 


0.04 




. . 




0.56 


. • 


0.66 




. • 


0.66 


0.01 


0.16 


0.39 


0.08 






2 


• 


1.29 






. . 




• 


• 


1.03 






• 


1.19 




0.28 


• 


0.56 






5 
6 


• 


0.66 










0.54 


• 


0.31 






• 


0.38 




• r 


0.29 








7 
8 


0.68 


0.01 




0.06 


• • 




0.37 


0.40 


0.44 




* 


0.15 


0.41 




0.62 


0.23 


O.lV 






12 


0.66 


0.08 




T 


• . 




0.17 


0.50 


0.74 






T 


0.42 




0.28 


0.13 


0.12 






61 


0.47 


• • 


0.07 


• . 


• . 




0.26 


. • 


. . 






0.37 


. . 




. . 


0.50 


• . 




.•• 


84 


0.78 


. • 


• • 


. . 


• . 




0.15 


• . 


0.37 






0.21 


. t 




• 


0.70 


. . 




r 


47 


• 


0.35 


• • 


• • 


. . 




T 


• 


0.31 






« 


0.10 




* 


• 


0.60 






49 


0.61 


. . 


0.05 


• . 


. . 




0.27 


0.33 0.30 






0.17 


0.30 




0.70 


0.17 


• • 






39 
40 
87 


0.66 


. . 


• .• 


T 


• . 




0.16 


0.69 0.10 






. . 


T 




1.06 


T 


T 






0.56 




• • 

• • 




0.04 


; ; 


0.11 


1.35 








0.40 






0.53 


0.30 








62 


0.78 


. . 


• • 


. • 


0.10 




0.17 


• 


1.46 






« 


0.66 




• 


0.80 


. . 






46 


0.64 


. . 


• • 


• . 


0.26 




0.06 


1.04 


0.44 






0.26 


0.14 




0.63 


0.07 


• . 


T 




81 
78 
78 
82 


0.60 


. . 


• • 

• • 


0.80 






O.lV 


0.10 


0.09 






« • 

* 


0.26 




• 


0.40 


0.20 






o'.i's 


. « 


• • 

T 


0.08 




O.9N0 


0.10 


0.10 ! 0.36 






T 0.17 


0.01 


0.62 


0.1*4 


0.01 






76 


0.07 


• • 


• • 


• • 


. . 


. . 0.14 


• 


0.56 






0.43 


. . 




• 


• 


0.91 






74 
79 
77 


0.06 


• . 


0.03 


0.03 


. . 




0.24 


0.25 


0.03 






0.07 


0.17 




0.75 


0.16 


0.02 






0.49 


T 


0.04 


0.04 


o.u 




0.27 


0.6*8 


0.81 






• 


0.96 


0.01 


0.66 


0.24 




T 




169 


• 


0.83 






0.47 




0.06 


• 


1.66 






• 


0.84 




0.99 


• 


0.08 


• • 




149 


0.71 


0.04 






0.40 




0.07 


0.78 


0.68 






0.01 


0.38 




0.76 


0.20 


T 


. . 




104 


0.94 


. . 






0.50 




0.04 


0.81 


0.70 






T 


0.27 




1.28 


0.09 


. . 


T 




122 


1.44 


. * 






0.54 




• 


0.06 


2.19 






• 


0.86 




• 


0.80 


. • 


• 




120 


0.69 


. . 






0.45 




0.07 


0.82 


0.85 






0.18 


0.84 




0-48 


0.09 


• . 






123 


0.69 


0.03 


• • 




0.46 




0.20 


0.80 


0.98 


t 




. • 


0.65 




• 


0.84 


. . 






162 


0.41 


• . 




« « 


0.41 




0.18 


1.06 


0.61 






0.21 


. . 




1.18J . . 


• • 






184 


0.60 


T 


T 




0.20 




0.17 


1.00 


0.76 






0.40 


0.20 




1.00 0.05 


. . 






166 


0.84 


• . 


0.02 




0.60 




T 


0.87 


0.33 








0.24 




1.88 


0.02 


T 


^ ^ • 




146 


0.67 


0.03 


0.11 




0.20 


0.20 


0.08 


0.96 


0.45 








0.17 




1.10 0.01 


• • 






114 


1.05 


• . 


• • 




0.21 




0.08 


• 


1.88 








0.21 




1.54 


. . 


• . 






168 


» 


1.68 


• t 




• 


1.78 


• 


• 


2.22 








0.40 




• 


1.64 


0.28 






148 


1.31 


. . 


• • 




0.38 




0.05 


• 


1.80 








0.68 




1.63 


0.01 


. . 


0.20 




168 


1.66 


. . 


• • 




0.28 




• • 


1.24 


0.63 








0.85 




1.63 


0.08 


. . 






202 


1.46 


. . 


• • 




0.48 




0.05 


* 


2.11 








0.38 




1.94 


0.01 


. . 


0.16 




207 


» 


1.45 


• • 




0.80 




0.06 


« 


1.62 








0.28 




1.68 


T 


. . 


0.10 




201 


0.86 


0.01 


0.01 




0.58 




0.04 0.60 


30 








0.22 




0.94 


0.04 


0.04 


T 




288 


0.82 


. . 






0.46 




0.30 


1.00 


0.55 






» 


0.41 




1.87 


0.03 


. . 


» 




229 


0.76 


. . 






0.73 




0.04 


1.87 


0.50 






T 


0.36 




1.60 


0.10 


0.02 


• • 




224 


0.68 


• . 


L . . 




0.78 




0.12 


1.29 


0.62 






0.10 


0.40 




1.03 


0.07 


. . 


. • 




284 


0.67 


. . 






• • 


0.45 


0.08 


0.80 


0.91 






• 


0.43 




1.06 


0.06 


• • 


• 




236 


• 0.54 


T 






0.55 


• • 


0.20 


0.88 


0.68 






• 


0.48 




1.01 


0.04 


T 


T 




230 


0.20 


T 






0.30 


0.60 


0.08 


2.26 


. . 






0.60 


. . 


0.25 


0.95 


T 


T 


0.20 




261 


0.16 0.03 






0.15 




0.17 


0.82 


0.30 






0.12 


0.11 


0.01 


0.46 


0.02 


. . 


• • 




268 


0.88 0.02 






0.61 




0.26 


1.05 


0.48 






0.32 


0.15 


• . 


0.50 


T 


T 


0.09 




258 


0.48 , . 






0.56 




0.32 


0.86 


0.89 






» 


0.36 


. • 


0.68 


. . 


• . 


. . 




266 


0.72 


• . 


T 




0.88 




0.16 


1.04 


0.32 






0.02 


0.13 


. • 


0.91 


0.01 


0.07 


0.06 




266 


0.84 


T 


. . 




0.60 


1 


0.06 1 0.88 

1 

1 


0.40 






T 


0.27 


. • 


1.80 


T 


0.06 


0.08 





T Trace, whtn pndpHatioD is Uit than 0.01 Ineh. 
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DAILY PRECIPITATION AT CERTAIN STATIONS, 



No. 



Station. 



4 
2 
5 
6 
7 
8 
12 

61 
84 
47 
49 
39 
40 
37 
52 
45 

81 
78 
73 
82 
75 
74 
79 
77 

159 
149 
104 
122 
120 
123 
152 
134 
155 
146 
114 
153 
148 
163 

202 

207 
201 

233 
229 
224 
234 
235 
230 

251 

258 
253 
255 
256 



St.John,N.B. . 



Eastport . . Me 
Bar Harbor 
Fairfield . . 
Gardiner . 
Kent's Hill 
Lewiston . 
Poitland . 

Stratford, N.H. 
Berlin Mills . . 
North Conway 
Plymouth . . 
Hanover . . 
Lake Village 
Concord . . . 
Walpole . . 
Nashua 



• • • 



Newport . . Vt 
Lunenburgb . 
Burlington . 
Noilhneld . . 
Cornwall . . 
Chelsea . . • 
Manchester . 
Jacksonville . 

Salem • . Mass 
New bury port 
Blue Hill . . 
Fraraingham 
Fitchburg . . 
Gilbertville . 
Northampton 
Ludlow . . . 
Provincetown 
Nantucket • 
Cotuit .... 
Plymouth . . 
New Bedford 
Taunton . . . 

Bristol. . . R 
Providence . 
Block Island . 



Voluntown Conn 
New London 
Hartford . . 
Wallingford . 
Waterbury . 
Shelton . . . 

Albany . . N.Y 
Poughkeepsie . 
Carmel 
New York 
Setaoket 



• • • • 



• • • 



I 



t 



0.05 
0.11 



0.02 



0.01 



0.01 

0.08 
0.04 
0.20 

0.03 
0.07 

o'.i'o 

0.21 
0.03 
0.29 

T 

0.22 

0.06 
0.11 
1.08 

0.22 
0.50 
0.08 
0.21 
0.18 



0.19 
0.21 
0.14 







.06 



5 



8 



9 10 U 12 13 



0.40 
0.10 



0.38 
0.26 

0.60 
0.47 

0.27 
0.27 
0.50 
0.33 
0.22 
0.08 



0.73 



0.64 

0.37 
0.25 
0.63 

0.47 
0.10 
0.15 



. a 
« • 



0.02 
0.10 



0.32 
0.561 . . 
0.54 0.04 



0.38 



0.18 

0.44 

» 

0.16 
0.51 
0.39 
0.29 
0.70 
0.10 
0.46 

« 
1.05 

0.25 

1.50 
1.30 
0.28 
0.30 
0.42 
0.42 

0.54 

0.47 
0.58 
0.80 



• • 

0.18 
0.04 
0.02 
0.18 

0.03 



0.04 
0.14 

1.06 
1.07 
0.05 

1.07 

0.84 
0.07 







0.04 



0.03 







22 



T 

0.05 

. • 
0.16 



0.05 0.22 0.06 



. . 0.09 
0.4G 



0.12 
0.43 
0.65 



0.39 0.08 0.58 0.05 



24 



0.46 



0.32 

0.42 
0.42 
0.44 
0.34 
0.69 
0.23 



0.33 

0.47 
0.66 
0.36 

0.1*9 

0.31 
0.20 
0.39 
0.41 
0.32 
0.36 

0.1*0 
0.34 
0.25 
0.26 

0.21 
0.34 

0.19 
0.21 
0.23 

0.37 
0.26 
0.37 
0.25 

T 

0.20 

0.27 

0.3*2 
0.18 
0.12 



0.14 

0.15 
0.18 



0.70 0.04 



0.12 
0.05 
0.08 

0.1*2 



0.15 

0.16 

» 

0.30 
0.37 
0.58 
0.28 
0.11 
0.02 

a . 

0.35 
0.13 

0.10 

0.37 
0.30 
0.30 

0.64 

0.05 
0.10 
0.23 
0.10 
0.26 



0.25 

0.48 
0.17 
0.57 
0.39 
0.38 
0.33 



0.03 



0.10 

0.1*3 

0.3*1 

0.71 
0.44 

0.54 

• 

0.31 
0.45 
0.42 
0.46 
0.10 
0.20 
0.25 

0.32 
0.18 

0.33 
0.32 
0.16 

0.20 
0.42 
0.87 
1.00 
0.99 
0.40 

0.09 
0.65 
1.01 
0.42 
0.45 



0.01 



T 

0.01 
0.90 
0.01 
0.02 

. • 

0.02 
0.03 

0.34 



0.01 



0.01 



• . 



o'.0*2 



• • 



14 

0.08 
0.16 



I . 



0.15 



0.03 
0.05 
0.08 



0.18 
0.06 
0.32 

• • 

T 
T 



0. 



06 



« 



0. 



03 



0. 



06 






T 
T 

0.03 



* Precipitation included in that of following day. 
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SELECTED GEOGRAPHICALLY.— APRIL, 1890 
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No. 



15 I 16 



17 I 18 



4 
2 
5 

6 

7 

8 

12 

51 
84 
47 
49 
39 
40 
37 
52 
45 

81 
78 
73 

82 
75 

74 
79 

77 

159 
149 
104 
122 
120 
123 
152 
134 
155 
146 
114 
153 
148 
163 

202 

207 
201 

233 
229 
224 
234 
235 
230 

251 
258 
253 
255 
256 



0.16 
.09 



0. 



01 







.07 



0, 



02 



.03 



.08 



0, 



0, 



05 



19 20 



0.06 







01 



ZL 



• • 



22 



23 



0.02 



01 

T 



0.02 



T 



■ • 



24 



0.01 



25 







02 



T 

0.12 

T 

0.04 

• • 

T 

0.04 

T 

0.05 

0.16 

» 



26 



0.55 
0.08 
0.03 



0.44 

0.01 

0.14 

* 

0.10 
0.02 



. ■ 



0.10 

0.30 
0.01 
0.29 
0.21 
0.04 
0.20 
0.05 
0.25 
0.13 
0.02 
0.16 
0.30 
0.16 
0.25 

0.39 
0.30 
0.12 

0.25 
0.16 
0.80 
0.16 
0.84 
0.08 

0.10 
0.19 
0.49 
0.46 
0.18 



T 

o.i's 



T 

0.05 



» 

0*.05 

» 

0.20 

• • 



T 

0.06 

• 

0.04 
0.10 
0.06 

0.05 

• 



» 
» 

T 
T 

0.10 

T 

0.13 

0.06 

• 

0.23 
0.11 



27 



0.86 



0.24 



0.60 



28 



• • 

0.06 
1.09 

• • 



0.60 
0..')8 . . 
0.87 0.01 



0.65 
0.75 



29 I 30 I 31 



0.60 
0.71 
0.48 
0.62 
0.44 
0.45 

0.35 

0.57 
0.96 
0.86 

0.66 



0.65 
1.50 
0.93 
0.60 
0.78 
0.40 
0.65 
1.42 
0.12 
1.14 

1.70 

1.43 

1.27 

1.92 
1.58 
0.74 

0.75 

» 

0.44 

0.13 
0.21 
0.25 
0.17 
1.29 



T 

0.02 

0.03 

. • 
• • 

0.83 
0.04 
0.01 

0.01 
0.07 

0.05 
0.08 
0.26 
0.19 
1.45 
1.73. 
0.04 

0.06 
1.81 
0.09 



0.10 



• • 



0.50 



0.28 



0.02 








08 



02 



O.Ul 



T 

0.02 

• • 

T 



10 

01 









T Ttmc%p wh«n precipitation !• Imi than 0.01 inch. 
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DAILY PRECIPITATION AT CEUTAIN STATIONS, 



No. 

1 


Station. 


1 
0.09 


2 

0.18 


3 


4 
0.49 


5 


6 

0.88 


7 

0.17 


8 


9 

0.16 


10 

0.24 


U 


12 


13 


14 


St.John,N.B. . . 


1.80 


0.17 


0.15 


• • 


. . 


0.96 


4 


Eastport . . Mc. • 
Bar Harbor .... 


0.06 


0.16 




0.58 


1.82 


0.22 


0.24 


0.22 


0.44 


0.23 


0.24 




. • 


0.25 


2 


0.11 






* 


2.25 


1.28 


• • 


0.46 


. . 


0.44 


• • 




• . 


0.12 


5 


Fairfield 


0.56 






• 


* 


2.72 


• • 


• 


0.24 


• 


0.33 




0.10 


0.86 


6 


Gardiner 


0.45 






» 


• 


• 


2.70 


0.25 


• • 


0.42 


• • 




T 


0.10 


7 


Kent's Hill • . . • 


0.36 






0.60 


0.70 


• . 


• 


1.00 


0.04 


• • 


0.60 




0.03 


0.75 


8 


Lewiston • • . . • 


0.51 




! ! !0.26 


0.96 


0.76 


0.01 


0.31 


0.03 


0.35 


0.15 




U.04 


0.58 


12 


Portland 


0.30 






0.21 


1.46 


0.48 


• . 


0.18 


0.04 


0.26 


0.03 




T 


0.05 


51 


Stratford, N.H. . 


0.25 






• 


0.79 


0.94 




• • 


» 


0.68 


. • 


. . 


• 


1.00 


34 


Berlin Mills .... 


0.15 






• 


0.52 


0.72 




• ■ 


» 


0.55 


• • 


0.50 


» 


0.70 


47 


North Conway . . 


• • 






« 


• 


2.08 




. • 


. • 


• 


0.35 . . 


» 


• 


49 


Plymouth 


0.25 






0.43 


0.51 


0.47 




• • 


• • 


0.78 


• . 




0.18 0.58J 


39 


Hanover 


0.16 






0.06 


0.41 


0.82 




. • 


• • 


0.40 


. • 




T 


0.331 


40 


Lake Village • . • 


0.26 






♦ 


1.47 


0.40 




. • 


• . 


0.49 


• • 




• 


1.091 


37 


Concord ...*.. 


0.10 




0.01 


0.02 


0.82 


0.53 




0.05 


. • 


0.15 0.23 




1.01 0.55 1 


52 


TValpole 


0.20 




. • 


» 


0.76 


0.72 




• • 


. • 


• 


0.25 




0.21 • 1 


45 


Nashua 


0.12 




T 


0.37 


0.57 


0.64 




0.14 


• • 


0.05 


0.32 




. • 


0.47 


81 


Newport . . Vt. . 


• • 






. . 


. . 


• • 




• • 


• • 


. . 


• • 




• • 


• • 


78 


Lunenburgh . • • • 


. • 


0.70 




0.85 


» 


0.74 


0.10 


• • 


• 


0.71 


. • 




0.81 0.18| 


78 


Burlington . • . • 


• . 






• • 


• • 


• • 




. • 


• • 


• • 


. • 




. • 


. • 


82 


Northfield 


0.10 






0.35 


0.25 


0.23 


0.C3 


« • 


T 


0.40 


0.04 




0.49 


0.46 


75 


Cornwall 


• • 






• 


1.56 • • 




. • 


0.21 


0.25 


• . 




0.44 


0.81 


74 


Chelsea ...... 


0.08 






0.46 


0.37 


0.72 


0.02 


• . 


. • 


0.28 


• • 


0.04 


0.85 


0.57 


79 


Manchester .... 


• . 






• . 


• • 


1 




• • 


■ 
• 


• . 


• • 




• . 


. . 


77 


Jacksonville. . . • 


0.12 






0.10 


0.74 


0.78 




• ■ 


. • 


0.14 


0.85 




. . 


0.48 


159 : Salem . . Mass. • 


• 


0.16 




• 


0.98 


• 

1.04 




0.36 


. . 


0.02 


0.24 




• . 


0.05 


149 


Newburyport . . . 


0.28 


. . 




0.05 


0.95 


0.66 




0.40 


T 


0.04 


0.28 




. • 


0.08 


104 


Blue Hill 


0.21 


0.04 




0.41 


0.83 


1.03 


0.01 


0.29 


0.02 


0.04 


0.31 




• • 


T 


122 


Pramingham • • . 


0.18 


. • 




• 


0.89 


0.64 




0.21 


. • 


» 


0.31 




0.08 


» 


120 


Fitchburg 


0.08 


• • 




0.23 


0.45 


0.70 




0.09 


. • 


0.04 


0.87 




• • 


0.74 


128 Gilbertville .... 


0.06 


• • 




0.23 


0.87 


0.82 




0.03 


• • 


0.19 


0.49 




. . 


0.12 


152 Northampton . . . 


• • 


• • 




0.13 


0.99 


0.69 




• • 


. • 


• . 


0.42 




. • 


0.04 


134 Ludlow 

i 


0.10 


0.05 




0.10 


0.60 


0.79 




0.04 


• • 


0.15 


0.50 




• 


0.80 


155 


Provmcetown . . . 


• 


0.21 




» 


0.58 


0.80 


» 


0.12 0.04 


0.02 


0.35 




. • 


• • 


146 


Nantucket • . . • 


• . 


0.05 




0.04 


0.54 


. • 




0.22 


0.12 


T 


0.20 




. . 


a « 


114 


Cotuit 


. • 


0.10 




. • 


1.15 


0.14 




0.22 


• • 


• • 


0.32 




. . 


• • 


158 


Plymouth 


• 


0.24 




• • 


0.99 


• 


1.33 


• 


0.23 


• • 


0.45 




. . 


• • 


148 


New Bedford . . . 


0.19 


. . 


• • 


0.83 


0.53 


1.97 




0.28 


. • 


♦ 0.26 i 0.01 


. . 


0.14 


168 


Taunton 


• 


0.07 


• 


0.55 


1.00 


1.23 




0.24 


0.02 


02 J 0.26 


. . 


. . 


. . 


202 


Bristol •..».!.. 


» 


0.43 




• 


0.95 


1.87 




» 


0.13 


• 


0.27 


. . 


. • 


. • 


207 


Providence . . . • 





A 






• • * 


















. . 


201 


Block Island. • • • 


T 


0.32 


T 


0.24 


0.08 


1.86 


0.02 


0.44 


• • 

0.06 


O.oVo.12 

1 


• . 


. . 


• • 


238 


Voluntown Conn. 


T 


. . 




0.33 


0.46 


1.55 




0.15 


. • 


T 


0.20 


• * 


. • 


T 


229 


New London . . • 


0.12 


0.17 




0.47 0.25 1.45 




0.15 


. • 


0.02 0.33 i . . 


. . 


• • 


224 


Hartford 

YV7 lit !• m 


0.13 


• . 




0.30 


0.43 


0.79 




0.04 


• . 


. . .0.20, . . 


. • 


0.67 


234 


W allingford .... 


0.03 


. . 




0.35 


• 


1.43: . . 


0.06 0.14 


T 


• . 




» . 


0.15 


235 


Waterbury .... 


0.19 


• . 




» 


0.60 0.86 ! . . l0.02 . . 


» 


0.32 




• • 


1.44 


230 


Shelton 


. . 


• • 




0.71 


0.16 0.58 


• • 


0.10 0.03 


0.15 


• • 




0.16 


0.60 


251 


Albany . . N.Y. . 


0.21 


• • 




0.23 


0.81 


0.44 


• • 


. • 


• 


0.09 


0.11 




0.04 


0.611 


258 


Ponghkeepsie . • . 


0.08 . . 




0.21 0.40 0.75 . . 


. . 




0.05 0.45 




0.24 O.22I 


253 


Cnrmel ...... 


O.OG^ . . 




» 


0.79 1.05 . . '0.0."> 




0.1 1 0.26 




• • 


0.21 


255 


r^ew York .... 


0,44 0.08 




0.18 


0.26 0.38 1 . . 0.10 





0.0-2 0.11 




• . 


0.20 


256 


oetauket • • • • . 


0.24 . , 




0.20 0.26 0.45 


. • 


0.18 


. . 0.02 0.19 

1 1 




« • 


0.27 



* Precipitation included in that of following day. 
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No. 


15 


16 


17 


18 

• • 


19 


20 

0.67 


21 


22 2 


3 24 


25 


26 


27 

0.38 


28 


29 


30 

a . 


31 

♦ • 


1 


0.79 


• . 


. . 


. . - 


0.10 


. . . 


. . . 


• ■ 


. • 


1.29 


4 


0.30 


0.08 


• . 




T 


0.30 


0.24 








• • 


0.40 


0.96 


• • 


. . 


. . 


2 


0.31 


• • 


• • 




T 


0.95 


• . 








« 


« 


4.52 


« 


0.06 0.01 1 


5 


0.46 


• 


0.34 




« 


• 


0.41 








« 


• 


« 


2.26 


• • 


0.01 


6 


• • 


0.40 


T 




T 


0.49 


• . 








« 


• 


• 


2.50 


0.03 




7 


• 


0.29 


0.04 




0.11 0.46 


• • 






0.06 


« 


« 


1.90 


T 


T 




8 


0.54 


0.60 


0.03 




0.02 0.34 


. • 








0.08 


1.55 


0.38 


0.01 


. • 


T 


12 


0.35 


0.32 


0.02 




1 
• • 


0.21 


T 








0.10 


1.93 0.15 


0.01 


. . 




61 


• • 


0.27 


0.13 




1.00 


1.23 










• 


0.76 


• • 


• \ 


• . 




84 


• • 


0.15 


0.13 




0.56 0.74 






■ 




• . 


0.75 


• • 


0.10 


• . 




47 


0.41 


• ■ 


• • 




• 


0.95 










• 


1.53 


• • 


. . 


. . 




49 


• • 


0.08 


0.03 




0.34 


0.54 










0.89 


1.76 


• • 


. . 


. . 


f 9 


89 


0.04 


T 


0.04 




0.84 


0.43 










0.39 


1.10 


T 


. . 


a . 




40 


0.03 


• • 


0.04 




0.13 


0.43 










« 


2.05 


• . 


. . 


• • 




87 


0.10 


T 


0.02 




• • 


0.35 










« 


2.03 


0.08 


. a 


. • 




52 


0.26 


T 


T 




• 


0.57 










• 


1.79 


• • 


a • 


• a 




45 


0.88 


0.21 


• • 




• . 


0.12 










0.29 


1.13 


0.07 


. a 


a . 




81 


• • 


• • 


• • 




• • 


• • 










• • 


. . 


. . 


. • 


• « 






78 


• • 


0.50 


0.14 




0.74 


0.60 










0.78 


0.44 


. a 


a . 


. . 






78 


• • 


• • 


• • 




• • 


• • 










• • 


• • 


* . 


• • 


. • 






82 


0.08 


0.03 


T 


0.02 


0.29 


0.94 


0.04 








0,16 


0.36 


0.05 


. a 


• • 


, , 




75 


• • 


0.10 


0.18 




0.39 


0.99 










• 


0.52 i 0.09 


• • 


• « 






74 


• • 


0.08 


0.04 




0.48 


0.84 


0.03 








0.40 


0.53 


0.06 


T 


. • 






79 


• • 


• • 


• • 




• • 


• • 


« 








• • 


• • 


• . 


. • 


. . 






77 


0.24 


T 


0.02 




0.21 


0.80 




' • • • 






0.55 


1.28 


0.16 


. • 


. • 






159 


# 


0.63 


• • 




• • 


0.29 










• • 


• 


1.57 


. • 


• • 






149 


0.61 


0.20 


T 




• • 


0.50 










T 


1.56 


0.46 


0.01 


T 






104 


0.68 


0.01 


0.01 




• • 


0.59 










0.01 


1.10 


0.23 


T 


. . 






122 


0.77 


0.05 


• • 




• • 


0.53 










# 


1.10 


0.18 


• . 


• • 






120 


0.29 


0.25 


0.04 




0.27 


• • 










0.26 


1.56 


0.17 


• • 


• • 




128 


0.56 


0.10 


0.11 




• • 


0.43 










0.42 


1.66 


• • 


• • 


T 






152 


0.64 


• • 


• • 




• • 


0.50 










0.77 


1.25 


• . 


. . 


• . 






184 


0.50 


0.08 


0.05 




• • 


0.60 




* 






0.30 


1.30 


0.10 


• . 


T 


T 




155 


0.30 


• • 


• • 




• 


0.22 










• 


0.79 


0.06 


T 


. . 






146 


0.43 


0.01 


• • 




• • 


• . 


T 


T 1 


r . . 




• • 


0.62 


0.13 


T 


0.01 






114 


0.34 


• 


• * 




• • 


0.15 










. • 


0.87 


0.24 


• • 


. • 


T 


153 


• • 


0.45 


. . 




• • 


0.96 










• 


« 


0.72 


T 


• a 




148 


0.14 


• • 


. . 




0.11 


0.78 










« 


1.15 


0.11 


0.02 


a • 




168 


0.38 


0.02 


* . 




• • 


0.60 




T 






T 


1.32 


0.05 


• • 


a • 






202 


0.43 


0.09 


• . 




* . 


0.73 










« 


0.99 


0.09 


. • 


. a 






207 


• • 


• • 


* • 




. . 


• . 










• • 


. . 


. . 


• • 


• a 






201 


0.33 


0.05 


« • 




• . 


0.38 










0.01 


0.41 


T 


* • 


. . 






233 


0.45 


• • 


• • 




• • 


0.80 










0.11 


0.60 


. . 


• • 


• • 






229 


0.50 


0.03 


• « 


T 


• • 


0.30 










0.12 


0.58 


0.02 


• • 


• • 


T 




224 


0.82 


0.18 


0.03 




• • 


0.75 










0.52 


1.08 


T 


• » 


« 


0.08 




234 


0.60 


0.23 


0.10 




• • 


0.93 










1.05 


0.15 


. . 


a • 


• • 






235 


0.29 


0.38 


T 




• • 


0.74 










« 


1.08 


. • 


• • 


« • 






230 


0.25 


0.27 


• • 




• • 


0.52 










1.57 


0.04 


a • 


• • 


• • 






251 


0.01 


0.09 


T 




0.62 


0.84 




. . 1 


r 0.01 




0.75 


0.33 


T 


• • 


• • 






258 


0.16 


0.05 


• • 




T 


0.45 




• • • 


• • • 




0.52 


1.15 


• • 


• • 


• • 






253 


1.10 


0.33 


• • 




• • 


1.04 




• • • 


• • • 




• 


1.08 


• • 


• • 


• • 






255 


0.23 


0.04 


• • 




0.06 


0.28 







r • • 




0.16 


0.51 


• • 


• • 


T 






256 


0.57 


T 


• • 




• • 


0,50 




• • • 


• • « 




0.12 


0.50 


• • 


• • 


. • 


__J^ 



T Trac«, when precipiution ii Ims than 0.01 inch. 
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DAILY PRECIPITATION AT CERTAIN STATIONS 



No. 

1 


Station. 


1 


2 3 


4 


5 


6 


7 


8 




9 


1 


10 


u 


12 


13 14 


St.John,N.B. . . 


• • . 


. . . 

1 


• • 


• • 


• • 


0.19 


0.23 


0.04 


. . 


0.16 


. • 


. . 0.24 


4 


Eastport . . Me. . 
Bar Harbor .... 


0.04 . 


. . . 


• • 


0.16 


• • 


0.32 


0.18 


T 




T 


• • 


0.18 0.17 


2 




. . . 


• 


0.48 . . 10.31 




. . 




• 


0.15 


• 1.28 


5 


Fairfield 




. . . 


• 


0.52 . . 


0.26 












• • 


• 


• 


0.76| 


6 


Gardiner 




• . . 


. . 


. . 


• • 


. . 












• • 


. . 


. • 




7 


Kent's HUl . . . . 




. . . 0.83 '0.03 


• 0.65 












• 


• 


1.72 O.lll 


8 


Lewiston 




. . . 0.80.0.04 0.10 0.06 












0.03 0.30 1.00 0.09 1 


12 


Portland 




• • • 


0.70 


0.14 


T 


0.10 












T 


0.78 1.32 0.041 


61 Stratford, N.IL . 




. . . 0.88 


0.04 0.06 


• . 












0.50 


• 


0.15 


.. 


84 Berlin Mills . . • . ' 




. • • 


0.96 0.05 


• 0.08 












• . 


• 


0.69 . . 1 


47 North Conway . . 




. . • 


• 


• 


• 1.13 












. . 


• 


♦ 1.881 


49 Plymouth 




. . . 0.46 0.84 '0.18 . . 










. . 1 0.05; 0.17 0.37 O.lOl 


39 Hanover 




. . . '0.44 1.82 0.26 T 












. . 0.28 0.08 0.08 


40 Lake Village . . . 




. . . * 1.08, . . 0.09 . . 










. . • 1.09 . . 


37 Concord ...... 




. . . 0.15 1.13 0.14 0.09, . . 










. . 0.31 0.60 0.05 


52 ! AValpole 




» . . . 


• 2.31 0.16 T 


• • 










* 


• ,0.561 


45 


Nashua 




. • . 


0.33 0.89 0.25 t 

1 \ 


• • 










T 0.25 1.34 0.01 

1 


78 


Lunenburgli, Vt. . 




. . . 


0.92 


1 
0.15 0.15 . . 


• • 










; 1 

. . 0.80 0.30 . . 


73 


Burlington .... 




. . . 


. . 


..!..'.. 


• • 










. . ' . . 1 . . : . , 


82 


Northfield 




> . . . 


0.53 1.14 0.43 0.12 


0.02 










0.03 0.16 0.09 0.04 


75 


Cornw^all 




1 . . . 


0.11 1.02 0.90 . . 


• • 










i 


74 


Chelsea 




> • . . 


0.84 


1.48 0.88 0.28 


• • 










0.05 0.18 0.18' T 


79 


Mancliester .... 






9 % 




















77 


Jacksonville. . . . 




» . . . 


0.29'0.48 0.19 0.15 

1 1 1 


. . 










0.25 0.35 0.20 0.16 

1 


159 


Salem . . Mass. , 




1 1 
. . . . 0.39 0.52 0.18 


0.38 


. • 










0.86 0.29 


1.15 0.021 


149 Wewhuryport . . . 




. . . . 0.21 0.53 0.15 0.28' . . 










0.12 0.20 1.44 0.04| 


104 Blue Hill 




. . . . 0.11 0.19 0.14 0.14! . . 










T 0.09 1.07 0.01 1 


122 


Jbrammgham . . . 




. . . . 0.25 • • 0.45' . . 










. . 


« • 


1.10 


120 I Fitcliburg 




. . . . 0.35 0.47 0.27 0.04 . . 










0.25 0.14 0.41 


• • 


123 Gilbertville .... 




« • . . 


0.51 0.17 1.17 0.07' . . 










. . ,0.09 0.06 


• • 


152 Northampton . . . 




. . . . 0.19 0.58 0.69 0.02 . . 










. . 0.20 0.17 O.lOl 


134 Ludlow 




. . 0.05 0.55 0.62 0.70 0.05 . . 










. • 


0.10 . . 0.10 


155 Provineetown . . , 




. . 0.15 1 . . 


♦ 0.85 . . 










« 


0.25 2.00 0.01 


146 Nantucket .... 




. . . . 0.06 0.02 i 0.01 0.06 . . 










. . 


0.14 2.20,0.15 


114 Cotuit. , 




. . . . ,0.07 0.05:0.13 0.38: . . 










« . 


0.06 2.49 i 0.07 


153 Plymouth 




. . . . 0.28 


• 


• 


0.76 


• • 










. . 


• 


• 


2.19 


148 


New Bedford . . . 




. . 0.06 • 


• 


1.29 


. . 


. . 










. . 


• 


3.77'0.02| 


163 


1 aunton 




. . 0.06 1 0.28 


1 0.02 


0.92 


T 


. . 










T 


0.07 2.05 


0.07 


202 


Bristol . . . R. I. . 




♦ 


0.08 0.26 


0.38 


1.00 


. . 










• • 


0.09 2.52 


0.18 


207 


Providence .... 




♦ 


0.20 


• 0.49 0.43' . . 










• • 


• 


• 11.071 


201 


Block Island .... 




1 . . . 


. . 


. . 0.34 0.27 


. . 










• • 


0.06 0.44 0.02 1 

1 1 1 


233 


Voluntown Conn. 




> • . • 


T 


0.12 


• 


1.44 


. . 










• • 


0.37 


0.90 


O.I5I 


229 


New London . . . 




. . T 


T 


. . 10.82 0.85 


. . 








\ \ 0.12 0.13 0.56;0.05| 


224 


Hartford 

Wallingford .... 




. . T 


0.15 0.21 1.46 0.16 


. . 








. . ,0.43, 0.06 0.12 


T 


234 




> . . . 


T 


1.10 0.62 . . 


. . 








0.02 0.70 


T 0.19 0.281 


235 


Water bury .... 




1 • . a 


. . 


. . j 1 .86 . . 


. . 






! 0.10 > . . '0.31 0.07 0.16| 


230 


Shelton 


• • • ' 


. . 0.03 


. . 


1.22 0.62 


. . 


. . 








. . 


0.87 0.18,0.10 0.01 1 

1 1 


251 


Albany . . N.Y. . 




» • • • 


0.20 


1 
1.42 0.44 0.02 


. . 








. . 1O.O9 


0.01 


0.04 0.19 


258 


Poughkeepsie . . . 




. . T 


. 0.19 0.86 . . 


. . 








0.16 . . 


0.50 


• 0.24 


253 


Carmel 




T 


0.37 


. . 0.92 . . 


. . 








. . 0.11 


0.55 0.12 O.44I 


255 


New York .... 




1 
• . . . . 


0.15 1.47 


. . 


. . 








. . 0.03 0.16 0.12 1.171 


256 


Setauket 




• . . 


0.02 


. . 


1.80 


. . 


. . 






1 


1 

. . ! T 

1 


0.11 0.24 0.16 

; 1 



* PrecipiUtioD included in that of following day. 
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No. 


15 


16 


17 


18 


19 


20 


21 


22 


23 


24 


25 


26 


27 

0.11 


2B 


29 


30 




1 


• • 


. a 


. . 


0.25 


• • 




. a 


0a02 


0.02 


0al5 


0.84 


0.44 


0.03 


• . 


0.06 




4 


• • 






0.14 








0.02 


0.06 


0al3 


1.08 


0.14 


0.11 


0.04 


. • 


T 




2 


• • 






0a02 


0.04 


T 




. a 


« 


• 


« 


• 


* 


0.87 


T 


T 




5 
6 
7 


• • 






• • 








« 


0.03 


Oa06 


1.21 


0.04 


0.03 


. a 




0.06 




• • 

• • 






• • 

T 






T 


• • 

• • 


a a 
a a 


• 


a a 
• 


1.22 


0.08 


a a 
a a 








8 


• • 


1 

a . m » 


T 








• • 


0.01 


0.73 


0a24 


Oa30 


OaOl 


T 








12 


a • 


. . i a . 


a a 








• • 


T 


0.27 


0a88 


0.35 


T 


T 








51 


• • 




1 










0.26 


0.73 


• 


Oa96 


0.30 


a a 










34 


• 














0.11 


0.73 


1.03 


0.12 


0.47 


0.05 










47 


• 














a • 


0.20 


• 


1.00 




a 










49 


0.10 














a a 


. . 


0al5 


0.53 














39 


• a 














a a 


0.08 


0.04 


0.10 


, , 












40 


• • 














a a 


• . 


0.50 


a . 


^ 












37 


0.01 














. • 


a • 


. a 


0a08 


, , 












52 


0.24 














• 


. a 


a a 


0al2 








. .- 






45 


T 














. a 


a . 


■ a 


0.32 




T 










78 


• • 














0.12 


0.57 


Oa75 


0.44 


0.22 


0al5 










73 


• • 














a a 


a . 


a a 


. . 




• • 










82 


• • 


T 






T 






a a 


a a 


0a06 


0.21 




OaOl 










75 


• • 














a . 


a • 


OalO 


0.35 




0a02 










74 
79 
77 


• • 








T 






. • 


0.03 


OalO 


0.15 




0.04 










0.1*5 


..la. 

. . 1 . . 

1 










a a 
a a 


a . 
. * 




0al2 




• • 

• • 










159 


• • 














a . 


• a 




0.42 


0.10 


• • 










149 


• • 














. a 


• • 


T 


0.36 


0.15 


• • 










104 


• • 








T 




T 


a . 


. . 




0.10 




T 










122 


• • 














a a 


a a 




0.06 




0.11 










120 


• • 














a a 


a • 




0.03 














123 


0.03 














0.07 


a . 




. . 














152 


0.06 














0.03 


a a 




0.07 














134 


0.05 








0.35 




OalO 


0.05 


. a 




0.15 














155 


• * 




• 




• • 






0.08 


a a 




0.15 


T 












146 


0.07 


T 






0.04 


T 




0.31 


OaOl 




0.31 


T 




0.11 


T 






114 


. • 








0.03 






0.23 


• a 




0.15 


0.02 




T 








153 


• • 








• • 




T 


• 


0a20 




0a03 


T 




• • 








148 


• • 








• 


0.13 


a • 


0.11 


a • 




• 


0.15 




a • 








' 163 


• • 








T 


a a 


T 


0.22 


. • 




0a08 


• • 




• • 








202 


• • 






T 


• 


0.05 


• 


0.16 


. . 




0a44 




0.01 


a a 








207 


a • 






• • 


0.27 


• • 


• 


0.06 


• . 




0.16 




T 


a a 








201 


0.03 






• • 


a a 


• • 


Oa06 


0.13 


• • 




a . 




• • 


. • 








233 


• • 






T 


T 


T 


0.03 


0.10 


a a 




0.15 




• • 


a a 








229 


. • 










T 


0.12 


0.18 


OaOl 




a a 




0.10 


. . 








224 


• . 


• • 










0.05 


0.17 


0a04 




T 




T 


0.01 








234 


• • 












0.47 


• • 


T 


0.06 


a a 






. • 


• 






235 


0.06 












• 


0.53 


• a 


0.02 


0al5 


• • 


• • 


. • 








230 


• • 












0.43 


• a 


• . 


0.14 


• . 






• • 








251 


0.01 








0.24 




a a 


T 


OaOl 




0.04 


0.01 




• • 




• • 




258 


• • 








a . 




• 


0.20 


0a30 




a a 


. • 




• • 








253 


• • 








. a 




• 


« 


0.68 




0.07 


. . 




. • 








255 


0.01 








a a 




0.76 


0.32 


. « 




• a 


. . 




• • 








256 


• • 






'• 


• a 




0.55 


Oa09 


« . 




. . 


• . 




. . 









T T^Ace, wh«n prtcipiUtioa ii Ims than 0.01 inch. 
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DAILT PRECIPITATION AT CERTAIN STATIONS 



No. 

1 

4 
2 
5 
6 
7 
8 
12 

51 
34 
47 
49 
39 
40 
37 
52 
45 

78 
73 
82 
75 
74 
79 
77 

159 
149 
104 
122 
120 
123 
152 
134 
155 
146 
114 
153 
148 
163 

202 
207 
201 

233 
229 
224 
234 
235 
230 

251 
258 
253 
255 
256 


Station. 


1 


2 

. • 

• 
* 

0.08 

. . 

0.08 

* 

0.01 
0.04 

T 

0.15 

T 

0.02 

• . 

• • 

0.01 

T 

. . 

T 

• • 

• 

T 

• • 

0.15 
0.01 

T 

. . 

0.50 
0.08 

T 

• ♦ 

0.16 
0,02 


3 


4 


5 






6 




7 

• . 

T 

• • 

. . 

• a 

• • 

• . 

T 
0.11 

0.04 

0.07 
0.01 

0.03 

0.04 

• 

0.04 

T 

0.03 
0.01 

0.53 
0.20 

• . 

• • 

T 

0.07 

. a 

0.1*2 

• • 

0.02 
0.01 

• • 

• • 

• • 

0.10 

a • 

• . 


8 

• • 

0.02 
0.10 

• • 

T 
T 

. . 

0.23 
0.07 
0.13 
1.05 

• . 

. . 

0.15 
0.17 
0.11 
0.26 
0.22 
0.05 
0.14 

• . 
0.01 

. . 

0.10 

• • 

• • 

• • 

0.03 

• . 

0.20 
0.13 

0.01 

• • 

• • 

0.02 

• • 




9 


10 


u 


12 


13 


14 


St. John, N. '. 

Eastport . . 
Bar Harbor 
Fairfield. . 
Gardiner . 
Kent's Hill 
Lewiston . 
Portland . < 

Stratford, N 
Berlin Mills 
Norih Conwj 
Plymouth . . 
Hanover . . 
Lake Village 
Concord. . 
Walpole . . 
Nashua . . . 

Lunenburgh, 
Burlington . 
Northfielil. . 
Cornwall . . 
Chelsea . . , 
Manchester . 
Jacksonville . 

Salem . . \ 
New bury porl 
Blue Hill . , 
Framingham 
Fitchburff . . 
QilbertviTle 
Northamptoi 
Ludlow . . . 
Provincetow] 
Nantucket . 
Cotuit . . . < 
Plymouth . . 
New Bedforc 
Taunton . . 

Bristol. . . 
Providence 
Block Island 

Voluntown ( 
New London 
Hartford . , 
Wallingford 
Waterbury , 
Shelton . . . 

Albany . . I 
Poughkeepsic 
Carmel . • , 
New York , 
Setanket . . 


B. 

Id 

• < 

»y 
\ 

[ai 
1 . 

Q . 

• < 

R 

1 4 

• 

Do 

f t 
• « 

^: 


. < 

[e. . 
[. , 

• 
* • * 

> • 4 

n. . 

98. . 

L 

mn. 

K • * 

• i 
• 

• « 

Y. . 

• t 

• 

• • 


1 


• • 

0.02 

. . 

T 
T 

. • 

T 

• . 

T 


0.05 

0.07 
0.44 

• • 
• 

1.39 
0.23 

0.90 

0.96 

• 

1.55 
0.87 

0.48 

• 

T 

1.10 
0.43 
0.62 
0.10 
0.57 
0.36 
0.60 

T 

0.01 
0.03 
0.10 
0.08 
0.17 
0.15 
0.30 

T 

. • 

. a 

T 

0.02 
0.07 

0.02 

T 
T 

0.1*6 
0.45 
0.61 
0.65 
0.02 

0.15 
0.16 
0.55 
0.63 
0.65 


0.01 

0.02 

1.35 

1.34 
0.35 
0.17 

• • 

1.96 

• . 

2.07 
0.21 
2.30 
0.06 

• • 

0.01 

. . 

• • 

0.34 

T 

0.27 

T 

« 

0.09 
0.63 
0.46 
0.35 

• • 

• • 

> 
. . 

0.03 

. • 

a • 

T 
T 

• • 

♦ 

0.01 

0.26 
0.28 
0.14 
0.08 

. . 


0.6 

0.3 
0.0 
0.1 

0.0 
0.1 
0.2 

0.2 
0.1 

T 

0.2 

• 

. 

0.2 
0.0 

• 

0.0 
0.0 

T 

• 

o.oi 

0.0 
0.0 

. 4 

* 
• 4 

0.5 
0.0 
0.2 


2 

7 
1 
6 

5 
9 

7 

1 

7 

7 

5 

• 
4 

» 
• 
5 

2 

1 
1 

6 
3 

1 

9 

» 

6 
2 
9 





.0 


1 





a 
• 
• 

• 
a 



a 
* 
. 



. 

* 
• 




< 
• 


.03 

.07 

• 
• 
• 

T 

• 
• 

.95 

a 
a 

.1*2 

• 

.11 
.1*2 

T 
T 

a 
a 
a 
. 


a 
1 


• 

P 


a 

o'. 


03 


• • 
. . 

a a 
a a 

• a 

T 
T 

• a 

T 

• • 

• • 

• • 

• • 

• • 

• • 

• • 

• • 

T 

• • 

• • 

• • 

• • 

0.01 

T 

0a05 

T 

0.01 

T 

0.01 

T 

. a 
a . 

T 
T 

. a 

0.42 

a a 

• • 

• • 
a a 


a 







a 



< 
• 





• 

.20 
.18 

.48 
.17 

T 

• 

.05 

a 

.05 
.30 


• « 

• 
0.07 



Precipitation included In that of following day. 
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83 



i 



} 



No. 


15 


16 


17 


18 


19 


20 


21 22 


23 24 


25 


26 


27 


28 


29 


30 


31 


1 


0.20 


0.24 


. • 


• • 


• • 


0.14 


• • • • 


. . • . 


0.33 


0.37 


• . 


■ • 


• • 


0.08 


4 


■ • 


0.70 


• • 


0.01 


• . 


0.08 


0.10 . . 




0.38 


0.08 


0.06 




• • 


• • 


0.03 


2 


T 


• • 


T 




T JO.IO 


0.01 . . 




0.04 


0.36 


. • 




• • 


• • 


0.01 


5 

6 
7 


0.01 


. • 


• . 




0.15 '0.40 

1 






• 


1.55 


. • 




• • 


• • 


0.07 


0.15 


. « 






0.50 


0.02 






« . 
• 


1.76 


• • 
■ ■ 






• • 

■ « 


0.05 


8 


0.40 


• . 


. • 




0.27 


0.04 






1.65 


0.40 


. « 




. . 


• • 


0.14 


12 


• . 


. . 


. • 




0.23 


T 






1.43 


0.80 


. . 




. . 


■ • 


0.45 


61 


0.25 


. . 


. • 


0.15 


T 


• • 






0.66 


. • 


. . 




. . 


0.03 


0.10 


84 


0.35 


0.10 


0.50 




0.15 


■ • 






0.92 


0.50 


• • 




0.38 


• • 


• • 


47 


• . 


• . 


• • 




• . 


• • 




« 


• 


1.87 


. • 




• • 


. . 


0.82 


49 


• . 




. . 




0.08 


• • 






1.75 


0.29 


• • 




• • 


. . 


0.58 


89 


• . 


. . 


T 




0.07 


• • 






1.06 


0.10 


. . 




• 9 


• * 


0.56 


40 


0.07 


• . 


• • 




• . 


• • 






• 


2.04 


• • 




• • 


• . 


0.40 


87 


• a 


■ . 


. . 




0.05 


0.03 




! . 0.03 


2.10 


0.78 


. • 




• • 


. . 


0.22 


52 


. . 


. . 


. . 




T 


0.07 




• 


• 


1.43 


. . 




T 


• • 


0.35 


45 


. . 


• . 


• • 




0.26 


T 




. . T 


1.44 


1.59 


. • 




T 


• • 


0.45 


78 


. . 


. • 


• 


0.55 


• 


0.45 






0.80 


. . 


• • 




. • 


. . ;0.4o| 


73 


0.15 


0.09 


0.07 


• • 


0.89 


0.08 




• • • . 


0.23 


0.11 


. . 




T 


• • 


1.00 


82 


0.22 


0.01 


T 


0.02 


0.39 


0.09 


0.05 ! '. 


• • • • 


0.38 


0.14 


• . 




0.48 


0.16 


0.06 


75 


• . 




. • 




0.18 


• • 




• • • • 


0.60 


0.45 


• . 




• • 


. . 


0.57 


74 


0.15 




T 




0.25 


T 




. . T 


0.65 


0.05 


T 




• • 


0.09 


0.48 


79 


1.62 




T 




0.17 


• • 




. . • 


0.86 


0.15 


• • 




. . 


T 


0.18 


77 


T 




T 




0.01 


• • 




. . 0.03 


1.48 


0.51 


• • 




0.01 


T 


0.14 


159 


• 


■ 


0.05 




0.41 


0.03 




• • . . 


0.54 


1.04 


• • 




0.02 




0.02 


149 


. • 




• . 




0.18 0.02 




. . T 


1.10 


0.32 


. • 




T 




0.83 


104 


• . 




T 




0.13 


T 


0.02 ! ! 




0.31 


0.77 


• . 




0.17 




0.08 


122 


. . 




. • 




0.25 


• • 






• 


1.30 


• • 




0.08 




0.34 


120 


. . 




. . 




0.06 


• . 






2.16 


1.23 


. . 




. . 




0.07 


123 


T 




* • 




0.32 


T 






1.90 


1.37 


0.17 


0.05 


• . 




0.05 


152 


. • 




• . 




0.13:0.03 






2.09 


2.85 


• . 




. . 




. • 


134 


0.20 




• 




0.05 


• • 






2.95 


1.50 


• • 




0.05 




0.05 


155 


• . 




0.05 




0.55 


■ • 






0.04 


0.26 


. . 




0.56 




0.03 


146 


« . 




O.OD 




0.13 


• . 






0.01 


0.06 


0.01 


T 


2.56 


0.01 


• . 


114 


• • 




0.42 




0.15 


. . 






0.14 


0.18 


« • 




0.52 




• • 


153 


. . 




0.05 




• 


0.20 






0.12 


• 


0.65 




0.15 




• • 


148 


• • 




0.10 




0.27 


0.17 






0.06 


0.61 


• . 




0.67 




. . 


163 


0.01 




0.01 


« • 


0.04 


0.05 






0.11 


0.54 


0.01 




0.88 




T 


202 


• • 




0.02 




0.03 


0.03 






« 


0.51 






0.89 




T 


207 


T 




0.11 




0.05 


0.04 






« 


1.16 






0.30 


T 


• • 


201 


• . 




0.22 


0.04 


0.06 


. • 






0.02 


0.31 






0.74 




• • 


233 


• • 




0.46 


• • 


0.02 


. . 






0.44 


1.00 






0.68 




• • 


229 


• • 




0.37 


0.01 


0.50 


T 




. . T 


0.31 


0.80 


0.02 




0.81 


0.01 


• • 


224 


0.03 




0.01 


. . 


T 


• • 






2.75 


1.34 




0.1*5 


• • 


T 


• • 


234 


0.05 




. . 


. • 


0.06 


. • 






2.66 


0.88 




0.34 


• . 




0.06 


235 


0.48 




0.08 


. . 


0.21 


. • 






« 


3.26 






0.19 




• • 


230 


0.06 

• 




0.16 


. . 


0.05 


• • 




♦ 


2.70 


0.66 




0.37 


• • 




• • 


251 


0.17 




T 


• . 


0.08 


T 




. . 0.01 


0.70 


0.73 




• • 


T 


0.01 


0.01 


258 


1.16 




0.16 


• . 


T 


T 




■ • • • 


1.59 


1.68 




• • 


• • 




• • 


253 


0.21 




0.52 


• • 


0.07 


. • 




• • • • 


1.24 


1.19 




• • 


0.47 




• • 


255 


T 




0.25 


o.so 


• . 


• ■ 




. . T 


1.10 


0.68 




T 


0.69 


T 


• • 


256 


T 




0.14 


• • 


0.03 


• • 




• • • • 


1.76 


0.91 




• • 


1.15 


• • 


• • 

















■ 













T Trace, when precipitation ii leH than 0.01 inch. 
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DAILY PRECIPITATION AT CERTAIN STATIONS 



No. 

1 

4 
2 
5 

6 

7 

8 

12 

51 

34 
47 
49 
39 
40 
37 
52 
45 

78 
73 
82 
75 
74 
79 
77 

159 
149 
104 
122 
120 
123 
152 
134 
155 
146 
114 
153 
148 
163 

202 
207 
201 

233 
229 
224 
234 
235 
230 

251 
258 
253 
255 
256 



Station. 



St.John,N.B. . . 



Eastport . • Me 
Bar Harbor . 
Fairfield • . . 
Gardiner . . 
Kent's Hill . 
Lewiston . . 
Portland . . 

Stratford, N.H. 
Berlin Mills . . 
North Conway 
Plymouth . . 
Hanover . . 
Lake Village 
Concord . . . 
Walpole . . 
Nashua . . . 

Lunenburg!), Vt 
Burlington 
Northfield . 
Cornwall . 
Chelsea . . 
Manchester 
Jacksonville 

Salem • . Mass 
New bury port 
Blue Hill . . 
Framingham 
Fitchburg . . 
GilbertviTle . 
Northampton 
Ludlow . . , 
Provincetown 
Nantucket . 
Cotuit .... 
Plymouth . . 
New Bedford 
Taunton . . . 



Bristol • . . R 
Providence . 
Block Island . 



Vol un town Conn. 
New London . 
Hartford • . . 
Wallingford . . 
Waterbury . . 
Shelton .... 



Albany . . N.Y 
Poughkeepsie . 
Cannel 
New York 
Setauket 



... 



0.13 



0.04 



0.02 



0.11 

0.01 
0.12 

. « 
0.10 
0.57 
0.28 
0.46 
0.12 

0.25 

. . 
0.66 
0.31 

0.50 



1.16 
0.15 
0.71 

0.21 



0.07 
0.20 
0.10 







.01 



T 
T 















15 



04 



04 



5 















08 



01 



08 



T 
T 

• • 
T 



T 

0.16 



0.11 
0.01 

0.21 
0.15 

0.84 
0.08 
0.22 
0.26 
0.20 

0.21 



0.09 

0.36 
0.28 
0.34 

0.24 

0.06 
0.36 



0.03 

. . 

T 



0.01 
0.15 

0.20 



0.60 
0.10 

T 

0.12 
0.06 



0.18 

0.07 
0.02 
. . 0.03 















62 



45 



04 



8 











10 



01 

T 












01 



03 
07 



0.15 
0.12 

0.19 

• 

0.14 
0.20 
0.06 

0.30 
0.41 

0.24 

• 

0.76 
0.61 

0.66 

0.50 

0.14 
0.35 
0.50 
0.06 
0.53 
0.18 

0.02 
0.28 
0.07 
0.05 
0.16 



10 u 



12 13 



0.04 
0.03 



0.10 
0.03 

T 

0.18 



0.01 
0.03 
0.05 



0.02 
0.11 

. . 

T 

0.06 
0.25 

0.82 
0.05 
0.12 
0.36 
0.06 
0.42 
0.38 
0.45 
0.51 
0.87 
2.95 
0.78 
0.18 
0.37 

0.31 

0.82 

0.19 
0.42 
0.16 
0.08 
0.43 
0.35 

0.17 
0.11 
0.45 
0.35 
1.16 



0.17 

0.46 
0.86 



0.01 

T 

0.03 

T 

0.05 
0.03 



0.02 
0.07 



0.03 



0.36 
0.39 



14 



0.20 




















0. 




10 
27 
15 



0. 



02 



07 
15 



0. 

0. 
0. 



01 

12 

09 



0. 



16 



05 



01 



28 
08 
10 



0. 
0. 




08 
18 
16 



T 

» t 

T 



0, 

0. 






03 

02 

04 
.01 



0.04 

T 



T 

0.18 



0. 
0. 



04 
52 
19 



Precipitation included in that of followinf^ day. 
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No. 



IS 



> 



4 
2 
5 
6 
7 
8 
12 

51 
34 
47 
49 
89 
40 
37 
52 
45 

78 
73 
82 
75 
74 
79 
77 

159 
149 
104 
122 
120 
123 
152 
134 
155 
146 
114 
153 
148 
163 

202 
207 
201 

233 
229 
224 
234 
235 
230 

251 
258 
253 
255 
256 



16 



0.34 



0.06 



17 ; 18 I 19 







.01 







.05 



0. 



01 







.05 



0.70 
0.49 
0.01 



0.51 
0.13 

. • 
0.26 
0.10 

0.40 

0.20 
0.14 

T 

0.37 
0.02 

0.20 



T 

0.23 



0.75 
0.32 



0.10 



0.85 



0.33 

0.62 
0.98 
0.51 

0.36 
0.20 
0.15 

0.54 



0.20 
0.23 

• • 

0.11 
0.55 
0.22 



0.05 
0.06 

0.23 
1.05 
0.38 



0.28 
0.44 
0.64 
0.55 
1.60 
0.08 
1.00 

T 
T 

0.07 
0.04 
0.01 
0.58 

0.02 

• • 

T 

0.15 
0.05 
0.32 
0.04 
0.44 
0.15 

0.19 
0.89 
0.59 
0.38 
0.62 



* 
• 



0.71 

* 

0.14 
0.11 

0.75 

» 

0.76 



20 



0.45 

0.42 
0.12 



0.03 
0.02 

0.30 
0.12 
0.30 
0.10 

T 

0.01 



0.06 



T 

0.06 
0.70 



0.24 
0.04 



2.67 

0.91 
0.96 
0.95 

1.02 

0.89 
0.93 

1.19 

0.90 
0.41 
1.03 
0.74 
0.21 
0.54 
1.19 

1.43 
2.20 
1.11 
1.43 
0.22 
0.52 
1.36 

1.06 
1.42 
0.39 
0.69 
1.35 
1.72 
0.85 
1.40 
0.48 
0.25 
0.04 
0.39 
0.11 
0.44 

0.69 

0.10 



0.26 
0.50 
0.73 
0.65 



0.74 
0.58 
0.59 
0.92 
0.43 



21 

• • 


22 

0.60 


• . 


0.79 


. . 


0.46 


• . 


0.67 




• • 

0.46 


• • 


0.50 


• • 


0.49 


. . 


0.58 


0.65 


. • 


» 


0.85 


• . 


0.5a 


. . 


0.91 


0.45 


• • 


0.05 


0.08 


» 


0.80 


0.02 


0.02 


» 


0.18 


0.03 


0.65 


T 


0.85 


• 


0.58 


0.18 


0.45 


» 


1.06 


• 


0.86 


. • 


0.10 


'V • 


0.22 


T 


0.02 


0.13 


• 


• • 


0.15 


0.03 


. • 


• . 


0.47 


• • 


0.20 


0.05 


T 


■ . 
• • 


0.06 




0.06 


« 


0.02 


0.1*2 


0.02 


• 


• 


T 


0.05 


T 


0.14 


0.10 


0.42 


• 


0.21 


0.12 


0.35 


0.34 


1.00 


• 


0.92 


• 


« 


0.01 


0.28 


T 


0.20 



0.12 

* 



0.26 
0.11 

* 

0.92 
2.29 
1.27 
0.51 

0.89 

0.30 
1.88 
1.98 
1.87 
2.17 
1.10 
1.14 

0.12 
0.09 
0.45 
0.61 
1.03 
0.52 
0.87 
0.50 
0.20 
0.35 
0.28 
0.05 



24 



0.04 

0.05 

0.70 
0.20 
0.33 

0.33 



1.62 

0.69 
0.96 
0.63 



0.72 
0.06 
0.0*9 



0.09 
0.33 
0.05 



0.53 
0.35 
0.44 

0.04 
1.60 
0.04 

« 

0.39 
0.34 

0.44 



0.16 
0.59 



0.04 
0.01 
0.02 

a • 
. . 
. . 

T 

0.04 



0.01 
1.28 

. • 



25 



0.04 







75 
65 



59 



26 











13 



16 



T 
T 



T 
T 



T 



T 

T 



27 28 29 



1.76 



1.54 

2.20 
0.85 



1.31 
75 
1.07 

1.33 
2.35 
1.30 
1.64 
1.83 
0.57 
0.60 
1.26 
0.99 

1.48 
0.68 
1.50 
1.25 
2.05 
0.16 
1.21 



1.51 
0.82 
1.05 
1.32 
1.39 
1.51 
0.95 
1.18 
0.67 

1.12 

• 

2.00 
1.40 

1.39 

0.88 

1.70 
0.81 
1.29 
1.98 
1.64 
3.30 

0.76 
0.93 
1.43 
0.79 
1.00 



T 

0.01 



0.37 
1.35 



0.10 
0.05 
0.04 

0.05 



1.07 



1.54 







30 31 



01 



0.03 

0.13 
0.20 
0.03 

0.04 
0.16 0.01 
0.15 T 



0.10 

« 

0.15 



0.73 



1.26 
0.02 
1.50 
1.27 
0.58 
1.44 

o.uo 

0.G2 
0.75 



0.05 
0.85 



0.42 
0.34 
0.45 
0.46 
0.12 
0.76 

0.23 
0.44 
0.17 
0.16 
0.66 
0.91 
0.19 
0.41 
O.Ol 
0.09 
0.^3 
0.15 



10.98 
0.13 
0.01 
0.01 
0.10 

T 



0.01 



T 

0.03 
0.01 



0.17 

0.13 
0.05 

T 



T Trace, when precipitation ia leH than 0.01 inch. 
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DAILY PRECIPITATION AT CERTAIN STATIONS 



No. 



Station, 



4 
2 
5 
6 
7 
8 
12 

51 
84 
47 
49 
39 
40 
87 
52 
45 

78 
73 
82 
75 
74 
79 
77 

159 
149 
104 
122 
120 
128 
152 
134 
155 
146 
114 
158 
148 
163 

202 
207 
201 

238 
229 
224 
234 
235 
280 

251 
258 
258 
255 
256 



St. John, N. B. 

Eastport . • Me 
Bar Harbor 
Fairfield. . 
Gardiner • 
Kent's Hill 
Lewiston • 
Portland • 

Stratford, N.H. 
Berlin MUls . . 
North Conway 
Plymouth . , 
Hanover • , 
Lake Village 
Concord . . , 
Walpole 
Nashua 



• • 



• • • 



Lunenburgh, Vt 
BurUngton 
Northfield . 
Cornwall • 
Chelsea • . 
Mahchester 
Jacksonville 

Salem . . Mass 
Newburyport 
Blue Hill . . 
Framingbam 
Fitcbburg . . 
QilbertviTle . 
Northampton 
Ludlow . . . 
Provincetown 
Nantucket • 
Cotuit .... 
Plymouth . . 
New Bedford 
Taunton . . . 

Bristol. . . R 
Providence . 
Block Island . 



Voiuntown Conn. 
New London . 
Hartford • . . 
Wallingford . . 
Waterbury 
Shelton . . 



• • 



Albany . . N.Y 
Poughkeepsie . 
Carmel .... 
New York . . 
Setauket 



• • 







10 
04 
01 

04 



0.11 



0.04 

T 
T 



01 
01 











01 



05 



0.03 



0.05 



0.01 

T 



0.02 
0.08 



0.01 
0.11 
0.16 
0.18 
0.24 
0.07 



0.05 
0.11 
0.01 
0.16 
0.21 
0.20 

• • 

T 

08 

0.08 
0.13 

0.14 

0.12 

0.17 
0.60 
0.56 
0.13 
0.04 
0.01 

0.60 

0.05 
0.28 
0.78 



0.20 
0.23 
0.02 
0.17 
1.23 
0.91 



0.02 
0.17 



0.62, T 
0.68 0.09 



0.66 
0.16 
2.92 
2.88 
1.43 
1.53 
0.36 
0.65 
0.75 
1.50 
1.59 
1.91 
0.64 
1.05 



0.13 

0.28 

0.05 
0.04 



0.12 
0.72 



0.07 

0.20 
0.07 



v. AV 




• • 

0.12 




0.08 




0.44 




0.09 




0.11 




0.20 




0.04 


T 



0.38 
0.50 
0.01 

T 

0.02 



8 



10 U I 12 13 



0.11 



0.32 
0.29 
0.52 



0.98 
0.14 

0.37 
0.26 

0.64 
0.05 
0.17 

0.19 

« 

0.10 

0.89 

0.47 
0.42 
02 
0.35 



0.01 
0.01 



0.67 

0.09 
0.23 

0.10 
1.00 
1.18 



0.24 
0.07 

0.10 

« 

1.05 



0.43 
0.02 

T 



\J» A</ 


X »%/\J 


. . 


0.33 


0.01 


0.70 


0.02 


0.14 


» 


0.19 


0.07 


1.02 


0.07 


0.49 


. . 


0.80 


0.05 


0.30 


■ • 


0.04 




0.06 


• . 


• 


» 


0.06 


T 


0.13 


« 


« 


• • 


0.01 


T 


T 


• • 


0.02 


• • 


0.17 


• • 


0.35 


• 


0.07 


0.01 


• • 


0.01 


3.23 


• 


0.73 


* • 


0.05 


• • 


T 


• • 


T 



0.18 

0.24 

• 

0.02 

0.16 

0.18 
0.25 
0.33 
0.95 
0.48 

0.05 



0.12 
0.12 

0.15 

0.02 



0.08 

0.08 
0.05 

0.50 

« 

0.67 
0.06 



0.85 
0.25 



0.47 

« 

0.38 

0.50 
0.75 
0.41 

0.44 

0.48 
0.17 

0.33 

« 

0.52 



0.06 

« 

0.24 

0.36 
0.32 
0.69 

0.61 

1.30 

2.19' 

0.38 

0.66 

1.22 

0.58 

0.25 

0.62 



14 



1.25 

0.88 
0.60 
0.08 

• • 



0.01 



0.10 



0.02 

« 

0.20 



0.50 0.75 
0.40 1.47 0.07 
0.24 J 0.55 0.11 
0.84 0.60 



0.43 
0.22 
0.81 

0.99 
0.48 
0.85 

0.40 
0.20 
0.50 
0.25 
0.03 
0.43 

0.54 
0.66 
0.79 

0.74 

. 

0.07 

0.85 
0.55 



0.89 
0.48 

0.50 
1.12 
0.49 
0.82 
0.25 



1.85 
1.56 
0.45 



0.52 
0.39 
0.48 
1.61 
0.83 
1.55 
0.70 
1.60 



0.03 

0.85 
0.02 

0.95 

0.89 

• 

0.83 
1.47 
0.83 

1.43 
0.55 
4.46 
0.09 
0.40 



0.15 

« 

0.08 

0.01 
0.01 

T 

# 

0.03 
0.13 
0.25 
0.50 

0.41 
0.05 
0.58 
0.15 
0.51 

0.81 

0.28 

T 

0.18 

« 

0.68 

« 

0.45 

0.80 
0.14 

0.01 
0.10 



* Precipitation included in that of following day. 
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► 



No. 


15 


16 


17 


18 


19 


20 


21 


22 


23 


24 

• • 


25 


26 


27 

0.31 


28 


29 


30 


31 


1 


« 


3.89 


• . 


• • 


• • 


0.18 


* . 


• * 


• * 




4 


0.99 


0.58 


0.84 


0.68 


T 


. • 






0.17 


T 




. * 


0.31 


0.01 








2 


« 


• 


• 


3.13 




• . 






. • 


T 




• 


0.20 


0.03 








5 


0.36 


• 


• 


1.99 




. . 






• • 






« 


0.28 


• . 








6 


• • 


• • 


• • 


• • 




. • 






• . 






• • 


• * 


• • 








7 


# 


0.43 


1.20 


1.00 




T 






. • 






• 


0.50 


T 








8 


0.74 


0.25 


0.93 


0.65 




0.03 






0.01 






0.04 


0.39 


• • 








12 


0.61 


0.04 


1.01 


1.53 




T 






. • 






0.19 


0.12 


• • 








51 


T 


« 


• 


1.01 




. . 






T 


T 


0.20 


• 


0.50 


• • 








34 


0.18 


« 


0.30 


. • 




. . 






. . 






• 


0.15 


• • 








47 


• 


0.19 


« 


2.63 




• • 






. . 






• 


0.23 


• * 








49 


0.29 


1.48 


0.76 


0.32 




• . 






0.08 






0.49 


0.22 


• • 








39 


0.26 


1.01 


0.57 


0.01 


T 


0.01 






T 






0.37 


0.01 


• • 








40 


0.54 


« 


3.44 


• • 




• • 






• a 






0.50 


• . 


0.14 








37 


0.60 


0.02 


0.33 


1.75 




T 






0.03 






0.34 


0.13 


• • 








52 


• 


0.45 


« 


2.02 




. . 






• • 






» 


0.36 


• • 








45 


1.43 


0.39 


0.30 


0.27 




• • 






• m 






0.20 


T 


« • 








78 


0.53 


• 


0.39 


• • 


0.10 


0.12 




0.08 


0.12 


0.14 




• • 


0.53 


• • 








73 


• • 


0.35 


0.14 


0.03 




• • 






0.05 






* . 


0.27 


0.04 








82 


0.05 


0.01 


0.39 


0.19 




0.04 






0.04 


0.06 




0.16 


0.14 


• • 








75 


0.10 


. • 


0.30 


. . 




• . 






• • 






0.22 


• • 


• • 








74 


0.34 


0.37 


0.40 


0.08 




0.06 






0.02 


0.08 




0.15 


0.11 


■ • 








79 


0.54 


• 


• 


1.80 




0.04 






• • 






• 


0.47 


• . 








77 


0.60 


0.08 


0.93 


0.20 




T 






0.02 






0.21 


0.13 


• • 








159 


0.26 


0.47 


0.71 


0.09 










• • 






• 


0.25 


• • 








149 


0.41 


0.19 


0.46 


0.37 










T 






0.21 


0.05 


• • 








104 


0.40 


1.68 


0.17 


0.24 
















0.23 


0.03 


• • 








122 


« 


0.55 


# 


1.38 






• • 










# 


0.29 


• • 






■ 


120 


1.17 


0.05 


0.21 


0.18 
















0.35 


0.04 


• • 






' 


123 


1.02 


0.12 


0.73 


0.21 












• • 




0.31 


0.08 


• • 








152 


0.63 


• • 


2.64 


0.19 
















0.42 


0.05 


• • 








134 


1.00 


0.10 


1.20 


0.65 




0.02 








0.01 




0.25 


0.10 


. . 








155 


0.48 


3.00 


2.34 


0.01 
















0.70 


0.08 


0.04 








146 


1.51 


1.21 


0.42 


0.03 
















0.18 


1.87 


0.01 


0.02 






114 


1.22 


0.46 


1.74 


• • 
















0.80 


. . 


0.11 








153 


« 


• 


« 


2.37 


o'.05 














« 


• 


0.75 








148 


0.12 


# 


4.95 


• . 










0.02 






« 


0.87 


0.15 








163 


0.56 


0.70 


0.14 


0.02 
















• 


0.75 










202 


0.10 


« 


1.13 


• • 








T 








• 


0.71 


0.02 








207 


. • 


. . 


• . 


• • 








. . 








. . 


. • 


• • 








201 


0.32 


0.97 


0.22 


• • 








. . 








0.56 


0.01 


T 








233 


0.96 


1.05 


0.19 


• • 








• 
T 








0.46 


T 


. . 








229 


0.95 


1.90 


0.20 


T 








T 


0.01 






0.50 


0.10 


0.02 








224 


• 


« 


« 


2.65 




T 




• ■ 








« 


0.30 


• • 








234 


0.72 


0.67 


1.43 


0.45 








• • 








0.40 


• . 


• • 








235 


0.87 


0.91 


• 


1.02 








T 








« 


0.31 


• • 








230 


0.57 


0.78 


2.43 


■ ■ 








• • 








0.43 


• • 


• • 








251 


0.33 


0.09 


1.49 


0.01 




0.02 




• • 


T 






0.36 


0.03 


0.01 








258 


0.50 


• 


1.16 


0.02 




• • 




• . 


. • 






0.25 


0.01 


. • 








253 


0.38 


0.08 


1.42 


0.48 




• • 




T 


• • 






0.28 


• * 


• . 








255 


0.42 


1.59 


3.28 


T 




• ■ 




T 


. . 






0.66 


0.01 


T 








256 


1.38 


0.78 


2.11 


T 




• • 




. . 


• • 






0.44 


T 


T 









T Trace, when precipiUtion is less than 0.01 inch. 
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DAILY PRECIPITATION AT CERTAIN STATIONS 



No. 

1 

4 
2 
5 
3 
7 
8 
12 

51 
34 
47 
49 
89 
40 
37 
52 
45 

78 
73 
82 
75 
74 
79 
77 

159 
149 
104 
122 
120 
123 
152 
134 
155 
146 
114 
153 
148 
163 

202 
207 
201 

233 
229 
224 
234 
235 
230 

251 
258 
253 
255 
256 



Station. 



St.John,N.B. . 



Eastport, Me. . 
Bar Harbor . 
Fairfield • . . 
Qai'diner . . 
Kent's Hill . 
Lewiston . . 
Portland . . 

Stratford, N.H. 
Berlin Mills . . 
North Conway 
Plymouth . . 
Hanover . . 
Lake Village 
Concord . . . 
W'*alpole . . 
Nashua 



• • . 



Lunenburgh, Vt 
Burlinj^ton . 
Northneld . . 
Cornwall . . 
Chelsea . . . 
Manchester . 
Jacksonville . 

Salem, Mass. 
Newburyport 
Blue Hill . . 
Framingham 
Fitchburff . . 
GilbertviTle . 
Northampton 
Ludlow . . . 
Provincetown 
Nantucket . 
Cotuit .... 
Plymouth . . 
New Bedford 
Taunton . . . 

Bristol, R. I. 
Providence . 
Block Island . 



Voluntown, Conn. 
New London 
Hartford . . 
Wallingford . 
Waterbury . 
Shelton . . . 

Albany, N.Y. 
Poughkeepsie . 
Carmel .... 
New York . • 
Setauket . • • 



i 



• • 







.42 



T 
T 



0.23 

. 10 

» 

0.16 



• • 



0.10 



* 



0.03 
0.23 

0.15 
0.26 
0.03 



0.02 

T 

0.03 
0.01 

0.07 

0.02 
0.04 
0.03 
0.38 
0.29 
1.06 

0.03 

0.06 

• 

1.37 
0.62 



0.01 
0.16 



0.04 
0.86 



0.38 

0.03 
0.18 



0.15 
0.01 



0.11 0.11 

0.28 

0.10 

0.32 

0.19 

0.31 

1.41 

0.34 

0.41 



0.15 
0.05 
0.03 

0.12 

0.39 



0.10 

0.01 

0.07 
0.24 
0.01 



1.09 0.04 
0.58 I 
0.80 ' 
2.58 I 
0.45 I 
0.19 
0.81 
0.05 
0.99 

T 

0.33 



1.1 



0.49 
1.20 

0.83 
1.13 
0.35 

1.25 
0.30 
0.17 

0.48 
0.13 

0.05 

1.88 
0.17 

• . 



0.02 



0.05 











8 i 9 10 U 12 13 ! 14 



I —, 



. . 0.01 



0.16 
0.10 
0.67 



0.02 0.72 
0.45 



0.67 



20 



0.13 

0.08 

0.12 

» 

0.29 



02 



T 
T 

T 

0.20 
0.06 
0.42 

0.52 

T 

0.55 

« 

0.24 
0.05 



0.06 

• 



0.47 

0.31 
0.11 
0.22 

0.42 
0.38 
0.22 
0.30 
0.16 
0.09 

0.26 

* 

0.04 
0.37 



0.12 

0.46 
0.38 
0.46 
0.72 
0.42 
0.62 

0.35 

0.59 
0.92 
0.35 
1.15 



0.90 
0.74: 
10.50 
0.49 I 
0.43, 
0.54 
0.41 
0.48 
0.37 



0.12 
0.50 

0.72 

0.51 

0.27 
0.51 
0.26 
0.71 
0.55 
0.39 

0.32 
0.41 
0.47 
0.42 
0.78 
0.43 
0.23 

0.50 
0.50 
0.02 

0.28 
0.33 
0.18 

0.65 



0.16 



0.06 



0.49 0.05 . . 



0.46 
0.06 

0.01 
0.05 



0.03 
0.01 









0.03 0.39 
0.41 . . 
0.26 

0.07 0.05 
0.01 . . 
0.05 0.01 



0.32 
0.15 

0.12 
0.14 
0.12 
0.05 
0.03 
0.05 



0.03 



0.18 
0.18 



T 
T 



• 



0.57 
0.03 
0.13 

• • 

0.08 0.01 



0.03 

0.09 ; 0.05 
0.07 
0.05 
0.08 

0.10 0.05 
0.04 0.06 
0.10 
0.24 
0.10 

. 1*5 

0.04 

0.09 

0.10 
0.10 

• • 

■ • 
0.02 

T 

0.07 
0.02 
0.24 



0.19 

• 

• 

0.09 
0.01 



0.01 
0.02 
0.05 
0.06 



0.05 
0.04 

• • 



0.02 







08 



11 






0.02 
0.02 



0.22 
1.90 
0.39 
0.47 
0.29 
0.30 
0.47 
0.28 



0.35 
0.43 

0.30 
0.58 

• • 

0.42 

0.16 
0.20 
0.21 

0.55 
0.30 
0.45 
0.25 
0.14 
0.21 
0.18 

0.68 
0.42 

* 

0.64 
0.20 

0;40 

0.27 
0.30 
0.32 
0.50 
0.63 




Precipiution included in tlut of following day. 
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\ 



No. 


15 


16 


17 

• 


18 

0.75 


19 


20 


21 


22 23 24 


25 


26 


27 


28 


29 


30 

• « 


31 


1 


0.09 


. . 


. . 


0.72 


. . 


• • • 


. . . 


• . 


. . 


0.47 


0.18 


• • 


4 


0.08 




0.27 


0.38 


• • 


0.54 






. • . 


• . 




0.06 


0.24 


0.08 


0.09 


. . 


2 


0.18 




• 


1.26 


. . 


0.41 






• . • 


. . 




0.08 




« 


0.50 


a a 


5 


0.23 




1.20 


• . 


. . 


0.13 






. • . 


. . 








« 


0.80 


. • 


^ 


• • 




• . 


• • 


. • 


. . 






. . . 


• • 








. . 


• . 


. • 


7 


0.20 




1.42 


• • 


• • 


« 


0.42 




. . . 


. . 








« 


1.10 


. . 


8 


0.18 




2.20 


. . 


0.05 


1.09 






. ' . . 


. . 








0.50 


0.64 


T 


12 


0.17 




2.82 


0.02 


0.30 


1.22 






. . . 


. . 








0.86 


0.50 


0.03 


51 


0.40 




• 


1.02 


. . 


0.30 






. . . 


• . 








. . 


• • 


• • 


84 


0.05 




« 


1.35 


• 


0.55 






• • . 


. . 








' ♦ 


0.25 


. • 


47 


• • 




. . 


• • 


« 


2.00 






. • • 


• . 








• 


1.10 


• • 


49 


• • 




1 90 


• • 


0.59 


0.42 






. 0.16 


. . 








0.85 


0.06 


• . 


89 


0.01 




1.83 


0.09 


0.13 


0.65 






. 0.43 


T 








0.07 


• • 


. . 


40 


. • 




1.85 


• . 


« 


0.91 






. 1.51 


. . 








0.63 


• . 


. . 


87 


• • 




2.42 


• • 


0.71 


0.74 






. 1.70 


. . 






0.85 


0.45 


• • 


. • 


62 


. • 




1.95 


• • 


« 


0.70 






. 1.20 


. . 








« 


0.66 


. . 


45 


• • 


0.04 


2.12 


. . 


1.56 


0.55 






. 0.79 


0.01 




T 




0.26 


0.50 


T 


78 


o'.i'o 


• • 


• 


1.27 


0.04 


0.21 






* . • 


« • 




. . 


0.08 


0.05 


0.05 


0.10 


78 


0.15 


0.89 


0.01 


. . 


• . 


. • 






. 0.05 


• • 




. . 


• . 


. • 


0.06 


. . 


82 


0.01 


• * 


0.99 


0.05 


0.22 


0.48 






. 0.30 


. . 




T 


0.04 


0.10 


0.06 


. . 


75 


• • 


• • 


• 


0.58 


0.38 


. . 






. 0.40 






. • 




0.07 


• • 


• . 


74 


0.05 


. • 


1.80 


0.04 


• 


0.64 






. 0.24 


. . 




a . 




0.12 


0.03 


. . 


79 


• . 


• . 


. . 


• . 


• • 


• • 






. • . 


• • 




. . 




. . 


. . 


. • 


77 


• . 


• 


2.04 


. • 


1.14 


0.84 






. 2.47 


0.31 




. . 




0.23 


0.38 


• • 


159 


0.15 


1.04 


0.56 


0.02 


0.52 


1.40 


0.08 




. 1.22 


0.22 




0.08 




0.24 


. . 


. • 


149 


0.24 




2.40 


0.05 1.08 0.79 


. . 




. 0.01 


0.09 




T 




0.34 


0.14 


. • 


104 


0.17 




0.90 


T 


0.86 0.87 


. • 




. 2.50 


0.56 




0.01 




23 


0.01 


0.02 


• 122 


0.57 




1.66 




• 


• 


2.02 


i 


» * 


2.18 




. a 




0.41 


• . 


. . 


120 


0.02 




2.25 


' 


1.25 0.84 


• • 




. 1.15 


0.28 




0.01 




0.19 


0.39 


. • 


128 


0.08 




1.60 




1.48 


0.24 


0.03 




. 1.43 


0.53 


0.21 


. . 




0.57 


0.17 


. • 


152 


• • 




1.60 




1.79 


0.21 


• • 




. 2.36 


. . 




. . 




0.44 


• • 


. • 


184 


0.25 


• 


1.40 




0.65 


0.26 


0.15 




. 1.50 


0.50 




. • 




0.25 


0.12 


0.05 


155 


0.32 


• • 


0.99 


T 


1.40 


0.06 


T 




. 1.30 


0.24 




0.26 




0.38 


. • 


. • 


146 


0.42 





0.61 




2.01 


0.05 


0.01 


0.02 . 


. 0.95 


0.57 




0.61 




0.42 


0.01 


0.16 


114 


0.63 


* 


0.86 




1.57 0.46 


0.00 




♦ 


3.96 




0.55 




0.56 


. . 


0.04 


158 


0.42 




« 


0.93 


• 


• 


1.78 




* 


2.42 




• 


0.28 


• 


0.54 


. . 


148 


. • 




1.24 




• 


0.83 


• . 




. 4.77 


. • 




0.29 




0.54 


0.20 


. a 


168 


0.18 




1.00 




1.00 


0.26 0.01 


« 


I • 


3.70 




0.08 




0.62 


• . 


e e 


202 


0.70 


• 


1.07 




• 


0.86 


• . 


t 


1 • 


3.25 




0.05 




« 


0.87 


e • 


207 


• • 


. . 


1.16 




• 


1.28 


. • 


i 


1 » 


3.80 




0.03 




• 


0.56 


. « 


201 


0.40 


• . 


0.40 




0.24 


0.38 


0.09 


. . 1 


p 0.75 


0.73 




0.04 




0.62 


0.06 


e A 


283 


0.17 


• • 


1.15 


• • 


1.86 


0.20 


. • 


. . • 


. 2.20 


. . 




T 




0.38 


T 


• • 


229 


0.30 


. • 


1.05 




0.38 


l.Ol 


0.08 


. . o.< 


09 0.54 


0.81 




0.02 




0.45 


0.02 


0.05 


224 


. • 


• • 


1.19 




2.42 


0.05 


0.01 


. . 0.1 


06 1.94 


0.51 








0.17 


T 


• 


284 


• • 


0.90 


. • 




1.34 


0.06 


. . 


0.02 1. 


20 1.30 


• • 






0.39 


. . 


• a 


o e 


285 


. « 


• • 


1.21 




1.36 


. . 


. . 


i 


* 1.56 


0.20 








0.16 


. . 


• • 


280 


• • 


1.18 


. • 




2.25 


0.10 


. . 


! \ i: 


22 0.88 


• • 








0.15 


. . 


O 


251 


0.02 


0.03 


1.62 




0.44 


0.18 


0.01 


• • . 


. 1.26 


0.06 








0.09 


0.67 


• • 


258 


• . 


0.09 


1.24 


T 


0.38 


0.09 


. . 


. . 0.; 


58 T 


• • 








0.06 


• • 


0.02 


258 


• • 


« 


1.28 


^ 


0.61 


0.11 


0.05 


« 


» 1.62 


• • 








0.05 


0.18 


• • 


255 


• • 


T 


1.25 




0.88 


0.03 


0.04 


! ! 0.1 


58 1.56 


0.06 








0.10 


• 


• • 


256 


• • 


0.04 


1.61 




1.00 


0.09 


0.14 


. . 0.: 


B6 3.16 


1.08 








0.20 


0.03 


• » 



T Trace, when preoipitadoD li Ims than 0.01 inch. 
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DAILY PRECIPITATION AT CERTAIN STATIONS 



No. 

1 

4 
2 
5 
3 

7 

8 

12 

51 
34 
47 
49 
39 
40 
37 
52 
45 

78 
73 
82 
75 
74 
79 
77 

159 
149 
104 
122 
120 
123 
152 
134 
155 
146 
114 
153 
148 
163 

202 
207 
201 

233 
229 
224 
234 
235 
230 

251 
258 
253 
255 
256 



Station. 



St. John, N. B. 

Eastport, Me. 

Bar Harbor . 

Fairfield . . . 

Gardiner . . 

Kent's Hill . 

Lewiston . . 

Portland . . 

Stratford, N.II 
Berlin Mills . . 
North Conway 
Plymouth . . 
Hanover . . 
Lake Village 
Concord . . . 
AValpole . . 
Nashua . . . 



Lunenburgh, Vt 
Burlington 
Northfield . 
Cornwall . 
Chelsea . . 
Manchester 
Jacksonville 

Salem, Mass 
Newburyport 
Blue Hill . 
Framingham 
Fitchburg . 
GilbertviTle 
Northampton 
Ludlow . . 
Province town 
Nantucket 
Cotuit . . . 
Plymouth . 
New Bedford 
Taunton . . 

Bristol, R. I. 
Providence 
Block Island 



Voluntown, Conn 
New London 
Hartford . . 
Wallingford . 
Waterbuiy . 
Shelton . . . 



Albany, N.Y. 
Poughkeepsie . 
Carmel .... 
New York . . 
Setauket • • . 



^ v':/:i . 



0.30 







17 



0.53 

« 

0.09 

0.20 
0.14 
0.18 

18 0.22 



0.96 : 0.03 



5 



0.21 0.02 

0.49 

0.08 



T 
T 



I . 



15 



0.02 







• . 
0.30 
0.28 
0.07,0 

0.17; 

0.101 

0.30 

0.03 

0.11 

0.1*6 

0.16 

0.49 



T 

0.02 







03 







06 
03 
09 



09 







12 
05 



01 



06 
06 







.03 

T 



02 







05 



01 



8 



. . 0.03 



01 

T 








02 
01 





















. 

. a 

T 

04 



02 



12 
20 



T 

01 



0.16 

T 



0.10 

0.08 

T 



10 u 



0.09 
0.02 
0.12 



0.04 

T 



16 0.05 
10 0.10 

16 0.05 



02 0.13 0.13 



0.68 

0.27 
0.22 
0.10 



. . 

T 

0.02 

0.75 
0.60 

0.06 
0.05 

• • 

• . 

a . 

T 

0.50 
0.1*8 
0. iV 



12 



T 
T 



0.02 

T 



0.01 



0.01 

T 



0.01 

T 



T 

0.02 



0.05 

T 

0.10 



T 

0.04 
0.04 0.03 



0.10 0.03 



0.01 



T 

0.01 



0.12 

0.16 
0.09 

0.13 

• 

0.17 
0.15 
0.22 
0.20 



0.12 
0.11 
0.07 
0.22 



0.04 0.02 0.02 



0.04 



0.01 

T 

0.05 
0.01 



0.01 
0.03 

T 

T 



0.28 
0.24 

0.22 

0.40 
0.17 
0.26 
0.40 
0.42 



0.05 
0.24 
0.62 

0.37 
0.32 



0.23 
0.23 
0.45 
0.11 



0.26 
0.04 

T 

0.16 

. * 

0.01 



13 







0.04 
0.07 
0.05 



14 



02 



32 



0. 



20 



* PrecipiUtlon included In that of following day. 
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91 



No- 



15 16 17 18 



4 
2 
5 
6 
7 
8 
12 

51 
34 
47 
49 
89 
40 
87 
52 
45 

78 
78 
82 
75 
74 

79 

^^ 

4 4 

159 
149 
104 
122 
120 
123 
152 
134 
155 
146 
114 
153 
148 
163 

202 
207 
201 

233 
229 
224 
234 
235 
230 

251 
258 
253 
255 
256 



* 



0.24 
0.06 
0.14 



0.25 
0.20 
0.26 
0.15 
0.26 
0.16 
0.10 
0.08 

» 

0.06 
0.04 

0.04 

0.10 



0.18 
0.20 
0.21 
0.16 
0.17 
0.13 
0.10 

• ' • 

T 

0.81 

• 

0.27 
0.08 

» 

0.16 

• • 

0.16 

T 

0.06 
0.03 



T 
T 

T 
T 



0.13 

0.26 
0.58 
0.30 

0.1*2 
0.29 
0.18 

0.20 



0.14 



T 



1.50 
0.17 



0.10 



0.62 
0.50 
0.86 



1.65 

• 

0.80 
0.87 
1.21 
0.85 

T 

0.87 



0.35 

0.61 
1.23 
1.32 

0.96 
0.76 
0.93 

1.48 

1.22 
0.56 
0.54 

0.29 

0.1*9 



0.27 



19 



0.67 

0.27 
0.06 
0.15 

• . 

T 

0.01 

T 

0.15 



1.50 
0.54 ' 0.76 
1.00 1 . . 



0.74 



0.26 0.78 
0.06 0.61 



0.07 

0.01 
0.09 

0.05 

0.02 

0.88 

0.04 

0.22 

0.16 

0.15 
0.06 



0.55 

• 

0.94 
0.81 
0.?S0 
0.65 



. . 

T 

0.01 

T 



0.05 
0.04 
0.09 

• . 

T 

* . 

0.05 



20 



0.02 



0.15 






1.36 

0.56 

0.19 
0.41 0.01 
0.09 
0.82 
0.20,0.03 
30 0.03 
0.15 . . 
0.30 0.01 



0.01 



0.02 
0.03 



a . 


* . 


0.69 


0.02 


0.52 


. . 


• 


0.08 


0.54 


. . 


0.41 


0.05 


• 


0.31 


0.32 


. . 


0.19 


0.05 


0.50 


. . 


0.24 


0.08 


• • 


0.29 


0.38 


• . 




0.48 


0.80 


0.04 


0.42 


0.08 


0.64 


• • 


0.34 


0.02 


0.34 


• a 



T 

0.03 
0.03 
0.01 



0.03 



















ZL 







T 

05 
05 
05 



01 



22 



0.38 



0.12 



10 



23 



T 
T 
T 
















T 

02 
10 

01 



T 

0.01 

T 

0.08 
0.15 

T 

« • 

T 

0.03 

T 

0.01 
0.01 



24 



01 

« 



. ■ 

T 

a . 

T 

0.02 

T 

• ■ 
« • 

0.10 
0.03 
0.10 

0.03 



T 

T 
T 



T 
T 
T 

0.02 

. . 

0.11 
0.02 



T 



25 



0.10 
0.05 
0.02 



0.01 

T 
T 

0.05 



26 











04 
10 
01 

T 

e 

02 



01 



T 



0.12 

0.02 
0.01 



27 



28 



29 



• • 



30 



31 



T 

0.01 

T 








10 
01 

T 



0.01 
0.07 

T 



0. 



03 



T 
T 






T Trace, wL«n precipitation li leH than 0.01 inch. 
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DAILY PRECIPITATION AT CERTAIN STATIONS 



No. 



Station. 



St. John, N. B, 



4 
2 
5 
8 
7 
8 
12 

51 

34 
47 
49 
39 
40 
87 
52 
45 

78 
78 
82 
75 

74 
79 

77 

159 
149 
104 
122 
120 
123 
152 
184 
155 
146 
114 
153 
148 
163 

202 
207 
201 

233 

229 
224 
234 
235 
230 

251 
258 
253 
255 
256 



Eastport, Me. 
Bar Harbor . 
Fairfield . • . 
Qai'diner . . 
Kent's Hill . 
Lewistou • . 
Portland 



• . 



Stratford, N.H 
Berlin Mills . . 
North Conway 
Plymouth . . 
Hanover . . 
Lake Village 
Concord. . . 
Walpole . . 
Nashua • . . 



Lunenburg]), Vt 
Burlington . 
Noithnekl . . 
Cornwall . . 
Chelsea . . . 
Manchester . 
Jacksonville . 

Salem, Mfl^^s. 
Newburyport 
Blue Hill . . 
Framing!) mil 
Fitchburg . . 
GilbertviTle . 
Northampton 
Ludlow . . . 
Provincetown 
Nantucket . 
Cotuit .... 
Plymouth . . 
New Bedford 
Taunton . . . 

Bristol, R. I. 
Providence . 
Block Island . 



Voluntown, Conn 
New London 
Hartford . . 
Wallingford . 
Waterbury . 
Shelton . . . 

Albany, N.Y. 
Poughkeepsie . 
Carrael 
New York 
Setauket 



... 



... 



5 



8 



10 



0.08 



T 
T 











01 



1.59 



0.18 0.50 
0.08 i 1.40 
0.96 

0.70 
0.59 0.62 
0.64 0.90 

0.48 
1.00 

1.03 

0.44 0.50 

0.23 0.67 

0.81 

0.89 . . 

0.99 0.80 



. • 



02 

T 



# 

0.20 
0.90 
0.42 

• • 

0.98 
1.02 

0.60 

# 

0.40 
0.05 
0.15 
0.02 
0.05 



0.14 

1.18 
1.20 
0.64 
0.66 
0.95 



0.07 
0.53 
0.06 
0.79 
0.85 



1.00 
0.64 
0.24 



0.61 

0.90 

1.39 
0.58 
0.84 
1.08 
0.81 
0.80 
0.29 
0.65 
0.10 
0.18 
0.16 
0.10 
0.43 



T 



T 

0.02 



0.07 
0.70 

T 



0.02 
0.01 

0*.05 

0.08 



0.02 

0.09 

« 

0.09 

0.12 
0.10 
0.08 

0.02 
0.16 
0.03 



. . 0.65 



0.14 



0.22 
0.50 

. • 

0.1*8 
0.20 0.05 
0.20 0.12 



0.55 0.02 

1.17 

0.08 



0.15 
0.15 

T 



0.13 

0.36 
0.15 
0.15 



T 

T 

0.12 



0.07 
0.04 

. . 



0.18 
0.59 
0.47 
0.22 
0.39 
0.52 
0.50 
0.60 

« 

0.07 
0.12 
0.21 
0.42 

0.35 



0.49 
0.07 

0.48 
0.55 
0.58 
0.05 
0.06 
0.03 



0.24 






0.10 
0.10 
0.20 

0.40 



0.13 
0.33 
0.38 
0.26 
0.16 



0.16 



0.07 



0.30 

0.03 

0.03 

0.20 

0.54 
0.22 
0.11 
0.28 
0.09 



0.50 
0.10 
0.18 
0.25 



0.23 
0.31 
0.85 

0.10 
0.15 

0.48 



0.02 



0.07 
0.09 








06 
08 



0.02 

T 



0.02 
0.01 



u 



0.47 

0.14 
0.86 
0.20 



12 



13 



0.20 
0.20 0.01 
0.04 0.03 



0.21 
0.08 
0.22 
0.05 
0.12 
0.06 



0.20 
0.04 
U.Ol 

0.10 

0.07 



T 
T 








T 

01 
01 



T 
T 



0.28 
O.lV 

0.1*2 



T 


















01 
20 
08 



01 



01 



0.24 

0.22 
0.14 



0.20 
0.14 
0.18 

0.04 



0.11 
0.08 

0.11 
0.11 
0.08 



0.04 
0.01 

0.07 

0.06 

0.07 
0.19 



0.04 
0.02 



0.08 



0.11 

• . 

T 
T 

0.08 



14 



0.06 



0, 




11 
.02 



0. 



02 



0. 
0. 
0, 



10 
02 
01 



Precipitation included in that of following day. 
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No. 


15 


16 


17 

• • 


18 

0.59 


19 


20 


21 

• 


22 


23 


24 

• • 


25 


26 


27 

2.04 


28 

• • 


29 

0.18 


30 

• • 


31 


1 


• • 




. . 


. • 


0.54 


■ 


• • 


• • 


4 


• • 




• . 


0.47 






0.06 


0.08 








. . 


0.50 




0.10 






2 


• • 




0.03 


0.79 






• 


0.20 








» 


2.65 




0.01 






5 
6 

7 


. • 




« 


0.65 






0.18 


. • 








* 


1.28 




0.03 






• • 




• • 
• 


K20 






* . 










• • 


1.20 




* • 






8 


• • 




0.20 


1.B3 






0.11 


0.01 








0.75 0.76 




0.08 






12 


• • 




0.04 


1.86 






0.03 


0.03 








0.56 


0.86 




0.07 






51 


0.45 




• • 


0.54 






• 


0.80 








• 


0.70 




. . 






84 


• • 




» 


1.40 


0.05 




0.10 


. . 








1.28 


. • 




0.18 






47 


• • 




1.95 


• • 






. . 


. . 








2.16 


• . 




• • 






49 


• • 




0.08 


0.57 






0.10 


0.04 








0.59 


0.75 




• • 






39 


• • 




• 


1.28 






0.06 


. • 








2.00 


. . 




0.05 






40 


• • 




« 


1.11 






> . 


• . 








2.30 


. . 




0.05 






87 


• • 




• • 


0.78 






. . 


. • 








1.47 


* . 




T 






52 


• • 




• 


1.00 






* . 


• . 








« 


1.60 




. . 






45 


• • 




0.54 


0.15 






T 


• • 








2.17 


0.20 




. . 






78 


• 


0.10 


• • 


« 


0.40 




0.10 


■ « 




0.10 




0.20 


0.40 


« 


0.20 




. . 


73 


0.03 




0.10 


0.05 


0.85 




0.03 


• • 


0.02 


0.08 




0.40 


0.08 




0.02 






82 


- • . 




T 


0.62 


0.06 




0.04 


0.04 




T 




0.34 


0.16 


0.01 


T 






75 


• • 




0.30 


• • 


• • 




. . 


• • 




. . 




0.90 


0.18 




0.05 






74 


• « 




0.10 


0.43 


T 




0.11 


0.18 




. • 




» 


0.75 


T 


0.07 






79 


• . 




. • 


. . 






. . 


• . 




• • 




• • 


• . 




. . 






77 


. • 




0.48 


0.80 






0.20 


T 




0.02 




0.94 


0.87 




0.05 


0.08 




159 


• * 


. • 


# 


1.64 






T 


. ■ 


T 


• • 




1.28 


0.75 




. . 


. • 




149 


• • 


T 


0.80 


0.55 






0.02 


• . 


* . 


0.01 




1.40 


0.85 




T 


• . 




104 


• • 


T 


1.20 


0.93 






T 


T 


0.01 


0.01 




0.77 


0.6S 




T 


0.03 




122 


• • 




« 


2.12 






. . 


. . 


• . 






• 


1.72 




. . 


« 


0.05 


120 


• • 




0.20 


0.28 






0.01 


. • 


. . 






1.30 


0.40 




. . 


T 




128 


• • 




• 


0.90 






0.03 


0.04 


. . 






« 


1.80 




0.08 


0.05 




152 


• • 




0.47 


• • 






0.04 


. . 


. . 






1.14 


0.17 




. . 


. . 


0.04 


134 


• • 




0.20 


0.52 






0.15 


. . 


• . 






• 


1.15 




0.02 


• 


0.02 


155 


• • 


T 


0.96 


0.22 






T 


0.01 


0.01 


T 




1.16 


0.58 




T 


0.01 


T 


146 


. • 




0.89 


0.21 






• • 


0.05 


. . 


0.05 




0.20 


0.81 




0.02 


0.01 


0.01 


114 


• • 




1.57 


• • 






. . 


0.10 


. . 


. . 




1.62 


. . 




. . 


. . 


0.07 


153 


• . 




« 


1.55 






• • 


0.04 


. . 


. . 




• 


1.76 




. a 


• • 


• • 


148 


• • 




1.64 


. . 






0.10 


. . 


0.02 


• • 




2.49 


. . 




. . 


0.07 


• • 


163 


• . 




. • 


• . 






. . 


• • 


. . 


• . 




• • 


. • 




. • 


• • 


• • 


202 


• • 




• 


2.23 






• 


0.05 


. . 


. . 




« 


1.85 




. . 


« 


0.02 


207 


e • 




« 


1.94 






• 


0.03 


. • 


. . 




• 


1.78 




« . 


0.05 


• • 


201 


• . 




1.12 


0.04 






. . 


0.10 


T 


0.04 




0.23 


0.38 




. . 


• • 


0.01 


233 


• • 




1.50 


0.45 






0.10 


• • 




• • 




1.45 


T 




T 


T 


T 


229 


• • 




1.00 


0.40 






0.01 


0.05 




0.01 




0.61 


0.25 




T 


. . 


T 


224 


• • 




0.91 


0.06 






0.02 


. . 




. • 




* 


1.51 




T 


0.02 


. . 


234 


• • 




1.25 


0.53 






0.06 


. . 




. • 




« 


1.20 




. . 


T 


T 


235 


• • 




• 


2.58 






0.05 


• . 




. . 




1.16 


• • 




04 


• . 


. . 


230 


• . 




• • 


• • 






. . 


. . 


• 


. . 




. • 


• • 




• • 


• * 


. • 


251 


• • 




0.06 


0.90 






0.02 


0.02 


• • 


T 




1.08 


0.80 


0.02 


T 


T 


. • 


258 


T 




• 


1.27 






0.11 


. . 


• • 


. • 




1.61 


* . 


* . 


0.08 


T 


0.08 


253 


• • 




0.89 


0.79 






0.11 


. . 


• • 


. • 




0.87 


0.49 


• • 


0.04 


. • 


. . 


255 


• • 


T 


1.75 


0.17 






. . 


. . 


T 


• • 




0.97 


1.14 


• • 


0.02 


• • 


T 


256 


• • 


• • 


8.20 


0.17 






0.02 


• . 


T 


• • 




0.93 


• • 


• . 


0.02 


. • 


• . 
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EIVE-YEAR TABLES OF TEMPERATURE AND PRECIPI- 
TATION FOR NEW ENGLAND 

BY 

J. WARREN SMITH 

With an Introduction by William Morris Davis, Director of the Society. 

Introduction, 

One of the chief objects of our society is to gather and preserve meteorological 
records for New England, from which in time a full series of climatic data may be de- 
termined. Thus far, in the attempt to prepare such general results as isothermal 
maps or maps of mean annual rainfall, we are met with two difficulties : our reporting 
stations are not numerous enough, especially in northern New England, to define with 
accuracy the small climatic differences with which we are concerned ; and in the sec- 
ond place, many of our stations have been established for so few years that their 
means are not yet trustworthy for a climate so variable as that of New England. It 
is true that on maps of a small scale, such as are generally prepared for the United 
States as a whole, it is already possible to draw climatic lines with a fair degree of 
accuracy; but it is the province of our State Weather Services, with which our New 
England Meteorological Society is classed, to attempt the preparation of tables and 
maps that shall portray the peculiarities of local climate on a finer scale than that 
which suffices very well for the country as a whole. If any student of this subject 
will chart the data already existing for New England, and add thereto what can be 
obtained from adjacent areas, he will then find that in drawing the climatic lines,, 
precisely such records are wanting as would be required for a work of high accuracy : 
and although the matter seems to be a small one, it is to the discussion and the set- 
tlement of these small matters that our State Services may best turn their efforts. 

The most effective manner in which the elements now doubtful or missing could be 
determined would be by the establishment of a sufficient number of new stations, well 
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distributed, and the regular maintenance of their records, along with those already 
begun, for a term of twenty or thirty years : but we are naturally impatient at so de- 
liberate a process and we wish moreover to utilize to the fullest degree possible the 
many records of earlier observers. Our annual reports explain our efforts at the es- 
tablishment of new stations in unrepresented districts ; we shall still persist in this 
work, and hope to secure new observers who shall manifest the same persevering 
care that characterizes those already associated with us. It is to be hoped that we 
shall at least enter the next century with a band of observers from whose continued 
labors a full determination of the New England climate shall result. The more fully 
these observers apprehend our ncjeds and our objects, the greater return we may 
have from them: intelligence, perseverance, careful accuracy and the neatness that 
goes with it, forethought towards the perpetuation of a constant record, are all re- 
quired in a high degree from our colleagues. 

Turning our attention to records already made, we are confronted with many dif- 
ficulties. Some records are for brief periods at various datesj: it does not suffice to 
employ these without discrimination, and assume that their means are true without 
further discussion. In too many cases it is unfortunately now impossible to deter- 
mine the accuracy of the instruments that have been employed or the arrangement 
of their exposure ; and it is indeed grievous to reflect upon the amount of labor that 
has been bestowed upon meteorological observation, whose results are tainted mth 
the quality of uncertainty, all of which might have been avoided by a little effort at 
the beginning. It is for this reason that our Council has attempted to verify the in- 
struments employed by comparison with standards : and observers who have not 
yet thus ascertained the quality of their records are urged to correspond with us 
to this end. 

The treatment of records for different periods of years — for example, at one station 
from 1857 to 1873; at another from 1862 to 1871 — has been ably discussed by Dr. 
Julius Hann of Vienna, who has shown that such records, in a latitude of variable 
conditions like ours, are not directly comparable ; one may include a series of wet or 
warm years that the other avoids. But by comparing the results of such stations 
with the results for the corresponding years at neighboring stations whose records ex- 
tend continuously over the entire interval, as from 1850 to 1880, it is found possible 
to determine corrections by which the results of the briefer periods may be reduced, 
with satisfactory accuracy, to the true mean of the long period, and thus made justly 
comparable, one with another. This manner of reduction has not yet been applied in 
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New England, because our standard records, by which others could be reduced to a 
normal period, are not yet accumulated in sufficient number ; nor will they be until 
perhaps the close of the century ; but as a preparation for work then to be under- 
taken in greater extension, we have prepared the tables here following. Their pub- 
lication in normal five-year periods, or pentads, has not been made hitherto ; it has 
the advantage of a beginning towards a reduction to uniform and standard periods, 
after which further reduction may be attempted. No attempt has been made to dis- 
cuss the data given or to see what results might be obtained, but merely to give as 
accurately as possible the five years normals from the data obtained. In collecting 
and tabulating the data none have been used that were known to be unreliable, and 
whenever questionable, proper notes have been entered. No means have been used 
for less than four years and no period entered that did not contain at least six com- 
plete monthly pentads. No pentad has been used during which it is known that the 
instrmnents were moved so as to affect the results, except such official stations as 
the Harvard College Observatory and the Yale College Observatory, where it is un- 
derstood that care was taken to avoid the admission of errors ; and in these cases, all 
the information regarding the changes has been given in the notes. 

If any of our observers or correspondents have information of the existence of 
New England records not here represented, they are requested to send information 
of them to the Director of the Society. 

Explanation of Pentad Tables. 

Table XI (List of Stations and Observers) contains all stations in New England 
from which we have data in the following pentad tables. In column 1 is given the 
station numbers, the same numbers being retained for our regular stations as are 
used in the monthly bulletins, while for other stations we have begun the numbers 
at 501 : in all discussions of the pentad tables whether in this volume or in succeeding 
ones, reference can thus be made to any station record by its number without con- 
fusion. Column 2 gives the states, and the stations in each state, arranged in alpha- 
betical order. Columns 3 and 4 contain the latitude and longitude, respectively, of 
the stations, given to the nearest minute of arc as determined from the observers' re- 
ports or from Smithsonian Contributions No. 277. Column 5 gives the elevation in 
feet from the same sources as the latitude and longitude : an asterisk in this column 
indicates that the elevation is estimated. Column 6 indicates in which of the pentad 
tables the data are presented for the several stations : T showing only temperature, 
P, only precipitation, and B, both temperature and precipitation. Column 7 
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shows the source from which the records are obtained or, if published, where they 
may be found : whenever reference is made to the New England Meteorological Soci- 
ety or to the Chief Signal Office, it is to be understood that the original records are 
there on file or that information can there be given concerning the originals. The 
small figures in this column refer to the notes at the end of the tables. Column 8 
shows the hours at which the temperature observations were taken : as there are no 
fully satisfactory tables for reducing to the true daily mean, the mean obtained from 
the hours of observation is printed, unless otherwise indicated in the notes. Column 9 
gives the names of the observers or the source through which the records were in- 
stituted or obtained. Most of the data in this column, when referring to old records, 

was taken from Smithsonian Contributions No. 277. 

« 

Tables XII and Xm show respectively the mean monthly temperature and mean 
monthly precipitation for periods of five years each. Column 1 gives the station 
nimibers corresponding to those in table XI. Column 2 contains the states, and sta- 
tions in alphabetical order and colimin 3 gives the first year of the pentad for which 
the figures at the right are the mean. For example, in table XII, station No. 1 (St^ 
John), the figures in the first line of columns 4 to 15 are the mean monthly tempera- 
tures for the five years 1861 to 1865, inclusive : in the second line, from 1866 to 1870, 
and so on. Column 16 gives the mean annual temperature or mean annual precipita-^ 
tion for the five year periods. 



EXPLANATION OF SYMBOLS AND LETTERS OF REFERENCE IN TABLE XI. 



Column 6 : 

* — Elevation estimated. 
Colun^n 6 : 
T— Temperature observations : See Uble XII. 
P— Precipitation observations : See Uble XIII. 
B — Both temperature and precipitation observations. 
Column 7 : 
A — American Almanac. 
B— Blodget's Climatology of the United States, page 

68. 
C— Report on the Capacity of the Sudbury Blver 
and Lake Cochltuate Water Sheds In time of 
Drought, by Desmond FltzGerald. 
B— New England Meteorological Society. 
H— Annals of Harvard College Observatory. 
K — ^Memolrs of the American Academy. 
L— Thirteenth annual report of the Board of Water 
Commissioners of the city of New London, Conn. 



M— Monthly Weather Review. 

N— Annual reports of the Chief Signal Officer. 

P— Patent Office and Smithsonian Institution, Vol. I- 

R— Army Meteorological Register, 1855. 

S— United States Signal Service. 

Sm— Smithsonian Contributions to Knowledge, No. 

204. 
T— Transactions of the Connecticut Academy of 

Science and Arts, Vol. I, Parti, New Haven,. 

Conn. 

W— Thirty-second annual report of the Board of 
Water Commissioners of the city of Hartford^ 
Conn. 

Column 8 : 

Qr — Sunrise. 
Qs — Sunset. 
N— Noon. 
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TABLE XI. 
LIST OF STATIONS AND OBSERVERS. 



No. 



1 

2 
501 

8 
502 
508 
504 
505 

4 

5 
506 
507 

6 
508 
509 

7 

8 
510 
511 
10 
11 
512 
12 
518 
514 

82 
84 
521 
522 
37 
528 
524 
88 
39 
525 
40 
526 
42 
527 
45 
528 
529 
51 
52 
53 
55 

541 
71 
72' 

542 

543 
73 
74 
75 

544 



Statiok. 



New Brunswick 
St. John . . 

Maine. 
Bar Harbor . 

Bath 

Belfast . . . 
Brunswick. . 
Castine . . . 
Cornish . • . 
DennysviUe . 
Eastport . . 
Fairfield. . . 
Ft. Preble . . 
Ft. SalUvan . 
Gardiner . . 
Hancock Bar'cks 
Hiram .... 
Kent's HiU . 
Lewieton . . 
Lisbon . . . 
North Haven 
Orono .... 
Petit Manan . 
Portland . . 
Portland . . 
Steuben . . . 
West Waterville 
New Hampshire. 
Belmont. . . 
Berlin Mills * 
Claremont 
Concord . . . 
Concord . . . 
Dover .... 
Ft. Constitution 
Grafton . . . 
Hanover . . 
Keene .... 
Lake Village 
Manchester . 
Manchester . 
Mt. Washingto 
Nashua . . . 
No. Bamsted 
Stratford . . 
Stratford . . 
Walpole . . . 
Weir's Bridge 
Wolfboro . . 
Vermont. 
Brandon . . 
Brattleboro' . 
Brattleboro' . 
Burlington . 
Burlington . 
Burlington . 
Chelsea . . . 
Cornwall . . 
Craftsbury • 



LatN. 



45*17' 

44 23 
48 55 
44 25 

43 54 

44 28 

43 44 

44 58 
44 55 
44 85 
48 89 
44 54 
44 13 
46 07 

43 51 

44 25 
44 06 
44 04 
44 08 
44 54 
44 22 
48 39 

43 40 

44 31 
44 38 

48 80 
44 27 
43 24 
48 12 
43 13 
43 13 
43 04 
48 35 
43 42 

42 56 

43 35 
42 59 
42 59 

44 16 

42 46 
48 22 
44 40 
44 40 

43 04 
48 36 
43 85 

43 49 
42 51 

42 51 

44 28 
44 29 
44 29 
44 00 

43 57 

44 40 



Long.W. 



66^*31' 

68 13 

69 49 
69 00 

69 57 

68 47 

70 51 
67 14 
66 54 

69 85 

70 14 

66 59 

69 46 

67 49 

70 52 
70 05 
70 10 
70 07 

68 52 

68 40 
67 52 
70 15 

70 16 
67 58 

69 46 

7135 

71 14 

72 21 
71 29 

71 80 

70 54 

70 42 

72 00 
72 17 
72 16 
7134 

71 28 
71 28 
71 16 
71 29 
71 15 
71 89 

71 35 

72 21 
71 34 

71 15 

73 03 

72 33 

72 33 

73 15 
73 15 
78 15 

72 32 

73 12 
72 28 



Eleva- 
tion. 



140 

50 

50 
178 

74 

50 
784 
. • 

58 

90 

81 

70 

82 
620 
400 
500* 
185* 
130 

22 
129 

16* 

87 

99 

50 
250 



1100* 
536 
374 
283» 
150 
40 
917 
603 
510 

300 

225 

6286 

125 

1000 
870* 
1128 



Kind 

of 

Obs. 



460 
335 
160* 
346 
268 
220* 
1800* 

liob 



B 

B 
T 
T 
B 
T 
B 
T 
B 
B 
B 
B 
B 
B 
T 
B 
B 
P 
P 
B 
T 
T 
B 
B 
B 

P 
P 
B 
T 
B 
T 
B 
P 
B 
T 
P 
T 
B 
B 
B 
T 
T 
B 
B 
P 
P 

B 
B 
T 
B 
P 
P 
B 
P 
B 



References. 



E» . 

E». . 
A 1842 
E» . 
Sm». 
S*. . 
S». . 
S». . 
MNE* 
E» . 
BS . 
R . . 
S». . 

s» . . 
hj • • 
E». . 
S . . 
S . . 
E». . 
E». . 
S . . 
MNE* 
S». . 
S» . 

E . . 
hj • . 

s». . 

A 1887 
E*. . 
A 1845 
E . . 
E . . 
M» . 
E*. . 
E . . 
S . . 
E*. 
MNE» 
E». . 
S». . 

s«. . 

E* . 

E« . 

E . . 

E . . 

RS». 
E» . 
E» . 

S . . 
S . . 

E» . 
E . , 
E» . 



Honn of 
Observation. 



6, 2,10. 



0r, 2, 0s 

7J, 1, 6 
7,1,6 
. . • • 
7,2,9 



. . • . 
.... 

7,2,9 
Or, 9, 8 
7,2,9 
7,2,9 

.... 

.... 

7,2,9 



7,2,9 
7,2,9 
Or,N, 

. ... 

7,2,9 
7,2,9 



.... 

7,2,9 
7,2,9 

Or, 1,10 
7,2,9 

.... 

7,2,9 

. ... 
. ... 

Or, 2, Os 
7,2,9 

6, 12, 6 
7,2,9 

. I . . 

• ... 

• • • . 
.... 

. . • . 

7,2,9 
7,1,7 
7,1,6 
Or, 1, 9 

. • • . 
. . • • 

7,2,9 

. ... 

7,2. 9 



Obsebvbb. 



Gilbert Murdoch, C. £. 

Joseph Wood. 

John Hayden. 

L. H. Murch. 

Prof. P. Cleaveland. 

Judge Nelson. 

G. W. Guptill, S. West. 

T. Lincoln. 

U. S. Signal Service. 

H. M. Mansfield. 

Assistant Surgeon. 

Assistant Surgeon. 

R. H., and F. Gardiner. 

Assistant Surgeon. 

G. Wadsworth. 

Prof. W. C. Strong. 

Union Water Power Co. 

A. P. Moore. 

J. G. Spaulding. 
Prof. M. C. Fernald. 
George L. Upton. 
Marine Observatory. 
U. S. Signal Service. 
J. D. Parker. 

B. F. Wilbur. 

Winnepissiogee Lake Co. 
Q. A. Bridges. 
A. Chase, S. O. Meade. 
John Farmer. 
Hon. W. L. Foster. 
I A. A. Tufts. 
Assistant Surgeon. 
P. R. Kimball. 
Dartmouth Col. Observat'y. 
H. S. M. 

Winnepissiogee Lake Co. 
S. N. Bell. 
WUliam Little. 
U. S. Signal Service. 
Jackson Co. 

C. H. Pittman. 
Branch Brown. 
N. B. Waters. 
£. A. Knowlton. 
Winnepissiogee Lake Co. 
Winnepissiogee Lake Co. 

D. and H. Buckland. 
W. H. Childs. 

H. B. Chamberlain. 

Prof. Thompson, M. Petty. 

U. S. Signal Service. 

W. B. Gates. 

H. L. Bixbv 

C. H. Lane. 

Various Observers. 
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ANNALS OF HARVARD COLLEGE OBSERVATORY. 



LIST OF STATIONS AND OBSERVERS. 




545 

77 
78 

546 
81 

547 
83 
85 

548 

549 

101 
561 
104 
562 
563 
564 
107 
106 
565 
566 
108 
109 
567 
110 
114 
116 
117 
118 
120 
121 
568 
569 
122 
123 
124 
570 
571 
127 
572 
128 
180 
181 
573 
574 
138 
134 
575 
135 
188 
576 
577 

140 
141 
142 
143 
144 
578 



Statioh. 



Vermont. 
Fayetteville . . . . 
Jacksonville . . . . 
LuneD burgh . . . . 

Newbury 

Newport . . . • • 

Randolph 

Strafford 

Veruon ...... 

Williamstown . . . 
Woodstock . . . . 

Massachrisetts. 

Amherat 

Andover 

Blue Hill 

; Boston 

Boston 

Boston 

Boston 

Boston 

Cambridge . . . . 
Cambridge . . . . 
Cambridge . . . . 
Cambridge . . . . 
Charlestown . . . . 
Chestnut Hill . . . 
Cotuit 

Deerfield 

Dudley 

Fall River 

Fitchburg 

Fitchburg 

Ft. Independence . 
Ft. Warren . . . . 
Framingham . . . 
Gilbertville . . . . 

Groton 

Heath 

Kingston 

Lake Cochituate . . 

Lawrence 

Lawrence 

Leominster . . . . 
Long Plain . . . . 

Lowell 

Lowell 

Lowell 

Ludlow 

Lunenburgh .... 

Lynn 

Medford 

Mendon 

Milton 

Milton 

Monson 

Mt. Nonotuck . . . 
Mystic Lake . . . 
MysticP'rap'ngSta. 
Nantucket 




42^57' 

42 48 
44 27 
44 06 
44 55 

43 55 
48 52 

42 47 

44 08 

43 36 

42 22 

42 38 

42 13 

42 21 

42 21 

42 21 

42 20 

42 21 

142 23 

'42 23 

42 23 

42 23 

42 22 

142 20 

141 37 

42 30 

42 02 

41 42 
i42 36 

42 35 
42 22 

I 42 19 
'42 17 
42 17 
42 36 
42 40 
42 00 
42 17 
42 42 
42 42 
42 30 

41 44 

42 39 
42 38 
42 39 
42 12 
42 35 
42 28 
42 25 
42 06 
42 16 
42 15 
42 05 
42 15 
42 26 
42 25 
41 17 



Long.W. 



Eleva- 
tion. 



72^36' 
72 50 

71 41 

72 07 
72 20 
72 36 
72 24 
72 32 
72 34 
72 31 

72 31 
71 10 
71 07 
71 03 
71 03 
71 03 
71 05 
71 04 
71 07 
71 07 
71 08 
71 06 
71 04 

71 12 

70 26 

72 37 

71 58 
71 10 
71 50 
71 47 
71 02 

70 55 

71 27 

72 13 

71 34 

72 50 

70 48 

71 25 
71 10 
71 13 
71 49 

70 55 

71 20 
71 19 

71 20 

72 29 
71 43 

70 56 

71 07 
71 34 
71 06 

71 06 

72 20 
72 40 
71 09 
71 08 I 
70 06 



350 

1250* 

1210 

420 

700 

700 

500 

310 

1000 

650 

267 
190 
640 

82 

82 
. . 
7 
124 

60 

31 

74 
8 

60 
124 

60* 
175* 
750 
212 
700* 
550* 

50 

160 

560 

333 

1500* 

65 
140 
143 

51* 
500* 

55 



100* 
381 
450 
40 

7 

90 
100 
420 
880 

12 

10 

30 



Kind 

of 

Obs. 



P 

B 
B 
T 
B 
B 
B 
B 
T 
P 



BeferencBS. 



Hours of 
Observation. 



T 
T 



P 
T 
P 
B 
B 
B 
P 
P 
P 
T 
B 
P 
B 
P 
P 
B 
T 
B 
B 
P 
P 
P 
T 



Sio 

E» 

S . 

S" 

ME» 

E^ 

S . 

s . 



Ill 



B ME^« 

T KVol. 

B HE . 
PC.. 

B KV. VI^« 

T " . . 

P CE^* 

B MNE« 

B E^' . 

T KVol. 



Ill 



B H" 

B E^ 

P Ki« 

B EC« 

B E^ 

T ,E» 

B !e* 

T S^ 

B E^* 

B E^ 



S . 



B E^ 
B E2 



E . 
S . 
S . 
CE^ 

E« 
E . 
E . 

S . 
CE^ 
E^ 
S . 
E . 
E . 
ASP 
E . 
E** 
E^ 
E , 
E . 
E . 
S . 



7,1,7 
7,2,9 

6, N, 6 
I 7, 2, 9 

7,2,9 
7,2,9 

7, 1,7 
Or, 1,9 



7, 2, 9 
Or, Max 
Hourly 

7, 2J, 9 



7, 



2, 9 



7,2,9 
7,2,9 
.... 
7,2,9 
7,2,9 
7,2,9 
7,2,9 



7, 



7, 



2, 9 



2, 9 



7, 



7, 



2, 9 



9, 

Or 



8,9 
,1 



7, 2, i* 



Os 



Obsbbvbb. 



Gen. M. Field. 

J. W. Hatch. 

H. A. Cutting, Ph. D. 

D. Johnson. 
Rev. E. P. Wild. 
Various Observers. 
H. F. J. Scribner. 

A. Whithead. 
Paine. 
H. Daton, L. A. Miller. 

Various Observers. 
Rev. Jonathan French. 
Blue Hill Observatory. 
Dr. Enoch Hale. 
Johathan P. Hall. 
Robert Treat Paine. 
Various Observers. 
U. S. Signal Service. 
Pi*of. John Winthrop. 
Dr. Samuel Webber. 
Harvai-d College Observat* y. 

E. C. Brooks, C.E. 
Joseph Barrett, Esq. 
Boston Water Works. 
Gen. J. H. Reed. 
James Childs. 
Nichols Academy. 
C. V. S. Remington. 
Dr. J. Fisher. 
Dr. A. P. Mason. 
Assistant Surgeon. 
U. S. Port Surgeon. 
Boston Water Works. 
Dr. W. E. Brown. 

F. F. Waters, C. Wooley. 

B. B. Cutler. 

G. S. Newcomb. 
Boston Water Works. 
J. Fallon. 
Essex Compan3\ 
W. B. Hosmer. 
New Bedford Water Works. 
MeiTimack M'f g. Co. 
R. and J. R. Moor. 
Props. Locks and Canals. 
Various Observers. 
G. A. Cunningham. 
Lynn Water Works. 
R. M. Gow. 
Dr. J. G. Metcalf. 
Charles Breck. 
Rev. A. K. Teele. 
Dr. G. E. Fuller. 
Wm. Street. 
Boston Water Works. 



I h 



t( 



W. Mitchell. 
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LIST OF STATIONS AND OBSERVERS. 



No. 


Statiok. 


Lat. N. Long.W. ^^^^' 


Kind 

of 

Obs. 


i Reference.. oServ"uon. 

1 


Observer. 

1 


Massachussetts. 


1 
1 










147 New Bedford . . . 


.i4r 39' 70^56' 88 


B IEM« . 


« • ••••■• 


1 Samuel and T. R. Rodman. 


148 1 New Bedford . . . 

1 


41 39 70 56 48 


B 


IE" . . 


«t* •••••• 


New Bedford Water Works. 


149 1 Newburj'port . . . 


.42 49 70 51 73 


BE* . . 


. 7, 2, 9 . . . 


F. V. Pike. 


152 i Northampton . . . 


. 42 19 72 38 125 


B E« . . 


«. •*.... 


J. M. Clark. 


153 Plymouth 


41 57 70 40 1 40* 


B E» . . 


. 7, 2, 9 . . . 


Miss L. B. Knapp. 


579 liichmond 


142 23 '73 22 1100 


T S . . . 


. 7, 2, 9 . . . 


W. Bacon. 


580 Salem 


' 42 31 70 53 , 75 


T ;ba . . 


. 8, N, ©3, 10 


Dr. Holyoke. 


158 Salem 


42 30 70 54 1 40* 


T iE» . . 


. 7, 2, 9 . . . 


J. P. Andrews. 


159 Salem 


; 42 31 70 54 46 


P E . . . 


• • •••••« 


A. A. Smith. 


160 So. Hingham . . . 


42 13 70 53 63 


P E . . . 


• • •••••9 


H. W. Gushing. 


161 Springfield . . . . 


42 06 72 35 : 204 


B iE2« . . 


. 7, 2, 9 . . . 


National Armory. 


1 64 1 Taunton 


; 41 54 1 71 06 40* 


B M^ . . 


• • •••••« 


A. F. Sprague. 


163 J Taunton 


41 54 71 05 ' 41 


B 


E» . . 


. 7, 2, 9 . . . 


Dr. E. U. Jones. 


165 Taunton 


41 54 71 06 , 14 


B E^ . . 


• • •••••« 


Taunton Water Works. 


581 Topsfield 


42 39 70 56 . . 


B |S^ . . 


. 7, 2, 9 . . . 


A. M. Merriam. 


166i Waltham 


|42 '2-2 171 17 40 


P 


EC . 


• • •••••« 


Boston MTg. Co. 


582 Watertown . . . . 


142 21 71 11 1 100 

1 


P !R . . . 


• • •••••» 


Assistant Surgeon. 


168 Wellesley 


42 17 71 20 . . 


B E« . . 


• ■ *••••« 


Prof. Sarah F. Whiting. 


169 Westboro 


42 16 71 38 . . 


p ;e . . . 


• , •••••• 


G. S. Neweomb. 


583 


Westfield 


42 06 72 45 180 


B 


S» . . 




Rev. E. Davis. 


170 


Williamstown . . . 


42 43 1 73 13 1 690 


B SE . . 


. 7, 2, 9 . . . 


Williams College Obs'y. 


171 , Winchester . . . . 


42 27 71 08 ! 90* 


P E . . . 


• • **• ••« 


Boston Water Works. 


584 Worcester . . . . 


42 16 71 49 528 


P 


■A. . , • 


• • **• **• 


Lunatic Asylum. 


585 


Worcester . . . . 
Rhode Island. 


42 16 71 49 1 560 

; 


B S» . . 

1 


• • **•••• 


J. B. Hall. 


201 Block Island . . . 


41 10 71 35 ! 27 


B MNE« 


• • •••••• 


U. S. Signal Service. 


202 Bristol 


|41 40 71 16 


53 


P E . . . 


• • •••«•• 


N. 6. Herreshoff. 


601 Ft. Adam8 . . . . 


41 29 71 20 

1 


40 


B 


^ . . • 


. 7, 2, 9 ... 


Assistant Surgeon. 


602 1 Ft. Walcott . . . . 


41 30 71 20 


20 


T 


Iv . . . 


. 7, 2, 9 . . . 


Assistant Surgeon. 


203 


Lonsdale 


41 55 71 24 


116 


P 


E . . . 


* • *••*.. 


G. W. Pratt. 


603 [Newport 


41 30 71 19 


25 


T iS» . . 


* * ....•• 


Robert Tavlor. 


604 


Newport 


41 30 ,71 19 


25 


T 


s» . . 


. 7, 2. 9 . . . 


W. H. Crandall, W. Barber. 


204 


Newport 


41 32 :71 13 


75 


T 


E» . . 


.. ••«.•• 


Thomas Dunn. 


205 OlneVville 


41 48 71 29 


25 


T 


E* . . 


*• ...*•• 


C. H. Cannon. 


206 


Pawtucket 


41 54 171 23 


56 


P 


E . . . 


. * ••...• 


J. H. Walker. 


605 


Providence . . . . 


41 50 ; 71 25 

1 


150 


T 


E«» . . 


• • *..... 


Prof. Alexis Caswell. 


207 


Providence . . . . 


41 50 71 25 


74 


B 


E*" . . 


. 7,1,9 . . . 


City Engineer's Office. 


208 


Providence . . . . 
CoTDiecticut. 


41 50 71 25 

1 

1 


70 


B 


E« . . 


* . •*••** 


D. W. Hoyt. 


221 


Canton 


41 50 


72 55 


900* 


P 


EW» . 


• • ••.**• 


G. J. Case. 


621 


Colebrook . . . . 


42 00 


73 03 


1210 


T 


S* . . 


. 7, 2, 9 . . . 


C. Rockwell. 


622 


Columbia 


41 41 


72 18 


. . 


T S* . . 


. 7, 2, 9 ... 


W. H. Yeomans. 


623 


Ft. Trumbull . . . 


41 21 


72 05 


23 


T 


s . . . 


. 7, 2, 9 . . . 


Assistant Surgeon. 


624 


Groshen 


41 48 


72 07 


561 


T 


s . . . 


. Or, N ... 


Clark. 


625 


Hartford 


41 46 


72 41 


60 


B 


s . . . 


.9,3 . . . . 


Rev. A. Flint, C. Hoadley. 


224 


Hartford 


41 45 


72 42 


• . 


P 


E\V»» . 


. * ..•.•* 


Prof.Brocklesby and S.Hart. 


223 


Hartford 


41 45 


72 41 


• . 


B 


E» . . 


. . *..••• 


W. W. Ellsworth. 


225 


Lake Konomoc . . 


41 26 


72 10 


185 


P 


EL . . 


• * ...... 


New London Water W orks. 


626 


Lynde Pt Lt.House 


41 16 


72 20 


10 


T 


S . . . 


. 7, 2, 9 ... 


J. Rankin. 


226 


Middletown . . . . 


41 33 


72 39 


70 


B 


E« . . 


. 7, 2, 9 . . . 


Prof. Johnston ,H. D. A, W ard. 


627 New Haven . . . . 


41 17 


72 57 


45 


B ST»» . 


* . ...... 


Yale College. 


228 j New Haven .... 


41 17 


72 57 


107 


B 


MNE« 


. . ....•• 


U. S. Signal Service. 


229 New London . . . 


41 22 


72 09 


47 


B 


MNE« 


* . .*..•. 


U. S. Signal Service. 


628 Norwich 


41 32 


72 04 


. . 


P E . . . 


** ...••• 


H. B. Winship. 


629 Pomfret 


41 51 


71 56 


587 


B 


S' . . 


. 7, 2, 9 ... 


Rev. D. Hunt, 


630 Sharon 


41 52 73 28 | 


200 


T S . . . 


. 6, N, 6 . . . ; 


Gov. Smith. 


230 Shelton 


41 19 


73 08 


35* 


B E^ . . 


.1. •*...* 


Derby Gas Co. 


231 1 Thompson . . . . 


41 57 


71 51 600 

1 


T S¥J^ . 


.17,2,9 . . . 


Miss E. D. Larned. 
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LIST OF STATIONS AND OBSERVERS. 



No. 



232 
238 
234 
235 
631 



Statiok. 



ConnectictU. 
Uncasville . . 
Voluntown . . 
Wallingford . . 
Waterbaiy . . 
West Hartford 



UtN. 



41^27' 
4136 
41 26 
41 31 
41 45 



LoDg.W. 



72*05' 

71 50 

72 50 

73 05 
72 41 



tion. 



75 
260 
133 
450 



Kind 

of 

Obs. 



P 
P 
B 
B 
P 



Beftrencot. 



£ 
£ 
£ 

W 



• • • 



Honnof 
Oboenratioa. 



Uncasville MTg. Co. 
Rev. E. Dewhorst. 
Mr. & Mrs. B. F. Harrison. 
N.J. Welton, N. Dikeman. 
Water Works. 



NEW ENGLAND METEOROLOGICAL SOCIETY, 1690. 



lOS 



TABLE XU. 
MONTHLY TEMPERATUBB NORMALS FOR FIVE YEAR PERIODS. 



No. 


Statioit. 


PXRIOD. 


Jan. 


Fkb. 


Mar. 


Apr. 


Mat. 


JVJIE. 


JULT. 


Aug. 

1 


Sbpt. 


Oct. 


Nov. 


Dae. 


Tbar. 


New BrunswU 


:k. 








( 








1 


St. John . . . 


. 1861 


19.3 


21.6 


28.7 


37.7 


48.0 


54.9 


59.8 , 60.0 


54.9 46.2 37.5 


22.9 


41.0 




44 44 


. 1866 


17.7 


21.4 


27.0 


37.9 


46.8 


55.6 ! 60.7 , 60.0 


55.5 45.0 34.9 


22.9 


40.3 




44 44 


. 1871 


18.8 


19.2 


27.3 1 36.4 


45.2 


54.3 


60.6 60.6 


55.0 '47.0 31.7 


20.3 


39.7 




44 44 


. 1876 


19.0 


24.3 


27.7 38.2 1 47.1 


56.0 


60.7 , 60.4 


55.9 46.4134.7 


22.1 


41.0 




44 44 


. . 1881 


16.2 


20.2 


26.3 36.8 


46.5 


55.2 


59.6 59.8 

1 


55.0 45.1 35.4 


24.6' 40.0 1 




ti 4C 


. . 1886 


19.0 


19.7 


29.3 


38.3 


48.6 


56.1 


60.9 60.3 


54.3 i 45.0 i 36.9; 23. li 41.0 1 




Maine. 




























2 


Bar Harbor. . 


. 1886 


22.0 


22.2 


30.4 


41.4 


52.4 


60.5 


65.3 64.1 


58.2 


47.3! 39.3 


26.8 


44.2 


501 


Bath 


. 1836 


21.7 


22.2 


31.4 


42.3 


52.3 


61.9 


69.0 


66.4 


58.9 


47.1 


34.8 


25.7 


44.5 


8 


Belfast . . . . 


. 1861 


18.8 


22.8 


30.3 


41.2 


52.5 


62.6 


67.1 


66.5 


58.6 


46.7 


36.8 


23.5 


43.9 


(C 


44 

• • . 1 


, . 1866 


18.9 


22.6 


28.9 


42.8 


50.8 


62.8 


68.0 


65.5 


57.9 


46.6 


35.8 


23.3 


43.6 


C4 


44 

. ... • 


. 1871 


18.6 


20.6 


28.7 


89.4 


51.9 


60.6 


66.3 


64.4 


55.9 


47.0 


32.0 


21.8 


42.3 


i4 


44 

• . • < 


. 1876 


21.0 


24.8 


30.9 


42.5 


54.0 


60.9 


66.8 


64.8 


58.4 


48.6 


36.9 


23.9 


44.5 


a 


44 

• • . • 


. 1881 


17.2 


21.6 


28.3 


40.5 


50.4 


60.4 


64.2 


64.2 


57.5 


47.3 


36.8 


25.5 


42.5 


(4 


44 

• . • • 


. 1886 


19.9 


21.6 


30.1 


42.6 


52.8 


60.4 


65.0 


63.4 


56.8 


45.8 


87.6 


24.1 


43.3 


502 


Brunswick . . 


. . 1811 


18.3 


22.4 


29.4 


41.8 


49.8 


59.8 


64.8 


63.6 


57.1 


47.4 


87.6 


24.0 


43.0 


(4 


44 


. 1816 


19.2 


22.1 


29.2 


40.9 


51.5 


61.3 


67.4 


65.6 


58.5 


47.0 


37.4 


23.1 


43.6 


(t 


44 


. 1821 


17.0 


21.2 


31.4 


41.8 


54.7 


62.D 


68.4 


65.6 


56.7 


47.1 


33.1 


24.3 


43.7 


i( 


44 


. 1826 


20.2 


23.7 


33.4 


44.9 


56.3 


64.5 


69.7 


67.6 


57.6 


47.9 


37.2 


28.9 


46.0 


(k 


44 


. 1831 


23.2 


24.4 


33.6 


44.3 


53.8 


62.6 


68.5 


66.5 


59.7 


50.4 


38.2 


22.5 


45.6 


(C 


44 


. 1836 


25.6 


28.4 


37.2 


47.3 


57.2 


67.1 


72.6 


69.9 


63.5 


51.9 


40.2 


80.2 


49.3 


(4 


44 


. 1841 


23.4 


23.5 


31.9 


42.7 


52.4 


62.1 


65.9 


66.3 


57.9 


46.4 


35.8 


24.1 


44.4 


t( 


44 


. 1846 


20.5 


20.4 


29.7 


89.8 


50.9 


61.6 


66.6 


65.2 


57.2 


45.7 


38.8 


24.7 


43.4 


503 


Castine . . . . 


. 1811 


20.5 


23.3 


29.4 


41.4 


49.3 


57.8 


63.5 


63.9 


57.0 


48.4 


39.0 


25.7 


43.3 


t4 


44 


. 1816 


19.4 


20.6 


27.8 


40.0 


50.0 


59.3 


64.7 


63.3 


57.8 


47.9 


39.3 


25.2 


43.0 


It 


44 


. 1821 


20.5 


23.2 


32.9 


51.8 


50.7 


50.2 


64.9 


64.6 


58.5 


48.7 


37.8 


28.1 


44.3 


(( 


44 


. 182G 


22.0 


24.9 


32.7 


48.1 


53.0 


60.4 


65.1 


66.0 


58.9 


51.4 


39.4 


27.4 


45.5 


(( 


44 


. 1831 


21.6 


22.1 


30.4 


40.9 


50.2 


57.6 


64.4 


63.0 


57.7 


47.8 


38.0 


21.3 


42.9 


14 


44 

* 


. 1833 


21.4 


20.3 


28.3 


89.1 


48.8 


58.7 


64.3 


64.1 


57.3 


46.8 


35.2 


25.0 


42.4 


i4 


44 


. 1841 


22.8 


22.3 


30.8 


41.6 


50.2 


59.9 


63.8 


65.1 


59.7 


48.6 


37.6 


25.7 


44.0 


504 


Cornish. . . . 


. 1856 


18Jd 


£0.6 


£7.4 


89.6 


52.7 


63.1 


68.1 


65.5 


57.6 


46.1 


34.5 


20.1 


42.8 


(4 


44 


. 1861 


17.9 


21.3 


27.9 


89.7 


53.5 


63.0 


67.8 


66.3 


58.5 


45.7 


35.3 


23.2 


43.3 


44 


<4 


. 1866 


19.4 


19.6 


27.4 


41.7 


52.3 


64.9 


70.5 


66.7 


59.0 


46.4 


34.0 


22.2 


43.8 


505 


Dennysvillc. . 


. 1816 


17.1 


18.5 


28.7 


38.8 


49.9 


59.3 


65.4 


63.8 


5G.4 


46.1 


36.7 


22.1 


41.7 


44 


44 


. 1821 


16.0 


19.9 


29.9 


89.5 


50.0 


59.7 


65.8 


63.6 


57.2 


46.3 


34.1 


24.9 


42.1 


44 


44 


. 1826 


18.6 


21.2 


29.9 


40.6 


52.4 


60.1 


65.2 


64.9 


56.2 


49.0 


35.8 


26.2 


43.1 


44 


44 


. 1831 


18.9 


19.0 


28.7 


39.3 


50.0 


58.3 


64.8 


63.3 


56.0 


47.3 


34.5 


18.6 


43.6 


44 


44 


. 1836 


19.6 


19.4 


28.8 


89.4 


49.0 


59.0 


64.9 


63.4 


55.5 


44.2 


33.7 


22.2 


41.6 


44 


44 


. 1841 


21.9 


20.9 


28.7 


40.0 


49.9 


60.6 


64.8 


65.3 


56.6 


45.6 


36.2 


21.7 


43.7 


(4 


44 


. 1846 


20.0 


19.6 


29.4 


89.3 


51. a 


61.5 


66.9 


65.0 


57.8 


48.9 


38.9 


24.9 


43.6 


4. 


44 


. 1851 


21.0 


21.9 


30.3 


40.5 


51.4 


60.2 


67.6 


61.8 


57.3 


48.1 


36.4 


24.9 


43.5 


4 


Eastport . . . 


. 1876 


21.4 


23.9 


29.1 


39.0 


47.6 


55.4 


61.2 


61.1 


56.1 


47.7 


36,7 


24.8 


42.0 


44 


44 

• * . 


. 1881 


18.2 


22.0 


27.3 


88.1 


46.7 


55.8 


60.6 


61.2 


55.8 


46.9 


37.5 


26.9 


41.4 


44 


44 

. . * 


. 1886 


21.0 


21.2 


29.2 


88.6 


47.2 


54.7 


60.0 


59.7 


55.2 


45.4 


37.7 


24.8 


41.7 


5 


Fairfield . . . 


. 1886 


14.5 


17.1 


26.9 


82.1 


54.5 


63.5 


67.5 


64.6 


56.9 


46.5 


35.1 


19.5 


41.6 


506 


Fort Preble. . 


. 1826 


21.8 


24.9 


33.7 


45.0 


55.5 


64.5 


72.2 


67.9 


59.6 


49.7 


88.1 


30.7 


46.8 


44 


44 44 ^ ^ 


. 1831 


23.1 


23.9 


32.4 


U'£ 


H4 


63.8 


69.0 


66.7 


59.9 


50.8 


37.3 


23.1 


45.7 


44 


44 44 ^ ^ 


. 1841 


24.0 


£4-1 


31.0 


40.9 


49.9 


60.0 


64.6 


64.8 


57.4 


464 


85.4 


£7£ 


48.8 


44 


ti 44 , ^ 


. 1866 


21.5 


25.1 


30.4 


42.9 


60.9 


6£.3 


• • 


66.8 


59.5 


48.4 


37.9 


25.9 


. • 


44 


4{ 44 

• • 


. 1871 


£0.9 


22.2 


SIJ^ 


89.7 


52.0 


68.9 


67.7 


67.2 


59.7 


614 


35.5 


26.4 


44.8 


44 


44 44 ^ ^ 


. 1876 


23.7 


25.7 


32.0 


42.8 


53.8 


61.8 


67.9 


65.9 


60,2 


50.1 


88.9 


26.4 


47.4. 


507 


Ft. SolUvan . 


. 1826 


20.8 


23.2 


81.0 


41.1 


51.4 


58.4 


63.9 


64.1 


57.8 


48.8 


89.0 


£9.6 


44.0 


44 


44 IC 


. 1831 


22.2 


23.5 


81.1 


41.2 


50.4 


66.6 


62.1 


62.0 


57.6 


48.4 


37.2 


21.2 


42.8 


'4 


4< 14 


. 1841 


24.6 


24.4 


81.8 


40.6 


47.9 


56.5 


61.0 


61.7 


65.1 


46.6 


86.£ 


£6.6 


42.7 


6 


Gardioer • • • 


. 1841 


19.8 


20.2 


29.8 


41.8 


58.1 


68.7 


68.0 


67.5 


57.9 


44.5 


88.8 


21.4 


48.5 


u 


iC , , . 


. 1846 


19.4 


20.8 


80.8 


41.9 


C3.8 


64.8 


70.2 


67.9 


58.6 


47.1 


88.1 


28.6 


44.6 


'4 


44 


. 1861 


16.1 


22.2 


29.8 


41.1 


53.7 


62.2 


67.1 


65.9 


57.9 


47,2 


87.8 


22.9 


48.6 


M 


<l , , , 


. 18G6 


18.6 


22.1 


28.8 


42.1 


51.9 


62.4 


68.5 


65.7 58.8 


46.8 


86,0 


28.8 


48.7 


t( 


t« . , , 


. 1871 


17.2 


18.8 


25.4 


89.8 


53.2 


62.8 


68.1 


66.0 j 57.7 


48.2 


82.0 


20.4 


42.4 



104 



ANNALS OF HARVARD COLLEGE OBSERVATORY. 



MONTHLY TEMPERATURE NORMALS FOR FIVE YEAR PERIODS. 



No. 


Station. * Prriod.] 


Ja.x 


Feb. Mak. 


Apk. 


Mat 


^Jl•XE. Jt'LY 


Auo. 


Sept. 


Oct. 


Nov. 


Dec. 


Year. 


Maine 


















1 






6 


Gardiner . . 


1876 


19.3 23.3 30.4 42.8 


55.0 62.8 68.4 66.1 59.1 '48.4 37.6 24.0 44.8 | 


ii 


tt 

. • . . 


1881 


15.7 20.2 23.7 40.2 


52.4 61.7 66.5 05.6 58.5 47.5 37.3 26.0 


42.9 


508 


Hancock Bar'cks 


1831 


14.4 16.2 26.6 38.7 


51.0 59 3 66.0 64.3 56.1145.6 31.5,13.9 


40.5 


i( 


tt it 


183G 


15.9 16.9 29.3 39.7 50.1 '62.0 66.7 64.6 56.2 


41.8 30.0' 18.2 


41.0 


(( 


kt it 


1841 


16.2 16.9 27.2 38.7 48.8 '59.1 63.2,65.1 54.8 


41.7 30.1 19.1 


40.4 


509 


Hiram . . . , 


1831 


15.5 15.8 28.6'40.9 52.1 1 62.0 67.3 63.8 57.5 


46.4:33.0,18.1 


41.8 


ii 


ti 


. . 1 


183] 


15.0 22.4 28.6 39.4 '49.2 ; 59.9 67.3,02.9 55.3 


42.2 30.9; 19.8 '40.8 | 


(i 


tk 






1841 


18.7, 19.9 28.4 


40.6 51.6 


61.7 67.4 


64.9 56.1 


43.8 32.5 


21.2 42 2 1 


<t 


tk 






184G 


17.9; 18.0 28.7 39.151.2 


62.5 67.7 64.5 56.8 ' 44.0 ! 36.7 


24.2 42 6 1 


(I 


1 1 






1851 


18.9 18.1 28.3 j 37.9 52.6 


60.8 67.0 03.7 56.4 i 45.5! 31.3; 22.0 42.0 | 


ki 


'* 






185G 


14.7 18.3 28.2 


38.7 51.9 


62.2 66.0 


63.5 56.1 


44.3 33.1 


19.9 41.4 


7 


Kent's Hill \ 






1880 


16.1 17.0 26.8 40.5 1 53.5 


62.1 ,66.4 


65.2\b(^.(S 


44.3 


34.7 


20.3 ; 42.0 


8 


Lewiston . . 






188G 


17.2 18.3 27.9 40.0,53.5 


63.3 68.3 


65.2 57.3 


44.5 


35.0 


21.6 142.5 


10 


Orono . . . 






1871 


14.7 17.0 26.7 38.1 


51.8 


61,7:67.6 


65.7 56.3 


46.5 


29.6 


17.5 41.1 


t< 


it 






187G 


15.8 20.7 28.1 41.1 


54.0 62.4; 68.3; 60.2 58.2 


46.7 


34.2 20.5 '43.0 


it 


tt 

« • 1 






1881 


13.41J9.0 26.2 1 39.6 


51.2 


62.4 66.7 66.1 '57.7 


45.9 


35.5 23.8 42.4 


u 


it 






188G 


16.6 18.6 28.5 40.7 


53.7 


62.3 67.2 64.3 56.8 


44.4 


36.0 21.9*42.6 


11 


Petit Menan 






1886 


25.8 25.2 29.8 41.6 49-8 


55.8 60.0 59.6 54.8 


45.6 38.9 1^7.5; 42.8 1 


512 


Portland . . 






1821 


18.0 21.4 30.8 40.4 j 50.4 


60.6 66.0,64.6 158.0 


46.8 


35.0 


25.4,43.1 


It 


ti 






1826 


19.2 22.4 30.8 '41.6 52.8 


60.6 66.0 65.2 57.6 


47.5 


36.4 


28.3 44.0 


(t 


tt 






1831 


19.6 20.6 30.0:40.0 50.2 


59.4 66.2 64.0 '57.0 


47.2 35.0 


19.0:42.4 


tt 


tt 






1836 


19.0 19.4 29.2138.6 49.0 


58.6 65.8 63.4 55.8 


44.2 33.0 


23.2 


41.5 1 


ti 


it 






1841 


21.4 20.8 29.2 


40.0 49.8 


60.0 64.8 65.0 57.2 


45.0 35.0 


23.2:42.6 


tt 


<t 






1846 


21.2 20.8 29.8 


40.4 49.0 


61.2 66.8 05.4 58.8 


46.0 38.4 


27.6 43.8 

1 


12 


Portland . . 






1876 


25.8 28.4,34.3,45.4,56.8 


64.7 70.5 08.5 01.4 


51.8 


40.0 


28.6 4H.0 


tt 


tt 






1881 


22.8 26.5 32.5 44.9 54.3 


65.1 68.9 67.7 61.1 


50.5 


40.2 30.3 47.1 1 


tt 


it 






1886 


20.9 22.3 30.2 


42.1 ;53.0 


62.0 67.2 65.2 57.6 


46.2 


38.1 25.6 44.2 | 


513 


Steuben . . 






1856 


18.1 20.5 28.9 rS.S 49.5 


59.1 64.2 62.2,55.9 


45.4 


35.8,22.1 


41.7 1 


ti 


it 






1861 


19.1 22.6 29.2 


38.8 49.4 


58.6 63.3,62.7 55.7 


45.9 37.2.23.3; 42.1 1 


514 


West Waterville 


1866 


18.1 20.6 28.5 42.0 52.5 


64.8, 70.4 '67.0 59.2 


47.0 34.8 


22.5 


44.0 




iV. Hampshire. 




1 
















521 


Clare mont . . . 


18G1 


19.8 1-2.9 30.5 43.7 56.5 j 65 2 68.9 67.4 59.8 ; 47.2 , 37.5 j 25.r 


45.4 


522 


Concord . . 






1831 


21.9 22.7 31.5 44.4 


45.3 


63.3 66.8 66.3 57. 5 


47.7 


36.2 


22.5 


43.7 


37 


Concord . 






1871 


19.4 21.5 30.5 42.0 


57.1 


05.5 71.0 09.3 00.5 


50.8 


33.8 


22.5 


45.3 


tt 


it 






1876 


22.7 27.6,33.7 46.3 


59.2 


00.0 72.3 09.5 02.1 


52.3 


39.5 


27.5 


48.3 


ti 


it 






1881 


19.5 23.5 30.2 44.5 


55.7 


05.3 69.3 07.8 


61.6 


50.3 


38.6 


27.8 


46.2 


t( 


tt 






1886 


22.3 24.8 31.0 45.1 


57.5 


64.5 69.0 66.3 


58.9 


47.0 


38.1 


26.4 


45.9 


523 


Dover . . 






183G 


22.0 23.3 31.8 42.0 


53.0 


63.8 70.4 66.7 


58.4 


46.2 


35.1 


25.7 


45.0 


524 


Ft. Constitution 


1826 


25.4 28.0 34.9 44.9 


50.2 


62.8 68.0 66.5 59.6 


50.7 


40.4 


32.9 


47.5 


(t 


tt u 


1831 


24.5 26.1 34 .« 43.3 


52.8 


61.5 66.6 64.9 58.7 


50.0 


39.4 25.5 


45.6 


It 


tt tt 


1836 


24.7 24.5 32.3 41.8 


50.5 


59.5 65.6 03.1 57.5 


48.3 


36.6 28.7 


44.0 


39 


Hanover .... 


183G 


16.4 18.7 28.4 39.7 


53.5 


01.8 67.6 64.2 


56.5 


41.9 


31.5 20.2 

1 


41.7 


t( 


tt 






1841 


19.3 19.8 29.9.41.9 


52.8 


62.1 '65.3 60.0 


56.7 


43.4 


33.1 '21.3 


42.7 


it 


It 






184G 


18.0 17.8 28.8 39.0 153.7 


03.8 07.7 08.7:53.4 


44.3 


37.4 23.5 


42.7 


tt 


it 






1801 


18.2 20.8 29.7 42.4 J.J.^' 64.7 68.5 


■ • 


58.0 


47.2 


36.31 . . 


• • 


It 


it 






186:3 


17.2 19.6 27.1! 41.5 53.9 60.5 69.3 


• • 


57.7 


45.0 


33.0 20.8 


• • 


tt 


tt 






1871 


17.8 16.1 


25.9 39.4 


54.9,65.2 68.5 6?6\7 56.5 


45.8 


28.8,18.0 


41.6 


tt 


tt 






187G 


18.0 20.7 


28.5 43.1 


57.2 65.7 69.8 67.4 57.8 


47.1 


34.0 20.0 


44.2 


tt 


tt 






1881 


14.7 18.9 


25.5 40.0 


54.4 65.4 69.0 66.8 ' 59.0 


46.4 


34.3 23.5 


43.2 


tt 


t . 






188') 


17.0 17.8 


27.3141.8 


56.3164.4 68.0 64.1 


56.4 


43.7 


34.6 20.9 


42.9 


-525 


Keene . . 






1386 


21.7 23.9 


30.5 44.4 


57.9 64.8^0^.5 05.3 


58.7 


46.4 


37.7 25.5 


45.6 


526 


Manchester 






184G 


25.7 24.2 


33.7 45.7 


50.2 08.0 73.0 70.3 

1 


02.8 50.2 


42.3 29.8 


48.5 


it 


it 






1831 


24.3 25.7 


35.0,44.2 


59.4,68.0 74.1; 68.8 02.1 ! 5(?.6* , 38.1 27.0 


48.2 


42 


Manchester 






1886 


23.3 24.0 


31.3; 45.0 


58.4 66.4 70.1 67.0 59.6 47.1 


37.2 26.3 46.3 1 


527 


Mt. Washington 


1871 


5.3 6.8 


10J5 


18.6 


31.8 42.7 47.1 ;47.1 .:^.9.^'29.7 


13.5 7.7 25.2 1 


it 


it tt 


1876 


5.9 7.3 


12.8 


22.7 


35.0 44.8 48.9 '47.5 40.7 '30.7 


18.1 : 8.5 


26.9 1 


<( 


tt tt 


1881 


2.6 6.9 


8.3 


19.7 


36.0 45.8: 46.8 '40.0 41.7 30.2 18.7 11.4:26.2 1 


45 


Nashua 


18H6 


22.7; 24.5 


31.5 


44.8'57.3 65.3 09.9 60.4 159.1,40.9 38.8 27.4 46.2 | 


528 No. Barnstead . 


1861 


21.3^24.9 


31.5 


42.9 55.4 64.3 69.0 68.7 

1 ; 1 1 


01.4 48.7 39.3 27.3 46.3 1 



new: ENGl-AND METEOBOLOGICiX SOCIETT^ 1890 



105 



MONTHLY TEMPEBATUBE NORMALS FOR FIVE YEAR PERIODS. 



No. 


Statiok. 


PeriodJ 


Jau. 


Feb. 


Mab. 


Apb. 


Mat. 


June. 


1 
July. 


Aug. 


Sept. 


Oct. 


Nov. 


Dec. 


Teae. 


New Hampshir 


'e. 






















529 


Stratford • • . 


. 1861 


15.3 


17.5 


24.9 


37.7 


50.7 


60.0 


64.2 


62.2 


53.9 


42.0 


32.3 


18.6 


39.9 


ic 


4C 

. • • 


. 1866 


14.3 


16.5 


23.4 


38.0 


49.6 


62.7 


67.4 


62.4 


55.4 


42.3 


30.1 


16.8 


39.9 


51 


Stratford . • . 


. 1886 


174 


194 


iS8.3 


41-1 


S74 


6S.2 


69.8 


66.1 


57.9 


45.1 


35.0 


20.4 


43.6 


52 


Walpole . . . 
Vermont, 


. 1886 


17.9 


19,5 


25.9 


41.2 


54.7 


62.4 


67.1 


64.4 


56.7 


43.3 


34.5 


21.7 


42.4 


541 


Brandon • • • 


. 1856 


17.0 


20.9 


29.0 


41.1 


54.5 


64.3 


68.5 


65.6 


57.4 


45.6 


35.5 


21.3 


43.4 


71 


BratUeboro' . 


. 1886 


21.4 


22.7 


80.5 


45.5 


58.1 


64.9 


69.6 


66.0 


58.2 


45.6 


37.2 


25.1 


45.4 


72 


BratUeboro' • 


. 1886 


21.7 


23.0 


30.6 


45.5 


59.7 


64.3 


68.1 


667 


58.3 


46.2 


88.9 


26.0 


45.8 


542 


Borlington • • 


. 1841 


21.4 


20.4 


30.4 


44.2 


54.5 


64.9 


67.7 


68.7 


59.4 


46.7 


34.9 


28.2 


44.7 


(4 


44 


. 1846 


20.8 


18.7 


30.2 


41.8 


55.2 


65.6 


70.3 


67.8 


59.5 


46.8 


39.9 


24.4 


45.1 


74 


Chelsea . • • 


. 1886 


15.7 


16.9 


24.0 


39.3 


53.0 


59.5 


63.2 


60.1 


53.7 


41'^ 


32.8 


21.4 


40.1 


544 


Craftsbury . . 


. 1856 


13.9 


17.0 


25.5 


37.8 


51.7 


61.8 


65.3 


63.1 


55.1 


43.1 


32.0 


17.0 


40.3 


iC 


4C 


. 1861 


16.1 


18.6 


25.6 


38.4 


51.1 


60.4 


63.7 


62.5 


54.9 


42.1 


32.1 


19.5 


40.4 


11 


44 


. 1866 


15.1 


17.4 


24.0 


39.0 


49.7 


63.5 


67.8 


62.8 


55.0 


42.1 


30.1 


17.8 


40.4 


4< 


44 


. 1871 


U^o 


U'S 


22.8 


86.1 


51.3 


63.3 


67.4 


64.6 


54.6 


434 


24.8 


16.6 


39.4 


iC 


44 ^ ^ 


. 1876 


17.4 


19.3 


27.2 


41.3 


56.5 


66.3 


70.6 


67.6 


59.5 


47.5 


34.1 


19.3 


43.9 


77 


Jacksonville • 


. 1886 


19.4 


20.0 


27.5 


40.4 


54.6 


62.0 


66.1 


62.0 


54.8 


41.8 


34.3 


23.4 


42.2 


78 


Lanenborgh • 


. 1851 


19.0 


13.9 


25.6 


36.6 


50.9 


64.3 


68.1 


67.0 


56.6 


43.2 


29.4 


20.0 


41.2 


ik 


44 ^ 


. 1856 


16.1 


19.3 


24.7 


34.8 


52.4 


64.3 


65.6 


64.3 


55.0 


43.5 


33.3 


18.8 


41.1 


cc 


4C 


. 1861 


18.5 


20.0 


27.5 


39.7 


53.4 


65.2 


67.8 


67.9 


56.4 


45.1 


31.4 


21.3 


42.8 


c< 


cc 


. 1866 


15.4 


17.8 


24.8 


38.8 


50.7 


65.9 


71.2 


64.9 


55.8 


45.0 


33.9 


18.2 


41.9 


if 


44 


. 1871 


13.4 


15.2 


24.4 


36.8 


52.8 


63.9 


68.7 


66.5 


56.5 


45.6 


26.7 


16.0 


40.6 


tc 


44 • 


. 1876 


16.3 


19.2 


27.2 


40.4 


53.5 


63.0 


67.5 


64.7 


57.2 


45.3 


32.6 


19.0 


42.1 


C4 


CC 


. 1881 


11.3 


16.8 


23.0 


37.8 


54.0 


62.4 


65.8 


64.3 


57.6 


44.6 


32.6 


21.8 


41.0 


(C 


cc 


. 1886 


16.8 


19.5 


29.6 


42.0 


57.5 


64.3 


69.1 


66.3 


58.9 


45.0 


35.3 


20.3 


43.7 


546 


Newbury . . . 


. 1841 


20.0 


19.4 


29.7 


43.0 


52.2 


64.4 


67.4 


68.3 


58.1 


44.5 


34.2 


21.5 


43.6 


81 


Newport . . . 


. 1871 


14-1 


14.8 


22.8 


36.1 


51.3 


63.3 


67.8 


64.6 


56.6 


434 


24,8 


15.8 


39.6 


4t 


*' . . . 


. 1876 


17.4 


19.3 


26.8 


41.3 


56.5 


66.3 


70.6 


67.6 


59.5 


47.6 


38.1 


19.3 


44.2 


t( 


" . . . 


. 1881 


11.8 


17.2 


23.5 


38.6 


55.9 


64.7 


68.0 


66.7 


59.0 


45.6 


34.3 


22.2 


42.3 


547 Randolph . . . 


. 1866 


16.9 


19.1 


25.1 


40.4 


52.8 


65.5 


70 


65.1 


57.5 


44.3 


33.2 


20.2 


42.5 


83 1 Strafford . • . 


. 1876 


19.0 


20.5 


29.1 


41.9 


57.3 


65.4 


69.8 


67.6 


59.1 


47.7 


33.5 


20.1 


44.2 


4( 


44 

• . . 


. 1881 


13.1 


17.7 


24.0 


39.9(55.2 


64.9 


68.3 


67.6 


60.7 


47.7 


35.2 


23.4 


43.1 


iC 


** . . . 


. 1886 


13.6 


17.9 


25.9 


42.5157.1 


65.8 


69.7 


66.4 


58.4 


44.9 


35.6 


21.4 


43.3 


85 


Vernon . . . . 


. 1886 


20.6 


23.4 


30.8 


45.6 


59.1 


66.8 


71.1 


67.3 


60.1 


47.2 


38.4 


25.9 


46.4 


548 \ Williamstown . 


. 1831 


15.5 


16.2 


25.5 


38.6 


50.6 


59.3 


64.6 


61.6 


53.0 


43.4 


30.2 15.4 


39.5 


C( 


cc 

Massachusetti 


. 1836 

r. 


15.0 


16.3 


25.8 


36.8 


49.3 


59.2 


64.6 


61.0 


53.3 


40.1 


28.6 


16.8 


38.9 


101 


Amherst • • . 


. 1836 


22.9 


25.9 


35.1 


47.3 


58.3 


66.8 


72.2 


69.2 


61.4 


49.0 


37.2 


26.6 


46.0 


(( 




. 1841 


23.9 


22.8 


33.3 


46.1 


55.4 


66.0 


70.0 


69.6 


59.7 


46.5 


36.3 


26.1 


46.3 


tc 




. 1846 


25.0 


23.1 


33.2 


44.6 


56.4 


66.3 


71.4 


69.1 


60.3 


47.2 


40.8 


28.4 


47.1 


t4" 




. 1851 


23.6 


24.3 


32.7 


43.4 


56.9 


65.5 


70.6 


66.7 


60.2 


49.7 


87.8 


25.9 


46.4 


(( 




. 1856 


21.4 


24.3 


32.4 


43.8 


55.9 


65.3 


69.5 


67.1 


57.1 


48.7 


38.9 


25.5 


45.8 


C4 




. 1861 


23.0 


26.2 


32.5 


45.4 


56.9 


64.6 


69.8 


68.7 


60.4 


49.0 


39.3 


28.2 


47.0 


(» 




. 1866 


23.9 


25.8 


30.9 


46.2 


45.6 


66.8 


71.5 


67.8 


60.8 48.7 


37.9 


25.4 


45.9 


it 




1871 


22.8 


23.2 


31.4 


43.1 


57.0 


66.6 


69.9 


68.4 


58.8 


48.9 


33.9 


26.2 


45.8 


i( 




. 1876 


25.7 


27.2 


34.1 


46.9 


59.6 


67.6 


72.3 


69.0 


61.6 


50.7 


38.8 


27.1 


48.4 


C( 




. 1881 


21.5 


25.2 


31.4 


45.3 


57.6 


66.9 


70.2 


68.9 


62.6 


50.5 


41.4 


30.0 


47.6 


44 




. 1886 


25.1 


25.9 


33.4 


47.0 


59.2 


66.1 


70.7 


67.2 


59.5 


48.1 


40.3 


28.9 


47.6 


561 


Andover . • . 


. 1801 


25.9 


27.5 


36.3 


46.6 


57.9 


67.4 


71.5 


70.6 


62.3 


50.2 


39.1 


32.4 


49.0 


104 


Bine Hill . . . 


. 1886 


24.5 


25.1 


30.3 


42.9 


54.5 


62.6 


67.6 


65.1 


58.4 


46.9 


39.5 


28.4 


45.5 


563 


Boston • • . • 


. 1821 


25.9 


28.8 


36.4 


46.4 


56.3 


66.6 


72.2 


69.4 


62.3 


51.5 


40.2 


31.9 


49.0 


44 




. 1826 


27.1 


30.8 


36.3 


46.5 


58.9 


67.4 


72.0 


70.4 


61.8 


51.7 


41.3 


34.6 


49.8 


44 




. 1831 


26.8 


27.7 


36.1 


46.0 


56.0 


65.7 


71.8 


69.3 


61.5 


51.8 


39.9 


26.9 


48.3 


(4 




. 1836 


25.7 


25.8 


34.4 


45.1 


55.2 


64.2 


71.3 


67.9 


60.6 


48.6 


87.7 


29.0 


47.1 


CC 




. 1841 


29.3 


27.9 


36.0 


46.3 


56.7 


67.6 


71.9 


69.6 


61.9 


50.1 


89.8 


30.5 


49.0 


44 




. 1846 


29.2 


27.3 


35.6 


45.7 


54.6 


66.4 


71.6 


69.4 


62.3 


50.8 


43.3 


32.4 


49.0 


44 




. 1851 


26.8 


27.5 


35.1 


43.8 


57.2 


66.7 


72.6 


68.8 


63.0 


52.8 


40.5 


29.6 


48.7 


564 


Boston • • • . 


. 1826 


27.4 


29.6 


36.6 


46.7 


58.4 


66.4, 


71.0 


69.8 


61.9 


52.3 


41.8 


35.3 


49.9 


44 


C4 


. 1831 


26.7 


27.6 


36.3 


45.8 


55.9 


65.4 


71.0 


68.9 


62,0 


52.2 


40.1 


26.5 


48.3 



m 



ANNALS OF HARVARD COLLEGE OBSERVATORY. 



HfONTHLT TEMPERATURE NORMALS FOR FIVE YEAR PERIODS. 





. 


> 












^ 




No. 


Station. 


PXBIOD. 


Jan. 


Feb. 


Mar. I 


Apr. 


May. 


JU5B. 


July. 


ACO. 


Sept. 


Oct. 


Nov. 


Dec. 


Ybab. 




MassachuhetU. 






















564 


BoBton .... 


. 1836 


26.2 


26.0 


35.1 


46.0 


56.0 


64.9 


71.8 


68.9 


61.7 


49.8 


88.7 


29.6 


48.0 


t( 


44 


. 1841 


29.2 


28.0 


36.1 


46.4 


56.5 


67.2 


71.6 


70.1 


62.6 


50.7 


40.0 


30.1 


49.2 


106 


Boston .... 


. 1871 


26.3 


26.8 


33.7 


44.1 


57.4 


67.0 


72.5 


70.4 


62.2 


52.7 


37.3 


29.1 


48.3 


i( 


44 


. 1876 


28.0 


28.8 


34.3 


44.7 


57.7 


66.1 


71.3 69.1 


62.5 


52.6 


40.2 


29.8 


48.7 


i» 


44 


. 1881 


24.6 


27.5 


32.6 


43.7 


5::. 5 G5.8 


70.1 


68.5 


62.5 


51.9 


41.7 


32.7 47.9 1 


u 


44 


. 1886 


27.4 


28.2 


33.7 


45.6 


57.1 65.6 


70.8 


68.2 61.0 


49.6 


42.5 


31.6 


48.5 


665 


Cambridge . . 


. 1746 


29.9 


30.9 


34.5 


48.6 


J^.6,61.8 


66.5 


61.2 58.4 


U-7 


33.4 


32.8 


46.4 


(( 


44 


. 1751 


32.2 


33.6 


37.2 


44.1 


53.1 


61.0 


63.3 1 59.9 54.4 


46.6 


39.1 


30.3 


46.2 


(( 


44 


. 1756 


28.4 


31.7 


34.6 


43.6 


52^ 


59.9 


63.8 64.0,55.9 


48.4 


38.0 


30.1 


46.0 


(( 


44 


. 1761 


29.3 


28.7 


34.5 


46.0 


58.0 


62.0 


65.5 60.5; 59.5 


43.5 


35.6 


31.9 


46.2 


C4 


44 


. 1766 


30.1 


31.1 


33.6 


52.5 


62.7 


61.6 


66.8 58.9 51.3 


42.4 


30.4 


32.2 


46.1 


566 


Cambridge . . 


. 1791 


25.2 


26.0 


39.9 


50.1 


58.6 


69.2 


73.8 71.0 64.1 


51.7 


41.7 


33.0 50.4 


(( 


44 


. 1796 


25.9 


27.5 


33.3 1 46.8 


56.1 


66.6 


72.5 70.6 61.5 


49.0 


37.2 


26.6^48.0 


(C 


44 


. 1801 


25.9 


28.4 


36.6 45.9 


56.8 


68.2 


73.81 72.0 63.9 


50.2 


38.5 


32.4 49.4 


<t 


44 


. 1806 


22.3 26.5 


31.9 45.0 


56.4 


66.2 71.0 


69.7 60.4 


51.2 


37.1 


31.1 47.4 


108 


Cambridge . . 


. 1841 


25.5 


24.6 


33.2 44.7 


54.7 


65.7 70.4 


69.0 61.1 


47.5 


36.8 


26.4 46.6 


(( 


44 


. 1846 


26.2 


23.9 


33.9 44.6 


54.2 


65.9 71.6 


68.8 61.5 


49.9 


41.9 


30.1 47.7 


(( 


44 


. 1851 


24.9 26.0 


33.9 43.4 


56.2 


66.0 72.2 


67.6 


61.7|51.0 


38.8 


27.5 47.4 


(i 


44 


. 1856 


23.2. 26.2 


33.7 


43.6 


54.9 


65.8 70.4 


67.9 


61.1 150.5 


40.1 


27.2 47.1 


(( 


44 


. 1861 


23.3 . 26.4 


33.4 


44.8 


57.3 


67.1 72.3 


71.1 61.8 51.0 


40.1 


28.2 1 48.1 


C( 


44 


. 1866 


24.7 


26.7 


30.5 45.0 


53.8 


66.0 72.2 


69.0 j 61.4 49.8 


38.9 


27.4:47.1 


t( 


44 


. 1871 


23.0 


24.0 


31.7; 42.3 


56.6 


66.0; 71.6 i 69.0 60.1 50.5 


35.1 


26.8 46.4 


(( 


44 


. 1876 


25.9 


27.3 


34.2 1 45.2 


58.8 


68.2 73.2 


70.0 61.9 51.1 


38.7 


27.7 48.5 


(( 


44 


. 1881 


21.8 


26.2 


32.2 


44.7 


56.4 


68.9 73.0 


71.7 64.3 


52.8 


41.0 


29.3 '48.5 


(( 


44 


. 1886 


26.0 


24.5 


33.6 


47.5 


59.6 


67.7 


72.5 


69.2162.7 


50.5 


42.8 


30.8 49.0 


109 


Cambridge . . 


. 1886 


25.5 26.7 


32.6,45.6 


58.0 


66.4 


71.9 


68.4 1 60.9 


48.2 


40.6 


29.6 47.9 


110 


Chestnut Hill . 


. 1886 


26.3127.4 


32.7 '45.4 


57.5 


65.6 '70.7 


67.9 61.2 


47.8 


41.5 


30.5 47.9 


114 


Cotuit .... 


. 1886 


28.7 ; 28.9 


33.2 


43.7 


55.0 63.5 69.3 


67.9 61.7 50.0 


42.8 


32.3 48.1 


116 


Deerfield . . . 


. 1886 


22.8,24.1 


31.4 


45.6 


59.8 68.1 J\. A: 


68.7 60.2 47.3 


37.9 


26.7 


47.0 


117 


Dudley .... 


. 1886 


24.5 


25.3 


29.9 


44.7 


58.4 


64-9 69.8 


68.6 '60 A 


48.5 


40.3 


27.6 


46.9 


118 


Fall River . . 


. 1876 


30.0 


31.2 


36.5 


46.1 


56.9 


66.5 


71.6 


69.4 59.8 


53.6 


41.4 


31.4 


48.7 


t( 


44 44 


. 1881 


25.3 27.7 


32.4 


42.8 


53.1 


64.3 


69.6 


68.0 62.5 


51.9 


41.7 


32.6 


47.7 


t( 


44 44 


. 1886 


28.6 


28.5 


32.7 


44.7 


55.1 


64.1 


68.8 


67.3 161.2 


49.3 


42.5 


32.2 47.9 


120 


Fitchburg . . . 


. 1861 


22.0 


25.0 


30.9 


42.7 


55.1 


65.0 


69.4 


69.0 1 60.4 


48.0 


38.8 


27.0 46.1 


tt 


44 


. 1866 


22.8 


24.4 


29.5 


44.2 


53.8 


66.5 


71.9 


67.8 60.6 


48.1 


37.0 


24.9; 46.0 


a 


44 


. 1871 


21.0 


21.9 


30.0 


40.4 


55.4 


65.7 


70.1 


67.8-58.7 


48.3 


32.2 


24.5 44.7 


a 


44 


. 1876 


24.3 


25.7 


31.5 


43.4 


57.8 


66.5 71.4 


68.2 


60.0 


49.5 


36.1 


25.1 46.6 


n 


44 


. 1881 


19.8 


23.4 


28.6 


41.8 


54.2 


65.8; 69.7 


67.7 


60.8 


48.6 


37.3 


28.2 i 45.5 


t( 


41 


. 1886 


23.0 


23.9 


30.2 


43.6 


57.3 


65.3 


69.6 


65.7 


58.3 


45.7 


37.6 


26.9 45.6 


121 


Fitchburg . . . 


. 1886 


24.2 


25.2 


31.9 


45.7 


58.5 


65.4 


70.0 


66.0 


59.1 


46.6 


38.1 


27.3 46.5 


568 


Ft. Independent 


5e 1826 


27.3 


28.8 i 36.1 


46.3 


57.9 


65.7 


70.0 


69.2 


62.5 


53.8 


43.3 


36.6 


49.8 


(( 


44 (4 


1831 


27.3 


27.9 


36.4 


45.9 


56.4 


65.6 


70.2 


69.4 


63.0 


. • 


• • 


. . 


. . 


44 


44 44 


1851 


27.0 


26.7 


Si4 


43.4 


57,.0 


65.8 


73.0 


69.1 


63.3 


52.9 


40.9 


29.6 


48.6 


44 


k4 t4 


1856 


24.8 


27.8 


34.5 


44.3 


54.9 


66.3 


73.7 


70.0 


62.8 


52.1 


41.6 


30.3 


48.0 


44 


44 44 


1866 


28.1 


29.4 


34.0 


45.6 


54.1 


65.0 


71.8 


69.6 


58.6 


52.2 


41.3 


30.3 


48.8 


44 


44 44 


1871 


24.2 


23.7 


29.4 


40.4 


54.7 


64.9 


70.8 


69.3 


60.9 


50.9 


37.4 


28.3 


46.2 


569 


Ft. Warren . . 


. 1866 


28.0 


27.3 


32.1 


44.3 


52.9 


65.2 


71.6 


69.6 


62.5 


51.3 


40.4 


29.3 


47.9 


122 


Framingham . 


. 1886 


25.8 


27.2 


33.1 


46.3 


58.6 


66.4 


71.3 


67.8 


60.7 


48.4 


40.9 


29.8 


48.0 


123 


Gilbertville . . 


. 1886 


23.7 


24.2 


30.7 


44-8 


. . 


65.5 


69.1 


66.0 


58.8 


45.8 


87.4 


26.6 


. . 


570 


Heath 


. 1881 


17.1 


23.0 


26.2 


40.2 


55.8 


65.3 


71.9 


68.4 


59.9 


49.0 


36^ 


27.2 


45.1 


44 


44 


. 1886 


20.3 


22.2 


28.6 


45.2 


56.8 


67.6 


74.1 


66.9 


60.7 


47.4 


36.5 


24.7 


45.9 


127 


Lake Cochituatc 


u 1886 


25.0 


27.2 


32.9 


45.6 


58.1 


65.6 


70.3 


67.7 


60.3 


47.8 


40.3 


29.4 


47.5 


572 


Lawrence . . . 


. 1866 


24.0 


26.0 


30.8 


44.3 


52.3 


64.9 


71.0 


67.8 


59.4 


48.3 


38.2 


27.0 


46.2 


128 


Lawrence • . • 


. 1886 


23.7 


24.8 


31.9 


45.5 


58.6 


66.4 


72.4 


68.0 


60.1 


47.4 


39.1 


27.4 


47.1 


574 


Lowell .... 


. 1846 


24.9 


23.9 


33.6 


44.6 


55.4 


68.1 


73.2 


70.8 


62.7 


49.5 


41.6 


29.6 


48.2 


183 


Lowell .... 


. 1886 


23.7 


25.3 


31.1 


44.9 


57.8 


66.0 


71.1 


68.0 


60.6 


47.7 


39.7 


28.1 


47.0 


575 


Lunenburgh . 


. 1841 


29.3 


27.7 


36.2 


45.8 


54.9 


65.3 


69.6 


68.7 


60.2 


69.3 


39.0 


30.2 


48.0 


44 


44 

• 


. 1846 


26.1 


25.8 


35.5 


45.4 ' 54.2 


66.4 


71.2 


68.2 


61.2 


51.2 


43.7 


38.1 


48.5 


44 


44 


. 1851 


27.3 


28.7136.0 

1 


43.7 57.1 


66.8 


70.8 


67.7 


62.4 


52.0 


40.0 


30.8 


48.6 
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MONTHLY TEMPERATURE NORMALS FOR FIVE YEAR PERIODS. 



No. 


Statioh. Ipbbiod. Jah. 


Feb. 


Har. 


Al»R. 


Mat. 


Junk. 


July. 


Auo. 


Sept. 


Oct. 


Nov. 


Dec. 


Tear. 


Mas8ai,hu8etts, 1 




















675 


Lunenbuigh. . . | 1856 21.9 


23.2 31.0 


42.1 


55.0 


65.7 


70.0 


68.1 


59.8 


49.3 


39.0 


24.1 


45.8 


44 


44 


1861 22.2 


26.0 32.7 


45.6 


58.2 


66.9 


71.0 


70.2 


62.3 


50.2 


39.5 


27.6 


47.7 


44 


*' 


1866 


23.2 


25.2 


30.1 


45.3 


65.0 


67.4 


72.4 


68.7 


61.3 


49.2 


37.7 


25.3 


46.8 


576 


MendoD. • 




1836 


24.2 


23.8 


34.0 


45.4 


55.6 


65.3 


72.5 


68.7 


61.2 


48.7 


37.8 


27.7 


47.0 


44 


44 

• • 




1841 


27.0 


22.2 


32.7 


45.3 


54.2 


63.6 


70.4 


69.4 


60.2 


46.9 


38.8 


27.7 


46.7 


44 


C4 

• • 




1846 


25.3 


22.4 


32.5 


44.0 


54.0 


64.2 


69.3 


68.6 


60.2 


48.0 


41.7 


29.5 


46.7 


44 


44 




1856 


22.5 


25.5 


33.3 


43.1 


54.8 


66.0 


70.5 


67.5 


60.4 


49.6 


41.4 


26.4 


46.6 


44 


44 

• • 




1861 


23.9 


26.8 


32.7 


44.4 


56.3 


65.1 


70.0 


69.2 


61.0 


50.1 


40.5 


29.1 


47.4 


44 


«4 

• • 




1866 


23.9 


25.2 


29.6 


44.3 


53.8 


65.5 


70.7 


67.5 


60.7 


48.6 


38.0 


25.1 


46.1 


577 


Miltou . • 




1851 


27.3 


27.1 


34.7 


44.2 


57.7 


66.6 


71.9 


67.7 


62.8 


52.7 


41.1 


30.1 


48.7 


i» 


44 

• • 




1856 


24.9 


28.6 


34.4 


43.7 


55.4 


65.8 


70.9 


68.3 


61.3 


50.8 


40.6 


28.7 


47.8 


41 


44 

• • 




1861 


26.0 


^9.7 


35.4 


45.4 


55.6 


67.3 


70.5 


69.9 


62.0 


52.1 


42.5 


31.1 


49.0 


44 


44 

• • 




1866 


27.1 


28.6 


32.5 


46.4 


54.7 


65.3 


71.7 


69.0 


63.0 


50.9 


40.7 


29.3 


48.3 


4C 


44 

• • 




1871 


26.7 


26.7' 


34.3 


44.5 


57.9 


66.9 


71.8 


69.6 


61.4 


52.8 


87.3 


29.4 


48.3 


44 


44 

• • 




1876 


29.6 


30.9 


37.4 


47.4 


60.2 


68.4 


72.8 


70.2 


63.5 


53.6 


41.5 


31.4 


50.6 


44 


44 

• • 




1881 


26.0 


29.0 


34.2 


45.3 


56.2 


67.9 


71.5 


69.5 


64.3 


53.6 


42.8 


33.3 


49.4 


140 


Milton . . 




1886 


27.5 


28.7 


34.1 


44.7 


55.2 


63.3 


67.5 


65.3 


58.2 


47.0 


41.3 


30.7 


47.0 


141 


MoDSon . . 




1886 


23.1 


gS.7 


30.8 


45.0 


58.0 


64.8 


69.5 


66.2 


58.8 


47.0 


38.0 


27.0 


46.2 


578 


Nantucket 




1851 


33.7 


32.8 


38.0 


44.7 


54.1 


64.1 


70.7 


68.0 


63.3 


55.7 


44.8 


36.7 


50.6 


147 


New Bedford . .' 


1816 


27.6 


28.7 


34.0 


43.6 


53.2 


63.8 


69.3 


68.8 


62.5 


52.3 


43.8 


31.9 


48.1 


14 


4 4 4 4 


1821 


28.5 


30.4 


36.8 


45.6 


55.5 


65.0 


70.6 


68.9 


62.8 


53.1 


42.2 


34.5 


49.5 


C4 


44 44 


1826 


29.6 


31.0 


36.7 


45.2 


56.3 


64.3 


69.9 


68.9 


61.6 


52.6 


42.9 


36.6 


49.6 


44 


44 44 


1831 


28.4 


28.5 


35.7 


44.9 


54.7 


63.7 


69.2 


68.4 


61.4 


53.1 


41.1 


28.8 


48.2 


41 


4C 44 


1836 


27.3 


27.0 


34.5 


43.4 


53.3 


62.4 


69.2 


66.7 


60.2 


49.8 


39.2 


30.5 


47.0 


H 


44 44 


1841 


30.2 


28.3 


35.4 


44.5 


53.0 


63.2 


67.9 


68.3 


61.1 


50.0 


40.5 


31.4 


47.8 


4i 


44 44 


1846 


303 


28.1 


35.8 


44.9 


53.7 


63.6 


69.2 


68.2 


62.4 


51.9 


44.3 


34.0 


48.8 


44 


44 44 


1851 


29.0 


28.4 


35.6 


43.2 


55.0 


64.5 


70.2 


67.7 


61.6 


53.7 


41.7 


31.4 


48.6 


44 


44 44 


1856 


26.7 


28.1 


34.5 


44.0 


53.7 


64.2 


69.3 


68.1 


61.3 


51.6 


42.0 


31.0 


47.9 


X 


44 44 ^ ^ 


1861 


28.8 


31.2 


36.2 


45.9 


57.2 


65.1 


69.9 


69.8 


62.5 


53.6 


44.5 


33.6 


49.9 


(4 


44 44 


1866 


28.3 


30.0 


33.3 


45.5 


54.0 


64.1 


70.6 


68.3 


62.2 


51.4 


41.2 


30.4 


48.3 


4C 


44 44 


1871 


26.7 


26.5 


32.8 


42.7 


54.4 


64.0 


69.7 


68.5 


60.6 


51.9 


37.4 


29.5 


47.1 


44 


44 44 ^ ^ 


1876 


29.5 


30.2 


35.5 


45.3 


56.7 


65.6 


71.0 


68.9 


62.3 


52.8 


41.0 


30.7 


49.1 


44 


44 44 


1881 


26.1 


28.4 


33.1 


43.3 


53.5 


64.1 


68.9 


67.8 


62.6 


52.3 


42.1 


33.0 


48.1 


44 


44 44 


1886 


28.3 


28.7 


33.2 


44.5 


55.5 


63.7 


68.6 


66.9 


60.9 


49.6 


42.5 


32.4 


47.9 


148 


New Bedford . . 


1886 


^8.3 


29.6 


33S 


45.0 


55.2 


63.6 


69.0 


67.0 


61.1 


49.6 


43.0 


32.6 


48.2 


149 


Newbur^'port • . 


1881 


23.5 


26.3 


31.8 


43.2 


53.2 


65.0 


69.1 


67.7 


61.0 


50.3 


39.8 


30.8 


46.8 


44 


44 


1886 


25.4 


26.4 


82.6 


44.4 


56.2 


64.7 


69.3 


66.2 


59.5 


47.7 


40.2 


29.2 


46.8 


152 


Northampton . • 


1886 


28.4 


24.8 


31.5 


46.6 


59.9 


68.0 


72.9 


69.7 


61.9 


48.0 


39.1 


27.7 


47.8 


153 


Plymouth .... 


18H6 


30.8 


30M 


3Jf^ 


J^S 


58,2 


66.5 


71.2 


68.4 


62.9 


51.6 


43.7 


33.8 


49.8 


579 


Richmond 




1856 


20.9 


23.2 


30.5 


41.9 


56.3 


67.2 


71.0 


68.7 


60.8 


48.8 


35.6 


24.2 


45.8 


4 4 


44 




1866 


22.1 


24.8 


30.9 


48.2 


60.4 


70.9 


72.2 


67.8 


63.6 


60.2 


35.9 


24.6 


47.6 


580 


Salem. . 




1786 


25.7 


24,8 


35.3 


44.0 


55.4 


67.1 


71.0 


69.4 


61.7 


49.9 


39.9 


27.6 


47.6 


C4 


44 




1791 


25.4 


27.0 


38.4 i 48.3 


60.1 


68.2 


72.5 


72.0 


62.9 


50.5 


40.3 


32.4 


49.8 


44 


44 




1800 


27.1 


29,4 


37.4 


46.9 


57.7 


67.6 


73.1 


71.9 


64.8 


52.1 


40.3 


'32.8 


50.1 


C4 


44 




1806 


24.9 


28.3 


33.8 


45.7 


56.2 


66.6 


70.6 


69.3 


62.3 


51.3 


38.9 


32.7 


48.5 


(C 


44 




1811 


23.8 


26.7 


83.8 


45.7 


54.7 


65.2 


71.4 


68.9 


62.3 


51.3 


40.8 


28.8 


47.8 


44 


44 




1816 


25.4 


26.4 


32.8 


44.1 


55.6 


66.7 


72.6 


70.1 


63.3 


51.5 


42.0 


28.8 


48.4 


44 


** . . 




1821 


25.4 


28.2 


36.3 


46.5 


56.9 


67.6 


73.0 


70.6 


62.7 


51.7 


39.5 


31.2 


49.2 


158 


Salem . , 




1886 


26.1 


27.3 


33.4 


44.6 


56.0 


65.0 


69.7 


66.4 


60.1 


Ji.7.7 


iO.3 


31.6 


47.4 


161 


Springfield 


['/.'. 


1851 


25.5 


27.8 


34.9 


45.4 


59.3 


66.8 


72.4 


70.1 


63.2 


51.8 


39.2 


27.3 


49.5 


44 


44 




1871 


22.7 


23.2 


31.5 


43.4 


58.6 


68.1 


72.7 


70.1 61.4 


50.4 


34.7 


26.1 


46.9 


. 44 


44 




1876 


27.2 


28.7 


35.1 


47.6 


61.7 


69.5 


74.7 


71.4 68.8 


52.7 


39.8 


27.8 


50.0 


44 


44 




1881 


22.5 


25.7 


31.9 


45.7 


57.5 


68.7 


72.6 


70.3 


64.3 


51.9 


40.1 


30.6 


48.5 


44 


44 




1886 


25.5 


26.7 


33.1 


48.0 


61.0 


68.4 


72.8 


69.4 


61.7 


49.1 


40.4 


29.3 


48.8 


164 


Taunton 




1871 


24.9 


25.6 


32.1 


43.8 


57.0 


68.1 


74.3 


71,7 


61.3 


52.0 


36.9 


27.8 


48.0 


44 


44 




1876 


29.3 


30.3 


37.9 


44.4 


61.6 


70.5 


77.8 


74.9 


67.0 


55.9 


42.7 


30.8 


52.3 


44 


4; 




1881 


26.0 


29.4 


35.2 


47.1 


57.5 


69.1 


74.4 


72.5 64.3 


55.1 


43.r 


33.7 


50.7 


M 


■44 




1886 


27.5 


29.5 


34.1 


46.1 


57.9 


65.3 


71.2 


67.8 60.9 


49.0 


41.4 


31.4 


48.5 


16a 


Taunton 




1886 


28.4 


29,4 


34.0 


45.^ 


67.8 


6^.7 


70.2 


67.6 


60.9 


49.4 


42.2 


31.7 


50.2 



108 



ANNALS OF HARVARD COLLEGE OBSERVATORY. 



MONTHLY TEMPERATURE NORMALS FOR FIVE YEAR PERIODS. 



No. 


Station. 


PsbiodJ 


Jaic. 


Fbb. Mar. 


Apr. 


Mat. 


JU5E. JULT. 


Acq. 


S«PT. 


Oct. ; Nov. 

1 


Dbo. 


Ybab. 


Massachusetts. 






1 

1 






( 












165 


TauDtOD .... 


1886 


27.7 


28.6 


33.2 


44.9 


56.4 


63.8 69.6 '67.5 


60.7 


48.4 41.6 


31.2 


48.0 


581 


Topsfield .... 


1866 


25.9 


27.2 32.1 


45.4 


53.6 65.2 71.2 '68.1 


60.8 


48.5^39.1 


26.7 


47.0 


168 


Wellesley .... 


1886 


26.8 27.7 33.0 


45.3 


57.6 65.1 69.9 167.2 


60.3 


48.0 40.7 


30.4 


47.8 


583 


Westfield .... 


1861 


23.0 1 26.3; 32.7 


44.6 


56.2 


63.9 68.5 67.7,59.9 


48.6 39.3 


28.1 


46.6 


170 


Williamstown . . 


1816 


22.0 22.5; 29.2 


40.7 


54.1 


64.7 -69.7 


66.8 ! 58.9 


46.8 37.9 


24.5 


45.0 


(4 


44 


1821 


21.3 24.2 32.6 '45.0 


56.5 


67.4 . 70.5 


61.3 59.6 


46.8 35.3 


27.4 


46.2 


(( 


44 


1826 


22.2; 24.7 33.0 44.5 


59.2 67.4 70.0 


68.5; 58.8 


48.4 36.9 


30.7 


47.0 


(( 


44 


1831 


21.9 22.9 33.2 45.2 


57.5 


65.4 , 70.0 


67.0] 58.4 


58.0 35.6 


22.3 


45.6 


(t 


(4 


1866 


21.5 23.3 28.5,43.6 


53.4 65.4 69.9 


66.0 58.9 


46.6 36.2 


24.3 


44.8 


<( 


44 


1881 


18.4 22.2 27.6 41.5 


54.6 64.1 67.3 


65.5 59.6 


48.3 37.4 


27.5 


46.3 


585 


Worcester . . . 


1881 


23.7 24.1 '27.6 4.J.9 


54.0-65.5 69.6:67.8 61.5 


49.6 38.6 


28.7 


46.0 


(C 


44 

... 

Rhode Island, 


1886 


24.1 24.8 30.0 j 44.2 

1 
1 


57.1:64.8 70.2 67.9 59.8 

1 

' t 


46 3 39.1 

1 


27.7 


46.3 


201 


Block Island . . 


1881 


30.3 31.5 34.6,43.1 


51.6; 62.4 68.7 j 68.4 64.1 


55.3 45.7 


37.1 


49.4 


(( 


44 U 


1886 


31.7 30.8 33.9:43.3 


52.7,61.4 67.7 67.3 62.4 


52.1 45.3 


35.7 


48.7 


601 


Ft. Adams . . . 


1866 


29.5 30.5 33.6 -^.^ 


53.7 64.0 69.7 70.0 64.0 


53.2 42.8 


31.3148.9 


it 


44 44 


1871 

1 


26.3,25.3 35.5 41.2 


52.6 62.2.69.2 68.5; 61.1 


52.4 38.4 


29.9 47.9 


a 


44 44 


1876 


30.1 I33.7 35.4 44.9 


54.5 


64.0 70.6 69.1 63.0 


54.3 42.0 


31.5 149.4 


602 


Ft. Walcott. . . 


1826 


30.1 31.2 37.6 45.7 


56.6 


64.6 70.2 ; 69.9 1 62.9 


54.1 43.1 


37.3 150.1 


(( 


44 44 


1831 


28.7 29.4 36.0 44.5 


53.9 


62.7 68.5 68.5 62.4 


54.0 42.3 


30.3 


48.4 1 


603 


Newport .... 


1821 


30.0 31.9 38.3 46.4 


55.8 


66.4 71.1 71.2 64.4 


54.5 43.1 


34.9 


50.7 1 


(t 


44 




1826 


29.9 31.2 37.5 45.3 


56.5! 64.6 70.2 69.6 63.1 


54.3 43.7 


36.6 i 50.2 1 


a 


44 




1831 


28.8 29.5 36.01 44.8 


53.9 1 62.8 68.6 68.9 62.3 


54.1 ,42.4 


30.1 


48.5 


n 


44 




1836 


29.2 28.5 36.2 44.7 


53.4 63.5 70.0 68.5 62.6 


52.1 40.5 


32.0 


48.4 


(( 


44 




1841 


31.1 29.1 35.9 44.2 


51.3 63.2 69.6 70.8 63.7 


52.2 41.7 


32.9 


48.9 


tc 


44 




1846 


31.0 29.3 32.9 42.8 


52.0 '59.7 69.1 69.5162.3 


53.2 45.1 


34.7 


48.8 


C( 


44 




1851 


30.1 30.2 35.9*43.3 


53.2 64.2 70.6 68.5 ' 63.2 


54.0 43.9 


33.6 


49.2 


604 


Newport 




1866 


28.6 130.5 '33.6 44.4 


53.3 63.9 68.6 67.8 62.8 


51.3,40.7 


30.1 


48.0 


204 Newport . 




1886 


30.9 30.1 35.6 46.2 


66.0 63.8 69.0 67.8 62.9 


52.2 43.8 


36.6 


49.3 


205 


Olneyville . 




1886 


29.2 30.0 35.0 47.6 


59.2 


67.7 72.9 69.6 63.1 


51.7 44.5 


33.6 


50.4 


605 


Providence . . . 


1836 


24.8 24.4,33.2 44.4 


55.2 


64.3 71.2 68.2 


60.2 


48.6 ' 37.2 


28.2 


46.7 


(I 


44 

... 


1841 


29.3 27.7 35.3 45.8 


55.1 


65.2 70.0 68.8 


60.5 


49.4 30.1 


30.2 


48.0 


(( 


44 

• • • 


1846 


28.8 1 26.5 


34.7 44.6 


54.6 


65.4 70.8 70.6 


61.9 


51.1 43.9 


33.0 


48.8 


(b 


44 

... 


1851 


27.7127.8 


35.0 43.9 


56.5 


66.0 71.9 68.0 


61.9 


51.9 40.4 


30.1 


48.4 


li 


44 

... 


1856 


25.4 


28.0 


34.5 44.6 


54.1 


65.2 69.6 


68.2 


60.8 


50.8 41.1 


29.7 47.7 


(( 


44 

• • • 


1861 


26.2 


29.1 


34.2 ; 44.5 


55.9 


64.0 69.1 


68.6 


60.5 


50.8 41.6 


30.9 ■ 48.0 


(( 


44 

• . • 


1866 


26.4 


28.6 


32.2,45.7 


53.8 


65.3 71.0 


68.5 


61.9 


50.5 


40.3 


28.9 i 47.8 


(( 


44 

... 


1871 


25.6 


25.8 


32.5,42.9 


56.2 


65.4 70.8 


68.8 


60.3 


51.2 


36.4 


28.4 ; 47.0 


207 


Providence . . . 


1881 


25.0 


28.0 


33.1144.9 


55.7 


67.3 i 72.0 


70.0 


64.0 


52.8 


41.7 


32.2 ' 48.9 


n 


44 

... 


1886 


28.8 


29.7 


34.5 1 46.9 


58.5 


66.8 72.0 


68.9 


61.9 


50.0 


43.0 32.3 '49.4 


208 


Providence . . . 


1886 


26.9 28.3 '33.3 


46.2 


57.9 


66.4 . . 


. . 


61.9 


49.3 


41.8 30.8, . . 




Connecticut. 






















) 1 


621 


Colebrook .... 


1861 


21.6 23.6 


80 JO 1 43.1 


64^ 


63.7 


68.3 


67.6 


59.7 


47.9 


37.5 27.0 


45.4 


n 


44 

. . • . 


1866 


20.1,23.0 


27.7 


43.1 


54.1 


65.3 


70.4 


66.7 


59.9 


46.7 


35.3 23.0 


44.6 


622 


Columbia .... 


1861 


26.8 29.0 


35.0 


46.4 


58.1 


66.3 


70.8 


70.0 


61.9 


52.1 


42.0 


31.8 


49.6 


(4 


41 

• . • • 


1866 


26.7 


29.0 


32.8 


46.5 


55.9 


67.3 


72.9 


69.7 


63.3 


51.2 


40.6 28.2 


48.7 


623 


Ft. Trumbull . . 


1866 


29.6 


31.9 


35.0 


46.9 


66.1 


62.7 


76.6 


72.1 


64.6 


53.4 


43,3! 31.7 


60.2 


624 


Groshen 


1831 


26.3 


27.1 


33.3 


46.3 


57.1 


65.6 


70.5 


68.6 


63.6 


52.4 


38.9 


25.9 


47.8 


44 


41 

• . • • • 


1836 


24.2 


25.7 


33.6 


44.4 


54.6 


63.7 


70.6 


67.8 


59.7 


48.7 


37.0 27.7 


46.7 


4t 


44 

..... 


1841 


28.2 


27.9 


35.7 


46.3 


55.2 


64.8 


69.8 


70.0 


60.4 


48.8 


39.9 


28.8 


48.0 


4C 


4< 

• • • • • 


1846 


27.7 


25.4 


83.1 


45.5 


55.9 


66.4 


71.0 


69.2 


60.8 


48.9 


42.2 


30.7 48.0 1 


625 


Hartford .... 


1841 


32.3 


30.6 


88.3 


49.5 


57.4 


67.5 


69.6 


71.0 


63.5 


50.5 


40.8 


31.6 


50.5 


(t 


41 

• • • • 


1846 


29.8 


28.0 


37.7 


48.0 


58.0 


66.8 


71.5 


69.2 


62.8 


50.6 


43.4 


32.6 


49.8 


223 


Hartford .... 


1886 


24.0 


26.1 


31.8 


47.5 


60.2 


66.8 


72.7 


69.1 


61.0 


48.1 


40.1 


27.9 


47.8 


626 


LyndePtLt.House 


1856 


26.6 


27.8 


33£ 


44.4 


54.3 


64.4 


70.0 


69.6 


63.1 


53.2 


42.3 


31.0 


48.1 


226 


Middletown . . . 


1861 


25.1 


28.1 


83.8 


45.9 


57.7 


65.6 


70.8 


69.3 


62.1 


50.8 


41.1 


30.4 


48.4 


44 


44 

... 


1866 


26.0 


28.1 


33.1 


47.4 


56.2 


67.7 


72.4 


69.2 


62.4 


50.1 


40.2 


27.8 


48.4 


44 


44 

... 


1871 


23.9 


24.0 


31.9 


42.9 


56.5 


65.8 


70.4 


69.1 


59.9 


49.9 


35.0 


27.0 


46.4 


44 


41 


... 


1876 


26.6 


28.0 


34.4 


46.2 


58.8 


66.8 


71.8 


70.0 


61.1 


51.1 89.0 

1 


27.7 


48.4 
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MONTHLY TEMPERATURE NORMALS FOR FIVE YEAR PERIODS. 



No. 


Station. 


Period. 


Jan. 


Feb. 


Mab. 


Apb. 


May. 


Juke. 


July. 


Auo. 


Sept. 


Oct. 


Nov. 


Deo. 


Ybab. 


ConnectictU, 
























■ 


226 


MiddletowD 




1881 


22.6 


25.7 


32.0 


43.3 


56.0 


65.8 


70.1 


68.0 


62.7 


51.3 


39.7 


30.5 


47.3 


ic 


cc 




1886 


25.8 


27.2 


32.5 


46.5 


58.1 


65.9 


70.0 


67.4 


60.3 


48.3 


40.3 


29.4 


49.3 


627 


New Haven. 




1781 


26.0 


28.1 


35.0 


47.1 


57.8 


68.8 


71.9 


71.9 


61.6 


49.8 


39.1 


30.6 


49.0 


n 


cc cc 




1786 


28.1 28.0! 38.5 


47.9 


57.2 


68.9 


72.4 


71.2! 63.5 


50.9 


42.4 


29.2 


49.8 


(( 


cc cc 




1791 


27.0 


27.3 


38.4 


48.9 


60.3 


67J 


71.6 70.9 62.5\50.7 


40.6 


32.4 


49.8 


(i 


cc cc 




1796 


27.7 


29.2 


35.5 


49.0 


58.2 


69.2 


74.1! 72.6 


64.2 52.3 i 38.8 


28.7 


50.0 


cc 


cc cc 




1801 


28.1 


30.1 


38.6 


48.6 


58.6 68.7 


73.3 73.0 


66.0 


53.6 '41.6 


34.3 


51.2 


cc 


cc cc 




1806 


26.5 30.7 j 34.9 


46.9 


57.9 66.9 


70.3 i 68.7 


62.3 


52.8 ' 39.8 


34.2 


49.8 


(( 


cc cc 




1811 


24.9! 27.1 '34.3 


45.9 


54.1 


65.5 


70.0 , ^^.Q 


61.8 


51.3 


40.9 


29.6 


47.8 


CI 


IC cc 




1816 


25.3 


26.2 


32.6 


43.5 


52.8 


63.9 


69.3 67.8 


61.8 


49.3 


41.3 


29.0 


46.9 


(( 


cc (C '^ 




1821 


26.2 


28.2 


37.0 


45.5 


57.3 


66.6 


71.6 69.4 


62.7 


51.4 


40.3 


33.6 


49.2 


l( 


cc cc 




1826 


26.9 


29.6 


36.5 


46.5 


58.9 


66.8 


70.9 70.2 62.6 


51.9 


41.9 


35.0 


49.8 


11 


cc cc 




1831 


26.1 27.2 36.2 


46.9 


56.5 


65.5 


71.3 69.7 61.2 


50.4 


39.6 26.4 


48.1 


a 


cc cc 




1836 


24.9 26.1 35.3 


45.9 


56.5 


65.1 


71.5 69.0 


60.8 


48.9 37.3 1 29.1 


47.5 


(( 


cc cc 




1841 


29.0 1 28.5 38.6 


48.5 


57.6 67.2 


71.7 71.2 


62.5 49.6 39.3 


29.2 


49.4 


(( 


cc cc 




1846 


28.5 


26.8 


35.8 


45.1 


57.0 65.6 


72.2 70.2 62.6 


50.3 1 43.4 


32.2 


49.1 


(C 


cc cc 




1851 


28.1 


29.0 


36.8 


37.5 


57.6 


66.5 


72.0 68.6 62.3 


52.0 41.3 


31.1 


48.6 


C( 


cc cc 




1856 


25.2 


28.6 


35.8 


46.6 


56.5 


66.9 


71.3 69.3 61.6 


52.2 42.0 


29.8 


48.9 


cc 


cc cc 




1861 


27.4 


30.2 


36.6 


47.8 


59.1 


68.8 


73.9 


72.2 64.3 


53.4 


42.4 


31.2 


50.6 


228 


New Haven. 




1876 


31.3 


32.5 


37.8 


48.6 


60.5 


69.3 


74.5 71.8164.7 


54.7 


42.7 31.9 


51.7 


cc 


cc cc 




1881 


24.3 


27.5 


32.5 


44.5 


55.3 


65.7 


70.2 68.9,64.3 


53.1 


41.3 32.2 


48.4 


cc 


cc cc 




1886 


27.9 


28.7 


33.2 


46.1 


57.4 


65.6 


70.2 68.4 61.6 


50.2 42.6,31.4 


48.6 


229 


New London 




1871 


274 


26.8 


33.3 


43.6 


55.8 


65.5 


71.4 70.1 62.3 


52.8 


38.1 30.3 


49.0 


cc 


cc cc 




1876 


31.0 


31.9 


37.1 


46.7 


57.9 


66.4 


72.0 70.5 


63.7 


54.3 


42.5 


32.0 


50.5 


cc 


cc cc 




1881 


27.0 


29.8 


34.5 


45.3 


54.9 


65.1 


70.0 69.4 


64.5 


54.5 


43.4 


34.3 


49.4 


cc 


cc cc 




1886 


30.3 


30.5 


35.0 


46.4 


56.8 


65.0 


69.9 , 68.8 


62.6 


51.2 


43.9 33.7 


49.5 


629 


Pomfret . . 




1856 


22.4 


24.8 


32.0 


42.3 


53.2 


63.1 


67.5 65.1 


58.5 


48.4; 38.2 25.8 


44.9 


cc 


cc 






1861 


23.7 


26.1 


31.2 


43.2 


54.9 


63.1 


67.8 66.9 


59.3 


'48.9:39.0 29.0 


46.0 


630 


Sharon 






1816 


26.1 


25.8 


32.4 


45.0 


54.9 


66.2 


69.7 68.3 61.9 


50.0 41.6 


28.4 


47.7 


Cfc 


cc 






1821 


24.2 


26.7 


35.2 


46.2 


57.0 


66.4 


70.7 67.0 61.1 


51.5 37.8 


29.4 


47.8 


cc 


cc 






1826 


24.8 


27.7 


35.9 


45.5 


59.5 


66.8 


70.3 69.3 j 60.9 


50.0 39.8 


33.4 


48.7 


cc 


cc 






1831 


24.6 


26.1 


35.1 


46.3 


57.2 


64.9 


69.8 


67.9 


60.9 


50.4 


38.6 


25.4 


47.3 


280 


Shelton . 






1886 


26.1 


27.1 


32.2 


45.7 


58.1 


65.9 


70.9 


67.6 60.4 


47.8 


39.8 


30.6 


47.7 


231 


Thompson . 




1856 


22.6 


26.2 


33.2 


43.8 


54.1 


63.1 


67.0 64.6 58.3 


48.8 


38.4 


26.1 


45.5 


CC 


cc 




1861 


24.0 


26.8 


33.0 


44.5 


56.5 


65.5 


69.8 68. 4 61.9 


48 8 ; 89.1 


28.9 


47.2 


cc 


cc 




1866 


24.7 


26.6 


30.9 


45.4 


54-9 


66.1 


71.8 67.2,62.0 


49.0 39.3 


26.6 


47.1 


cc 


cc 




1876 


26.7 


27.8 


33.5 


45.3 


59.0 


66.3 


71.6 


68.8 61.5 


51.7 , 39.4 


28.6 


48.4 


cc 


cc 




1886 


24.3 


25.2 


31.4 


4S.1 


58.6 


64.5 


69.4 


66.3 59.1 


46.8 39.2 


27.8 


46.5 


234 


Wallingford 




1866 


27.3 


28.0 


81.8 


47.5 


56.8 


67.6 


72.3 


69.0 


62.1 


50.6 


40.9 


28.8 


48.6 


235 


Waterbury . 




1876 


28.0 


30.3 


36.6 


48.9 


59.0 


69.2 


74.1 


70.8 64.1 


55.0 41.5 


29.6 


50.6 


cc 


cc 




1881 


22.7 


25.8 


30.3 


44.5 


56.6 


66.9 


71.4 


69.5 


63.6 


53.1 40.4 


30.2^ 


48.6 


cc 


cc 




1886 


24.5 


25.9 


31.4 


45.6 


58.0 


66.2 


70.5 


67.9 


60.4 


47.9 39.1 


28.0 


47.1 
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l» A . 










MONTHLY PRECIPITATION NORMALS POR PIVB TEAR PERIODS. 


No. 


Statiox. 1 


Pkriod. 


Jam. 


Feb. 


Mak. 


\ 

Apr. May. 


Juki. 


July. 


Aug. 


Skpt.' 

1 


Oct. 


Nov. 


I>KC. 


Trak. 


New Brunswick, 


























1 


St. Jobn .... 


1861 


4.93 


3.89 


4.97 


8.96 


4.48 


1.86 


4.26 


8.87 


4.37 


4.25 


5.90 


4.51 


50.75 


(( 


44 4i 

• • • • 


1866 


4.55 


6.06 


3.61 


4.03 


4.98 


3.94 


2.56 


3.76 


4.61 5.07 


6.66 


4.77 


54.60 


ci 


44 44 

• • • • 


1871 


4.40 


4.00 


8.99 


3.33 


8.97 


4.53 


3.95 


4.33 "3.66 5.36 


5.29 


8.85 


50.66 


n 


44 44 

• • • • 


1876 


3.66 


4.41 


6.04 


2.82 


3.11 


2.42 


4.00 


8.32 3.16 3.90 


5.96 


8.85 


46.G5 


4. 


44 44 

• • • • 


1881 


4.38 


5.24 


5.87 


3.80 


5.45 


4.^6 


5.38 


3.16 3.30t4.53 


4.31 


5.95 


55.63 


it 


44 44 

• • • • 

Maine, 


1886 


7.22 


6.18 


5.18 


2.44 


4.45 


3.70 


4.86 


4.27 


4.50 


5.34 


5.49 


6.26 


59.89 


2 


Bar Harbor . . 


1886 


5.95 


5.09 


4.61 


2.72 


4.26 


2.21 


2.26 


3.89 


8.09 4.59 


5.21 


5.29 


49.17 


502 


Brunswick • • 


IHII 


1.66 


2.60 


2.41 


3.85 


4.95 


4.01 


8.45 


3.95 


1.81 8.01 


4.44 


• • 


• • 


ii 


44 


1841 


4.82 


8.75 


5.75 


4.97 


4.28 


2.77 


4.20 


5.42 


4.03 


4.49 


7.55 


7.18 


61.21 


(C 


44 


1846 


4.54 


2.55 


5.47 


8.44 


7.06 


4.33 


8.19 


4.84 


8.71 


4.51 


3.88 


4.68 


52.15 


504 


Coniish .... 


1856 


3.90 


4.53 


446 


4.05 


3.51 


4.15 


4.06 


5.07 


2.97 


5.10 


4.40 


4.09 


50.29 


4( 


44 


1861 


S.98 


8.01 


4.26 


4.50 


3.17 


2.19 


8.96 


4.36 


2.52 


4.28 


6.19 


8.07 


45.49 


C« 


44 


1866 


3.65 


4.09 


4.18 


8.22 


4.49 


8.35 


8.10 


4.74 


8.81 


5.10 


4.30 


8.01 


47.04 


i( 


44 


1871 


3.31 


2.35 


8.51 


2.89 


3.28 


8.87 


5.35 


4.67 


2.96 


5.30 


4.02 


3.96 


45.47 


iC 


44 


1876 


2.53 


2.58 


4.05 


8.00 


1.53 


4.69 


8.19 


8.66 


8.88 


4.09 


4.78 


8.64 


41.07 


44 


44 


1881 


3.51 


4.65 


8.65 


2.57 


4.01 


8.83 


5.54 


8.04 


8.41 


8.24 


8.84 


4.83 


45.12 


44 


44 


1886 


4.98 


4.56 


3.59 


2.59 


3.77 


8.37 


4.22 


8.54 


5.24 


4.85 


4.83 


8.96 


49.23 


4 


Eastport • • • 


1876 


3.87 


8.66 


6.43 


4.21 


2.85 


8.00 


4.21 


8.47 


3.70 


4.12 


5.75 


3.91 


52.18 


4. 


»4 


1881 


3.35 


5.20 


5.52 


8.82 


6.94 


4.61 


5.61 


2.84 


8.12 


4.69 


3.87 


5.60 


55.21 


44 


44 


1886 


5.80 


4.10 


4.18 


2.24 


3.44 


2.85 


8.07 


3.56 


8.32 


4.U 


4.12 


4.73 


43.85 


5 


Fairfield. . . . 


1886 


2.U 


2.99 


3.07 


1.77 


3.39 


2.56 


4.20 


2.78 


8.68 


3.24 


4.05 


3.38 


87.50 


50G 


Foi-t Preble . . 


1841 


3.05 


1.75 


2.98 


2.61 


8.24 


8.07 


2.52 


8.90 


2.67 


3.08 


3.U 


4-22 


86.53 


4. 


44 44 


1866 


2.87 


4.43 


4.43 


8.04 


5.60 


2.62 


. . 


5.28 


8.50 


4.50 


4.10 


8.86 


• . 


4b 


44 44 


1871 


2.70 


2.06 


2.88 


2.51 


8.16 


2.82 


2.72 


4.12 


2.90 


3.63 


8.89 


2.15 


85.54 


4* 


44 44 ^ ^ 


1876 


2.55 


2.79 


8.09 


2.60 


1.04 


8.56 


2.71 


8.01 


2.24 


3.31 


4*70 


1.72 


38.32 


507 


Ft. Sullivan . . 


1841 


3.18 


2.29 


2.74 


2.88 


2.97 


1.86 


4.51 


8.88 


2.16 


3.82 


3.66 


5.U 


38.89 


G 


Gardiner • • • 


1841 


4.19 


8.04 


4.02 


8.51 


2.92 


2.78 


2.89 


2.73 


2.72 


8.39 


8.05 


4.84 


40.08 


44 


44 


1846 


3.12 


2.39 


8.16 


2.43 


6.62 


8.80 


8.41 


4.51 


3.32 


4.38 


2.90 


3.97 


44.01 


4k 


44 


1861 


3.63 


8.24 


4.48 


8.59 


8.71 


2.03 


8.64 


8.06 


2.90 


4.19 


4.66 


8.26 


42.34 


44 


" ... 


1866 


3.04 


4.81 


4.17 


8.40 


5.25 


8.22 


2.55 


8.64 


3.92 


5.44 


4.01 


2.90 


46.85 


44 


44 


1871 


3.25 


2.53 


8.68 


3.36 


2.98 


8.29 


8.80 


4.67 


8.62 


4.76 


4.25 


2.29 


43.08 


4k 


44 


1876 


3.13 


3.78 


5.19 


3.64 


2.12 


8.03 


8.78 


8.45 


3.30 


4.^3 


5.31 


8.88 


44.99 


4. 


U ... 


1881 


4.38 


5.56 


4.06 


3.36 


4.61 


8.83 


8.34 


2.10 


3.44 


8.24 


2.52 


4.65 


45.09 


508 


llaiicockBar'cka 


1836 


1.94 


1.83 


1.64 


3.49 


2.69 


4.24 


4.36 


3.64 


2.90 


3.89 


8.87 


2.89 


86.88 


44 


44 44 


1841 


3.60 


1.98 


1.99 


2.29 


8.11 


8.39 


5.30 


2.91 


2.55 


4-58 


2.57 


2.49 


86.76 


7 


Kent's Hill . , 


1886 


4.43 


4.63 


4.41 


2.53 


8.65 


3.07 


3^9 


3.58 


4.30 


4.25 


4.11 


8.89 


46.74 


8 


Lewistou • • • 


1876 


3.00 


3.29 


5.98 


3.69 


2.03 


4.02 


8.56 


4.15 


8.84 


4.66 


6.15 


4.67 


48.99 


44 


44 

• * . 


1881 


4.15 


4.85 


8.74 


8.16 


4.70 


8.68 


4.07 


2.26 


8.23 


2.96 


2.95 


4.62 


47.87 


44 


** -ft 


1886 


4.85 


5.03 


4.29 


2.88 


8.64 


8.05 


4.01 


8.41 


3.95 


4.67 


4.85 


4.92 


49.55 


510 


Lisbon • • ^ « 


1861 


3.07 


3.25 


4.77 


8.81 


8.62 


2.20 


8.82 


3.10 


8.31 


5.12 


5.65 


2.97 


44.69 


511 


No. Haven • • 


1871 


2.69 


2.25 


2.42 


2.69 


2.55 


2.88 


8.07 


2.95 


2.70 


3.89 


8.23 


1.89 


83.21 


10 


Orouo • . . • . 


1871 


3.08 


8.80 


4.38 


8.23 


8.48 


8.68 


2.46 


8.92 


3.77 


5.18 


4.52 


2.60 


43.55 


44 


44 


1876 


3.68 


3.68 


4.57 


3.09 


8.36 


8.08 


4.27 


3.28 


8.23 


4.21 


4.74 


4.05 


44.29 


44 


44 


1.S81 


3.58 


4.19 


3.58 


2.57 


4.65 


8.49 


3.96 


8.71 


8.15 


8.49 


5.54 


4.62 


46.53 


44 


44 


1886 


5.57 


5.43 


5.13 


2.52 


4.22 


8.70 


8.59 


3.58 


8.74 


3.87 


4.99 


4.71 


51.00 


12 


Portland • . • 


1876 


3.30 


3.20 


8.85 


8.36 


2.07 


8.75 


8.65 


3.48 


2.52 


8.45 


4.51 


3.12 


40.26 


4' 


44 

• * * 


1881 


3.76 


4.66 


3.42 


2.59 


4.17 


8.12 


4.68 


2.47 


2.99 


3.17 


2.68 


4.28 


41.99 


<( 


*' ... 


1886 


4.19 


4.69 


4.01 


8.19 


8.62 


3.26 


8.38 


4.12 


4.37 


5.44 


5.56 


4.99 


50.82 


513 


Stonl>en .... 


1861 


4-77 


4^10 


4.84 


4.38 


4^5 


1.98 


4.29 


IM 


8.39 


5.10 


6.49 


5.35 


51.89 


5U 


W. Water\'ille . 


1866 


3.39 


4.42 


4.34 


2.95 


4.70 


2.99 


2.39 


8.39 


8.45 


8.48 


4.27 


2.88 


45.04 


44 


44 44 

N. Hampshire. 


1871 


3.19 


2.90 


3.99 


2.91 


8.08 


2.65 


2.94 


3Ji7 


4.02 


4.54 


8.52 


2.90 


89.91 


82 


Belmont. • « • 


1886 


4.58 


4.04 


4.82 


2.16 


8.29 


2.99 


8.84 


8.73 


4.75 


4.18 


3.75 


4.01 


45.59 


84 


Berlin Mills • , 


1886 


S.94 


S£2 


8£e 


1.60 


2.66 


8.26 


8.66 


4.03 


8.27 


2.82 


4>18 


8.67 


89.57 


521 


Claremont. • . 


1861 


3.24 


2 82 


5.88 


3.59 


4.00 


2.79 


8.74 


4.71 


8.09 


4.76 


2.47 


3.06 


43.65 


87 


Concord • • • • 


1861 


3.02 


1.89 


4.23 


8.63 


8.87 


8.40 


4.45 


4.49 


2.84 


5.85 


4.98 


2.85 


44.50 


«* 


** .... 


1866 


2.77 


2.64 


8.02 


3.04 


3.83 


2.29 


2.71 


2.98 


4.38 


4.11 


3.81 


2.5G 


38.64 


44 


*' .... 


1871 


2.54 


2.28 


2.68 


8.14 


2.98 


8.84 


4.99 


4.23 


8.00 


4.59 


3.40 


2.30 89.42 1 
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MONTHLY PBECIPITATION NOBMALS FOB FIVE YEAR FBRIOMI. 



No. 


Station, 


PXBIOD. 


Jan. 


Fbb. 


Ma«. 


Apb. 


May. 


Juke. 


July. 


AUO. 


Sept. 


Oct. 


Not. 


Dec. 


Teab. 


N. Hampah 


ire. 






l%5 




1 








37 


Ck>iicord . . 


. . 1876 


2.99 


3.10 


3.88 


3.59 


2.84 


3.74 


8.84 


2.94 


2.36 


8.49 


3.91 


3.43 


40.11 


(t 




. . 1881 


3.41 


3.73 


2.58 


1.84 


3.13 


3.03 


3.24 


2.38 


2.88 


2.69 


2.51 


3.45 


34.67 


(( 


• • 


. . 1886 


3.98 


3.76 


8.89 


2.28 


3.31 


8.28 


4.19 


3.99 


4.87 


4.39 


3.63 


3.57 


45.14 


524 


Ft.Constitu 


tion 1836 


1,60 


1.48 


2,02 3.44 


3.13 


3.02 


1.77 


2.61 


1.66 


2.62 


2.75 


2.58 


28.65 


38 Grafton . . 


. . 1881 


3.62 


3.74 


3.24 


2.23 


3.63 


3.20 


4.28 


3.88 


3.81 


3.15 


3.32 


3.61 


41.71 


39 


Hanover. . 


. . 1836 


2.85 


2.96 


2.35 


2.78 


3.97 


4.59 


3.12 


2.52 


3.43 


2.94 


3.26 


3.27 


38.06 


u 




. . 1841 


3.98 


3.32 


3.81 


3.73 


3.12 


3.37 


4.40 


5.27 


8.37 


4.55 


3.69 


3.74 


45.34 


a 




. . 1846 


2.73 


2.21 


2.54 


2.35 


5.25 


3.57 


3.90 


4.84 


2.90 


4.94 


3.01 


3.90 


42,14 


a 




. . 1871 


2.37 


1.30 


2.21 


1.49 


2.94 


3.33 


4.10 


3M 


2.73 


3.85 


1.76 


1.66 


31.59 


(i 




. . 1876 


2.47 1.91 


2.07 


2.09 


1.19 


3.40 


4.25 2.71 


2.53 


2.20 


3.25 


2.51 


30.59 


(( 




. . 1881 


2.16 


2.12 


1.66 


1.29 


2.93 


2.71 


3.06 2.97 


2.64 


2.10 


2.90 


2.48 


29.02 


(4 




. . 1886 


3.42 


3.21 


3.15 


1.52 


3.25 


3.20 


3.64 4.09 


3.41 


3.57 


3.86 


3.06 


39.38 


40 


Lake Villag 


;e . 1886 


4.49 


4.12 


4.30 


2.44 


3.50 


3.57 


4.36 


^,1-2 


5.32 


4.24 


4.52 


4.26 48.841 


42 


Manchester 


. . 1886 


4.59 


4.50 


4.30 


2.48 


3.58 


3.33 


4.66 


4.19 


4.71 


4.49 


3.77 


3.84 


48.44 


527 


Mt.Washin 


gton 1871 


2,82 


2,24 


3£8 


2.63 


4-56 


1048 


8,12 7,42 


10,02 


6.02 


4.12 


3.02 


65.33 


<i 


(( iC 


1876 


4.95 


3.86 


8.20 


8.04 


6.17 


10.69 


10.85 8.01 


9.36 


5.95 


8.94 


6.22 


91.24 


a 


(( (( 


1881 


4.65 


5.53 


6.46 


5.70 


8.47 


9.83 


18.27 


8.76 


7.90 


10.46 


7.35 


6.16 


94.54 


45 


Nashna . . 


. . 1886 


4.13 


4.11 


4.35 


2.48 


3.26 


2.41 


4.71 


4.09 


4.84 


4.62 


3.86 


4.16 


46.98 


51 


Stratford . 


. . 1886 


2J55 


2,21 


2.71 


1.62 


3.52 


4^6 


8.75 


4.14 


4.15 


2.78 


8.96 


3.24 38.79 


52 Walpole . . 


. . 1886 


3.67 


3.48 


3.51 


2.37 


3.28 


4.23 


4.94 


5.55 


3.05 


6.06 


5.07 


3.82 49.03 


53 


Weir's Brid 


ge . 1886 


4.03 


4.07 


3.35 


2.32 


3.58 


3.39 


3.81 


3.73 


5.36 


3.74 


4.05 


4.11 45.52 


55 


Wolfboro , 
Vermont 


. . 1886 


4.72 


4.50 


4.48 


2.75 


3.51 


3.41 


4.12 


3.45 


4.94 


4.45 


4.71 


4.14 


49.18 


541 


Brandon . . 


. . 1856 


• • 


• • 


2.31 


2£2 


2.79 


3.39 


3.39 


5.59 


3.23 


2.95 


2.85 


2.31 


. . 


71 


Brattleboro 


. . 1886 


5.16 


3.96 


4.08 


2.72 


3.29 


3.19 


4.51 


5.55 


2.56 


4.96 


4.72 


4.23 


48.93 


542 


Burlington . 


. . 1841 


1.98 


1.83 


2.43 


2.10 


2.82 


3.43 


3.97 


2.21 


3.24 


3.47 


2.20 


2.40 


32.08 


C( 


«c 


. . 1846 


1.74 


1.28 


2.00 


1.61 


3.41 


3.09 


3.90 


2.92 


3.19 


4.47 


2.35 


2.73 


32.69 


C( 


(C 


. . 1851 


1.44 


2.03 


1.34 


2.16 


1.78 


4.64 


4.39 


2.09 


3.69 


3.79 


2.42 


1.70 


31.47 


543 


Burlington . 


. . . 1876 


2.64 


0.83 


1.94 


2.13 


1.63 


2.87 


3.35 


3.45 


3.10 


3.93 


2.65 


1.81 


30.33 


73 


Burlington . 


. . . 1886 


2.05 


1.42 


2.32 


1.81 


3.65 


4^14 


8.01 


3.87 


4.02 


2.50 


3.47 


2.03 


34.29 


74 


Chelsea . . 


. . 1886 


3.72 


3.11 


2.84 


2.25 


3.80 


4.64 


3.68 


4.97 


4.11 


3.00 


4.03 


3.17 


43.52 


75 


Cornwall 


. . . 1886 


3.17 


2,17 


3,59 


1,90 


3.78 


3.55 


4.06 


3.32 


3.28 


2.61 


3.96 


2.77 


38.16 


544 


Craftsbury 


. . . 1861 


3.02 


2.43 


3.14 


2.44 


3.32 


2.36 


4.60 


4.11 


3.26 


3.82 


3.04 


3.16 


38.70 


li 


i( 


. . . 1866 


2.71 


3.95 


2.72 


1.92 


3.81 


3.68 


3.64 


4.32 


4.55 


4.59 


3.55 


2.81 


42.21 


(C 


(t 


. . . 1871 


2.82 


2.46 


3.07 


3.39 


2.90 


3.26 


5.00 


5.23 


4.07 


4-74 


3.56 


3.04 


43.44 


C( 


(1 


. . . 1876 


2.93 


2.13 


3.24 


2.98 


2.72 


3.56 


3.88 


3.69 


4.17 


3.81 


3.23 


2.90 


39.24 


545 


Fayette villc 


) • . 1826 


6.35 


4.00 


4-08 


446 


3.86 


4.98 


5.84 


4.52 


5.74 


3.48 


6.34 


3.94 


56.68 


77 


Jacksonyill 


e . . 1866 


5.65 


4.86 


4.64 


3.50 


4.51 


4.18 


5.33 


5.50 


4.71 


5.41 


5.54 


4.95 


58.78 


78 


Lunenburgl 


1 . . 1851 


3.39 


3.12 


3.44 


4.20 


3.33 


3.78 


3.09 


2.20 


3.24 


3.19 


2.40 


2.41 


37.79 


44 


(( 


. . 1856 


2.48 


2.62 


8.49 


2.40 


2.39 


2.98 


3.17 


4.36 


3.64 


3.19 


3.74 


3.47 


37.93 


i( 


Cl 


. . 1861 


3.69 


2.60 


3.85 


3.27 


5.28 


2.25 


4.67 


2.99 


3.88 


4.34 


3.57 


3.11 


43.50 


(C 


(C 


. . 1866 


2.86 


3.44 


2.54 


2.21 


4.73 


3.93 


4.29 


3.95 


4.32 


3.36 


4.32 


2.07 


42.02 


C( 


(( 


. . 1871 


3.26 


2.87 


3.22 


3.45 


4.23 


4.84 


4.62 


5.85 


3.25 


3.61 


2.78 


3.16 


45.14 


(( 


(( 


. . 1876 


2.61 


2.08 


3.25 


3.07 


2.54 


4.56 


4.05 


4.04 


3.07 


3.14 


2.88 


2.77 


38.06 


(( 


it 


. . 1881 


3.09 


2.75 


2.72 


1.14 


3.24 


3.46 


3.94 


2.66 


3.23 


4.06 


2.87 


2.88 


36.04 


(( 


(t 


. . 1886 


3.09 


2.25 


3.27 


1.28 


3.97 


8.65 


3.47 


4.30 


3.99 


3.07 


3.41 


2.86 


38.61 


81 


Newport . . 


. . . 1871 


2.82 


2,46 


8.07 


3.40 


2.91 


3.27 


5.00 


7.23 


4.07 


4.74 


SM 


3,04 


45.57 


(( 


• < 


. . . 1876 


3.03 


2.13 


8.24 


2.98 


2.72 


3.56 


8.88 


3.88 


4.17 


3.81 


2.23 


2.90 


30.53 


ct 


(C 


. . . 1881 


3.20 


3.22 


8.39 


2.26 


5.20 


4.49 


4.86 


3.72 


4.43 


4^4 


3.24 


3.42 


46.27 


547 


Randolph 


. . . 1866 


3.21 


3.26 


2.14 


2.56 


8.54 


3.58 


2.53 


2.87 


8.85 


4.47 


3.38 


2.25 


37.64 


83 


Strafford . 


. . . 1876 


2.76 


2.50 


4.05 


3.05 


2.48 


8.92 


4.60 


2.96 


3.25 


3.38 


3.90 


3.26 


40.11 


(C 


(C 


. . . 1881 


3.02 


3.08 


2.78 


1.64 


3.49 


2.26 


4.01 


3.84 


3.58 


3.04 


3.20 


3.64 


37.58 


(C 


cc 


. . . 1886 


4.44 


3.65 


3.82 


2.32 


3.98 


8.52 


4.60 


4.75 


4.25 


3.32 


4.46 


3.12 


46.23 


85 


Vernon . , 


. . . 1886 


4.59 


4.00 


4.12 


2.76 


3.44 


8.32 


5.16 


3.82 


4.03 


4.52 


4.21 


3.34 


47.31 


549 


Woodstock 


. . 1871 


2.86 


2.44 


3.14 


2.64 


3.44 


3.23 


5.09 


3.55 


2.81 


4.00 


2.97 


2.30 


38.47 


Massachiis^ 


^8. 




























101 


Amherst • « 


, . . 1836 


2.64 


2.56 


2.47 


3.29 3.48 


4.15 


5.71 


3.36 


3.55 


8.20 


3.76 


3.87 


42.04 


(t 


• « 


. • . 1841 


3.44 


2.86 


3.73 


2.91 3.19 


3.12 


2.83 


5.54 


2.54 


5.43 


3.12 


3.59 


42.30 


CI 


• 4 


. . . 1846 13.25 2.92 


3.40 


2.18 


4.95 


2.91 


4.30 


4.48 


2.58 


3.85 


3.70 


4.76 43.231 



112 



ANNALS OF HARVARD COLLEGE OBSERVATORY. 



MONTHLY PRECIPITATION NORMALS FOR FIVE YEAR PERIODS. 



No. 


Station. 


Pebiod. 


Jait. 


Feb. 


Mar. 


Apr. 


Mat. 


JUKZ. 


July. 


ACG. 


Sept. 


Oct. 


: Nov. 


Dec. 


Year. 


Maasachusetts, 


























101 


Amherst . . . 


1851 


2.65 4.47 


2.22 


5.02 


3.29 


3.16,4.18 3.78 1 3.24 4.67 5.91 


3.54 


46.13 


C( 


a 






1856 


3.13 2.26 


2.38 


3.53 


4.75 


3.79 


4.58 5.88 4.25 2.63 ; 2.71 


4.27 


44.16 


C( 


(( 






1861 


4.06 2.91 


4.44 


3.15 


4.16 


6.56 


4.93 3.89 2.06 3.95 4.53 


8.42 


48.06 


(C 


C( 






1866 


3.11 


3.74 


3.54 


3.06 


4.86 


4.50 


3.36 4.53 6.50 4.89 '3.88 


2.67 


48.59 


(( 


cc 






1871 


3.87 


2.56 


3.12 


3.28 


3.65 


3.87 


6.65 4.81 3.75 4.37 3.80 


2.17 


45.40 


(( 


C( 






1876 


2.95 


3.33 


4.87 


3.58 2.69 


4.25 


5.11 3.77 2.54 2.85! 8.62 


8.48 


48.04 


(( 


cc 






1881 


3.98 


3.61 


3.71 


2.26 


4.25 


2.93 


2.52,3.06,3.66 8.35 8.18 


4.02 


40.53 


(( 


Cfc 






1886 


4.12 


3.64 


3.68 


2.90 


3.33 


4.36 


6.21 


5.00 


5.29:3.77 


4.63 


8.47 


50.40 


104 


Blue Hill ! 






1886 


4.52 


4.26 


4.81 


3.17 


4.17 


2.58 


3.76 


4.14 


5.28 5.08 


4.11 


4.49 


50.89 


562 


Boston . 






1821 


2.68 


8.88 


3.78 


2.86 2.96 


2.55 


2.83 


2.91 


8.39 2.52 


2.48 


3.63 36.47 1 


C( 


cc 








1826 


3.65 


3.19 


3.36 


2.68,3.21 


2.56 


4.46 


4.77 


8.65 2.74 


4.65 


3.53 


42.45 


(( 


(C 








1831 


3.70 


2.98 


3.12 


4.23 3.87 


2.38 


4.78 


2.56 


2.57 3.00 8.36 

4 


4.04 41.14 1 


(( 


cc 








1841 


3.07 


2.67 


3.54 


2.88 2.32 


2.79 


2.10 


3.97 


2 A^. 2.73 2.94 


3.19 34.63 1 


563 


Boston , 








1826 


3.18 


2.90 


3.19 


2.58 3.78 


2.62 


4.39 


4.99 


8.89,8.18.4.93 


3.13 


42.76 


(( 


cc 








1831 


3.30 


2.49 


2.73 


4.42:4.07 


2.78 


5.55 


8.58 


2.76 8.87 


3.46 


3.C8 


42.69 


it 


cc 








1836 


4.02 


3.43 


2.95 


3.92:3.49 


2.98 


2.27 


8.43 3.02 3.52 


5.01 


8.58 


41.62 


C( 


cc 








1841 


3.45 


3.51 


4.57 


3.53 


2.39 


3.06 


2.30 


3.99 2.57 8.84 


5.16 


4.96 


48.33 


(t 


cc 








1846 


2.73 


3.04 


4.84 


2.11 


4.02 


2.46 


2.01 


4.58 3.98 3.54 


4.07 


5.05 


42.43 


(( 


cc 








1851 


3.74 


4.38 


2.92 


6.85 


3.28 


2.00 


8.57 


4.07 


2.79 3.45 

1 


5.10 


4.05 


46.20 


(( 


cc 








1856 


4.36 


2.69 


3.29 


5.09 


4.51 


5.78 


4.32 


6.87 


4.85 3.23 


8.67 


5.32 


53.98 


(( 


cc 








1861 


5.44 


3.58 


7.04 


4.85 


3.74 


3.46 


5.73 


4.29 


2.74 4.47 


5.63 


4.23 


55.20 


107 


Boston . 








18G6 


5.61 


6.14 


5.90 


4.39 


5.80 


4.39 


3.72 


5.19 


6.83 4.95 


3.90 4.46 


61.28 


(( 


cc 








1871 


3.89 


3.56 


4.12 


4.82 


4.43 


4.35 


3.43 


6.05 


3.30 4.40 


5.11 3.23 


50.69 


(( 


cc 








1876 


3.82 


4.16 


6.17 


5.11 


2.13 


2.70 


4.73 


4.66 


2.13 4.13 


6.18 3.89 


49.81 


(( 


cc 








1881 


5.04 


5.02 


4.02 


3.28 


4.20 


3.78 


3.35 


3.14 


3.44*4.10 


3.39 '3.44 


46.20 


(( 


cc 








1886 


5.01 


3.95 


4.74 


3.22 


4.48 


2.57 


3.67 


4.37 


4.69 4.54 


4.37 


3.98 


49.59 


106 


Boston . 








1871 


3.71 


3.11 


3.80 


4.37 


4.05 


4.41 


3.70 


6.02 


3.08 3.G7! 5.35! 2.97 


48.24 


(( 


cc 








1876 


3.86 


3.55 


G.Ol 


4.67 


1.94 


2.84 


4.53 


4.60,2.42 4.26! 6.97 1 4.11 


49.76 


i( 


cc 








1881 


5.22 


4.27 


4.31 


3.01 


4.58 


3.72 


3.06,3.15 3.47 4.08 3.16; 3.04 


45.37 


U 


cc 








1886 


4.06 


3.41 


3.49 


2.34 


3.72 


2.20 


2.98 '3.97 


3.74 3.6G 3.33 i 3.26 


40.16 


565 


Cambridge 




1751 


3.61 


4.12 3.74 


2.53 


3.61 


5.84 


5.101 3.74 


2.08 5.35 


4.10 2.72 


46.54 


(k 


cc 




1756 


4.12 


2.97 1 2.73 


2.44 


2.57 


4.15 


4.63 


5.46 


3.21 4.11 


3.83 3.G9' 43.911 


(( 


cc 




1761 


1.75 


1.92 


1.88 


2.90 ! ^.7^ 


2.07 


3.70 2.72,2.37 3.93 3.20 '3.83 33.03 1 


(( 


cc 




1766 


2.82 


1.78 


3.10 


2.24 3.15; 2.12 


4.38 3.94 


4.44 3.57 3.61 2.53137.68 


(C 


cc 




1771 


2.08 


3.11 


2.92 


3.54 S.12 2.75 


2.97^3.78 3.99 3.87 


4.37 3.19 


39.69 


108 


Cambridge 




1841 


3.27 


3.47 


4.25 


2.80 2.48 


3.36 


2.78,5.28 


3.04 3.66 


4.G2 4.61 


43.62 


(( 


cc 




1846 


2.75 


2.56 


3.62 


2.31 


4.64 


3.06 


2.38 


5.09 


5.14 3.89 


3.53 3.98 


42.95 


(C 


cc 




1851 


3.26 


3.65 


2.31 


5.91 


3.97 


2.67 


3.23 


3.98 


3.50 8.74 


5.40 '4.22 


43.84 


(( 


cc 




1856 


5.17 


2.97 


3.28 


3.98 


4.17 


5.27 


4.32 


7.57 


5.48 2.96 


3.13 4.30 


52.60 


u 


cc 




1861 


5.85 


2.48 


5.01 


5.17 


3.27 


2.86 


5.19 


4.35 


2.42 4.33 


4.76,3.71 


49.40 


(( 


cc 




1866 


4^00 


3.77 


3.93 


3.33 


4.22 


2.89 


2.68 


3.64 


4.20 3.22 


2.90:2.32 


41.10 


(( 


cc 




1871 


3.17 


3.39 


4.01 


3.98 


3.56 


4.19 


3.44 


6.32 


3.19 3.71! 4.21 


2.86 


46.03 


** 


cc 




1876 


3.50 


3.97 


5.09 


4.22 


2.06 


2.45 


4.59 


4.29 


1.99 3.44 5.24 3.18 


44.02 


(( 


cc 




1881 


4.90 


4.82 


3.70 


2.86 


3.73 


3.67 


2.85 


2.62 


2.92 3.56 


3.44 3.13 


42.20 


(( 


cc 




1886 


5.20 


4.07 


4.41 


2.93 


3.98 


2.24 


3.55 


3.96 


4.08.4.50 


4.07 


4.18 


47.17 


109 


Cambridge < 




1886 


4.92 


4.80 


4.76 


3.51 


4.76 


2.71 


4.38 


4.33 


4.73 


4.94 


4.70 4.86 '53.40 

1 


567 


Charlestown , 




1796 


1.89 


2.71 


3.10 


3.55 


4.74 


2.51 


2.67 


3.44 3.02 


4.50 


2.23 2.49 38.85 


110 


Chestnut Hill . 


1876 


3.65 


3.11 


5.47 


4.35 


1.91 


2.38 


4.32 


4.40 2.17 


3.81 


5.76 3.01 44.34 


cc 


<c cc 

• 


1881 


4.51 


4.31 


3.15 


2.86 


3.85 


3.79 


3.07 


2.63; 8.18 


3.85 


3.22 8.16 41.58 

1 ^ 


u 


cc (• 

• 


1886 


5.13 


4.14 


4.82 


3.37 


4.32 


2.39 


3.98 


4.47 4.80 


4.71 


4.51 4.45,51.09 


114 


Cotuit 


1881 


3.82 


4.18 


2.83 


3.34 


3.25 


3.79 


3.48 


2.81 2.64 


8.15 3.44 '8.161 89.91 1 


n 


cc 

• • 


» i 


( . 


1886 


3.63 


3.69 


5.24 


3.16 


3.96 


2.40 


3.14 


4.0914.61 


5.42 


3.97.4.02 47.33 


117 


Dudley . 


* 1 


ft . 


1886 


2.78 


3.39 


4.07 


2.38 


3.46 


1^0 


2.95 3.98 4.18 


8.99 


3.24 8.88 40.10 

1 1 


120 


Fitchburg , 


t 1 


k . 


1886 


5.22 


4.02 


4.10 


3.19 


8.71 


2.80 


4.79 5.15 5.45 


4.84 


4.57 14.15 51.99 


121 


Fitchburg . 


• 1 


1 • 


1886 


4.50 


4.11 


3.98 


8.30 


3.81 


2.85 


5.30 


5.62 5.96 


5.16 


4.72 '4.05. 58.80 


122 


Framingham 




1876 


3.23 


3.35 


5.56 


4.07 


2.18 


2.65 


4.50 


4.52 1.71 


3.98 i 4.52 


8.55 48.82 


it 


C4 


ft • 


1881 


"4.82 


4.58 


3.13 


2.79 


3.85 


3.03 


2.47 


8.18 2.87 


8.85 1 8.20 


3.45 41.22 


a 


cc 

1 


ft . 


1886 


4.77 


4.07 


5.00 


3.09 


3.51 


2.38 


4.05 


4.68 4.89 5.31 '■4:46 


4.G1 50.82 


123 


Gilbertville . 


ft * 


1886 


4.93 


5.90 


5.13 2^1 

1 


4.12 


3.12 


5.63 


5.54 5.40 4.7614.41 


4.48 55.98 
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MONTHLY PRECIPITATION NORMALS FOR FIVE YEAR PERIODS. 



No. 


Station. 


PZBIOD, JaX. 


Feb. 


Mar. 


Apb. 


May. 


Juke. 


July. 


Aug. 


Sept. 


Oct. 


Nov. 


Dec. 


Teab. 


Mdssachtiaetts, 














124 


Groton .... 


1886 


S.90 


3.78 


3.92 


3.23 


3.40 


2.43 


4.50 


5.17 


3.60 


5.28 


4.08 


3.43 


46.72 


671 


Kingston . . . 


1866 


4.21 


8M 


4.S0 


8.81 


5.26 


2.81 


4.10 


3.73 


3.60 


4.79 


2.44 


3.41 


46.01 


127 


Lake Cochituate 


1856 


2.69 


2.31 


3.84 


4.50 


4.53 


6.06 


4.38 


7.40 


5.41 


2.71 


3.39 


4.20 


51.42 


cc 


cc cc 


1861 


4.56 


2.94 


4.88 


5.17 


3.92 


2.54 


5.29 


4.35 


2.39 


5.22 


6.53 


3.52 


51.86 


(i 


cc li 


1866 


3.99 


4.83 


5.13 


4.27 


6.35 


3.69 


5.32 


5.62 


5.25 


5.87 


4.32 


3.17 


57.81 


iC 


(c cc 


1871 


2.56 


2.43 


3.40 


3.26 


3.82 


4.33 


3.71 


6.17 


3.07 


4.21 


4.53 


2.65 


44.14 


4( 


(c cc 


1876 


3.17 


3.55 


5.23 


3.95 


2.11 


2.59 


5.22 


4.54 


1.80 


3.83 


4.86 


3.10 


43.95 


t( 


cc cc 


1881 


4.80 


4.40 


2.98 


2.64 


3.65 


3.07 


3.06 


2.83 


3.03 


3.62 


2.90 


3.35 


40.33 


<t 


cc cc 


1886 


4.75 


4.10 


4.76 


2.93 


3.51 


2.16 


4.03 


4.34 


4.94 


4.91 


4.32 


4.64 


49.39 


572 


Lawrence . . . 


1856 


3.73 


2.79 


2.29 


4.13 


3.94 


3.76 


3.64 


7.33 


4.73 


3.56 


2.88 


5.01 


47.79 


Cl 


cc 

• • • 


1866 


3.51 


2.59 


6J^4 


3.60 


4.78 


3.52 


3.59 


4.43 


6.18 


4.16 


4.10 


2.91 


48.61 


128 


Lawrence • . . 


1886 


4.78 


4.03 


4.20 


2.96 


3.90 


2.76 


3.95 


5.06 


4.50 


4.83 


4.49 


4.21 


49.67 


130 


Leominster • . 


1886 


4.37 


4.01 


4.06 


3.11 


3.98 


2.79 


5.20 


5.34 


3.69 


5.07 


4.57 


4.00 


50.19 


131 


Long Plain • . 


1886 


5.58 


4.82 


5.36 


3.86 


5.25 


2.90 


3.89 


4.47 


5.00 


5.95 


6.00 


5.11 


58.19 


573 


Lowell 


1826 


2.46 


2.16 


3.13 


3.00 


3.98 


3.30 


3.68 


3.44 


3^5 


2.90 


5.28 


3 00 


40.28 


cc 


cc 






1831 


3.25 


2.19 


2.91 


4.38 


4.48 


2.99 


4.66 


3.99 


2.96 


4.58 


3.04 


3.10 


42.53 


tc 


cc 






1836 


1.49 


1.44 


2.24 


3.78 


3.50 


3.60 


8.61 


3.89 


2.66 


3.04 


4.12 


2.80 


36.17 


C( 


cc 






1841 


1.87 


2.14 


3.44 


3.02 


2.71 


3.32 


2.36 


5.40 


3.27 


3.34 


4.35 


3.36 


38.61 


cc 


cc 






1846 


3.03 


2.45 


3.62 


2.29 


4.99 


8.42 


2.75 


4.59 


3.65 


3.91 


3.54 


3.68 


41.92 


Cl 


cc 






1851 


3.04 


4.29 


2.27 


5.98 


3.06 


2.65 


8.01 


4.45 


2.82 


4.60 


4.81 


2.90 


43.88 


Ci 


cc 






1856 


2.79 


1.82 


2.65 


3.88 


8.59 


4 20 


8.85 


6.04 


4.68 


3.09 


2.94 


4.70 


44.41 


(C 


cc 






1861 


4.37 


2.65 


5.30 


3.00 


3.25 


2.65 


4.39 


3.82 


2.10 


4.18 


4.24 


3.13 


43.08 


(C 


cc 






1866 


3.65 


3.97 


4.33 


3.51 


4.65 


4.13 


2.59 


4.50 


4.77 


3.24 


3.06 


2.66 


45.06 


cc 


cc 






1871 


2.52 


2.88 


3.26 


2.95 


3.28 


8.53 


8.78 


5.77 


2.72 


3.83 


4.30 


2.13 


40.85 


cc 


cc 






1876 


2.98 


3.39 


5.25 


4.91 


2.18 


8.05 


4.53 


4.66 


1.79 


3.75 


4.35 


3.60 


44.44 


cc 


cc 






1881 


4.34 


4.46 


3.32 


2.77 


4.52 


8.79 


8.96 


3.04 


3.33 


3.50 


3.08 


3.76 


43.87 


133 


Lowell. 






1856 


3.06 


2.54 


2.89 


4.09 


3.69 


4.32 


8.64 


5.78 


5.05 


3.21 


2.60 


5.28 


46.15 


cc 


cc 






1861 


4.37 


2.63 


5.49 


3.84 


3.41 


2.45 


4.44 


4.06 


2.11 


4.06 


4.43 


3.68 


44.99 


cc 


cc 






1866 


4.08 


4.12 


4.70 


3.81 


4.94 


3.85 


2.86 


4.23 


4.46 


3.59 


3.14 


3.11 


46.89 


iC 


cc 






1871 


3.21 


2.96 


3.53 


3.66 


3.61 


3.67 


8.92 


6.07 


2.96 


3.72 


4.73 


2.59 


44:63 


cc 


cc 






1876 


3.44 


3.70 


5.39 


4.67 


2.35 


8.12 


4.60 


5.02 


1.80 


3.55 


4.58 


3.61 


45.83 


cc 


cc 






1881 


4.52 


4.42 


3.63 


2.63 


4.22 


3.42 


8.40 


2.74 


2.81 


3.27 


2.91 


3.37 


41.34 


cc 


cc 






1886 


4.99 


4.30 


4.43 


3.08 


3.73 


2.68 


4.31 


3.75 


4.38 


4.93 


4.54 


4.43 


49.55 


134 


Ludlow • 




1876 


2.79 


2.96 


4.55 


3.36 


2.09 


4.01 


4.67 


3.06 


2.31 


2.99 


3.23 


2.52 


38.54 


cc 


cc 

• 




1881 


3.68 


3.65 


2.80 


1.91 


8.79 


8.62 


8.33 


4.20 


3.45 


3.34 


3.00 


3.80 


40.57 


cc 


'* 




1886 


4.15 


4.15 


4.92 


2.61 


3.82 


8.64 


5.68 


4.53 


5.31 


4.49 


4.18 


3.86 


51.33 


575 


Lunenbnrgh • • 


1841 


3.86 


3.33 


4.03 


6.19 


4.63 


6.47 


8.23 


2.37 


2.85 


2.95 


4.08 


4.73 


48.72 


cc 


** 


1846 


5.42 


3.96 


4.39 


5.21 


3.64 


8.99 


8.14 


3.73 


4.53 


2.55 


3.27 


6.24 


50.07 


Ck 


•« 


1851 


3.73 


3.99 


4.91 


5.25 


4.90 


8.72 


8.04 


3.60 


4.89 


3.51 


6.54 


3.80 


51.88 


135 


Lynn 


1876 


3.39 


3.27 


5.87 


4.31 


2.05 


2.77 


4.84 


4.54 


2.02 


4.05 


5.40 


3.12 


45.63 


cc 


• • 




1881 


4.47 


3.74 


3.54 


3.05 


3.81 


8.39 


2.52 


2.96 


3.07 


3.75 


3.16 


2.86 


40.32 


(C 


CC 

• • 




1886 


5.00 


4.50 


5.23 


3.20 


4.16 


2.68 


4.58 


5.88 


4.48 


4.90 


4.66 


4.72 


53.49 


138 


Medf ord . 




1886 


4.90 


4.06 


4.15 


2.96 


3.94 


2.54 


4.04 


4.15 


4.12 


4.75 


4.13 


3.95 


47.69 


140 


Hilton • 




1886 


4.36 


4.16 


4.88 


3.30 


3.93 


2.43 


8.79 


4.06 


5.03 


4.88 


4.29 


4.33 


49.44 


141 


Monson . 




1886 


4.24 


4.50 


5.43 


2.56 


3.09 


3.12 


5.43 


4.85 


3.55 


4.49 


4.00 


4.32 


49.58 


142 


Mt. Nonotack . 


1886 


• • 


4M 


4-89 


2.90 


3.45 


4.11 


5.93 


4.57 


5.48 


4.06 


4.36 


3.79 


• • 


143 


Mystic Lake . • 


1876 


2.91 


3.41 


5.04 


4.01 


2.13 


2.16 


4.89 


4.73 


2.20 


3.57 


4.79 


2.77 


42.61 


cc 


CC cc 

• • 


1881 


4.73 


4.23 


3.37 


2.62 


3.59 


3.92 


2.73 


2.61 


2.81 


3.50 


3.11 


2.92 


40.14 


cc 


cc cc 

• • 


1886 


4.77 


4.01 


4.72 


3.14 


4.23 


2.60 


4.73 


4.41 


4.39 


4.82 


4.33 


4.36 


50.51 


144 


*< Fmp'gSta 


1886 


4.24 


3.22 


3.87 


3.25 


4.05 


2.94 


8.89 


4.70 


3.97 


5.24 


4.53 


3.54 


47.44 


147 


NewBedford. . 


1816 


2.42 


4.11 


3.86 


3.32 


4.32 


3.32 


2.10 


3.34 


4.50 


3.61 


4.24 


2.70 


41.84 


cc 


(C C( 

• • 


1821 


3.42 


4.44 


4.79 


3.97 


3.69 


3.28 


8.34 


3.87 


3.76 


3.66 


3.08 


5.25 


46.55 


(C 


<* ** • • 


1826 


4.32 


3.98 


5.01 


3.38 


5..36 


8.44 


5.04 


8.25 


3.88 


4.97 


6.29 


3.42 


57.34 


(C 


«« " . . 


1831 


4.29 


2.93 


3.73 


4.58 


4.51 


3.60 


8.06 


5.23 


3.45 


4.52 


4.16 


5.01 


49.07 


C( 


*« <* . . 


1836 


4.05 


3.23 


3.52 


3.53 


4.41 


3.68 


2.10 


3.45 


3.00 


4.42 


3.98 


3.47 


42.84 


cc 


cc cc 

• • 


1841 


4.07 


3.09 


4.13 


4.58 


2.52 


2.71 


2.77 


4.00 


3.06 


4.25 


5.44 


5.20 


45.82 


cc 


cc IC 

• • 


1846 


3.38 


3.13 


3.93 


3.16 


3.97 


2.65 


2.51 


4.51 


4.97 


3.21 


3.32 


5.31 


44.05 


C( 


*< *' • . 


1851 


2.91 


4.55 


2.83 


5.54 


3.97 


1.73 


5.59 


2.72 


3.78 


3.41 


5.37 


4.08 


46.48 


cc 


cc cc 

• • 


1856 


4.75 


2.46 


3.18 


3.96 


3.52 


3.80 


3.72 


4.16 


3.75 


2.32 


2.89 


4.59 


43.10 
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ANNALS OF HARVARD COLLEGE OBSERVATORY. 



MONTHLY PREaPITATION NORMALS FOR FIVE YEAR PERIODS. 



No. 


Statioh. 


PKRIOt). 


Jak. 


Feb. 


Mar. 


Apb. 


Mat. 

1 


JUHS. 


July. 


ACQ. 


Sept. 


Oct. 


Nov. 


Dec. 


Tear. 




JUassachwietts, 
















147 


NewBedford. . 


1861 


4.01 


3.34 


4.31 


3.55 4.0213.28 


8.14 


3.52 


2.51 


8.82 


4.95 


3.92 


44.87 


i* 




1866 


4.30 


4.39 


4.72 


3.76 5.37 1 


4.22 


8.27 


3.65 


3.51 


4.83 


2.64 


4.00 


48.16 


C( 




1871 


4.24 


3.71 


4.51 


4.56 


4.09 


3.64 


8.48 


5.36 


3.06 


4.22 


5.05 


3.42 49.84 


(C 




1876 


3.11 


8.38 


6.03 


4.11 


2.14 


2.16 


4.27 


4.00 


2.23 


3.88 


5.35 


8.88 ; 44.44 


C( 




1881 


4.61 


5.04 


3.22 


8.32 


3.44 


3.55 


3.21 


3.05 


3.02 


8.51 


3.54 


3.64143.15 


Ci 




1886 


5.12 


4.24 


5.84 


8.69 


4.81 


3.27 


3.76 


4.75 


4.95 


5.01 


4.23 


4.51 '54.18 


148 


New Bedford. . 


1886 


5£3 


3.55 


5M 


3.57 


4.82 


3.05 


8.98 


4.01 


5.51 


4.98 


4.39 


4.37 '52.80 


149 


Newbury port . 


1881 


4.80 


4.46 


8.71 


8.17 


4.16 


2.77 


8.14 


2.83 


3.03 


3.84 


3.23 


8.80 42.94 


a 


it 

• • 


1886 


5.49 


4.83 


4.98 


8.14 


4.17 


2.66 


3.93 


4.69 


3.95 


4.76 


4.92.4.64152.16 


152 


Northampton . 


1881 


4.24 


4.32 


8.48 


2.51 


4.42 


8.22 


3.59 


4.07 


3.94 


3.72 


3.78 14.35 '45.64 


C( 


4< 


1886 


4.88 


4.31 


4.68 


3.33 


4.00 


4.64 


6.51 


4.48 


5.66 


4.84 


4.86 14.17! 56.86 


153 


Plyinoath . . . 


1886 


4J^8 


3.40 


5.71 


4^7 


4.10 


2.30 


2.64 


4.66 


3.87 


4.67 


4.43 


4.00 48.49 


159 


Salem 


1886 


4.64 


4.06 


4.58 


8.21 


8.77 


2.74 


3.85 


4.49 


3.76 


4.39 


4.26 


4.65 "48.40 


160 


So. Hingham . 


1886 


5.64 


4.59 


5.02 


8.31 


4.24 


2.72 


3.60 


4.59, 


4.79 


5.43 


4.87 


4.82 58.62 


161 


Springfield • . 


1851 


2.34 


4.84 


1.88 


4.52 


8.55 


2.78 


5.80 


4.73 


2.91 


5.16 


5.43 


3.44 46.88 


(C 


(( 


185§ 


3.29 


2.14 


2.68 


3.20 


4.25 


3.99 


3.91 


5.59 


3.79 


2.64 


2.54 


4.25 42.22 


Ci 


(( 


1861 


4.13 


2.70 


4.22 


3.10 4.36 


3.87 


5.07 


3.23 


2.18 8.94 


4.35 


3.40 44.55 


(( 


tc 


1866 


3.18 


4.22 


3.98 


8.12 


5.52 


4.46 


3.44 


3.86 ' 4.85 


5.21 


8.55 


2.84 48.23 


a 


(( 


1871 


3.54 


8.12 


8.65 


3.59 


3.89 


3.56 


4.19 6.80 


2.94 


4.68 


4.09 


2.73 '46.78 


ik 


44 


1876 


3.07 


3.77 


5.74 


4.27 


2.27 


4.54! 4.44 3.59 


2.70 


8.56 


4.14 


3.75 45.84 


c» 


ii 


1881 


4.39 


4.68 


3.29 


2.36 


4.16 


4.06 3.66 4.06 


3.67 


3.69 


3.28 


4.12 '45.42 


C( 


i( 


1886 


4.19 


3.97 


4.46 


2.59 


3.65 


8.94 1 5.50 1 4.60 


6.14 


4.45 


3.77 


3.73 50.99 


164 


Taunton . . . . 


1876 


4.77 


4.38 


3.62 


8.86 


1.51 


2.28 


4.47 4.85 


2.11 


3.26 


6.02 


3.60 44.73 


i( 


4i 

• 1 




1881 


5.92 


4.32 


3.26 


2.94 


3.24 i 3.15' 2.36 11.86 


2.44 


2.85 


4.16 


3.51 40.01 


(( 


. 1 




1886 


5.41 


4.56 


5.51 


3.72 


4.4512.37, 4.76 


5.19 


4.51 


5.07 


4.78 


4.37 54.70 


163 


Taunton . 




1886 


5.07 


4.54 


4.44 


3.50 U--?^ ' ^.<5P 4.40 


4.88 


4.26 


4.95 


4.63 


3.99 51.47 


165 


Taunton . 




1886 


5.62 


4.76 


5.25 


3.61 '4.58 2.51. 4.55 


5.10 


4.60 


5.30 


4.80 


4.22 54.90 


581 


Topsfield 




1866 


3.90 [4.36 


4 51 


3.36 4.93 2.69 '3.04 


4.55 


3.69 


4.07 


2.99 


3.00 45.09 


166 


Waltham 




1826 


t/.<^<v ' • . 


4.03; 3.1 7 3.82 3.85 '4.38 


4.24 


4.56 


3.43 


5.68 


2.77! . . 


C( 


(C 




1831 


2.93! 1.58 


3.05; 5.18 4.57 2.96' 5.05 


3.34 


3.10 


4.85 


3.65 


1.81 '42.07 


it 


C( 




1836 


2.38 


2.91 


2.06 14.29; 4.07 3.69 2.34 


3.62 


2.53 


3.31 


4.11 


3.61 38.92 


(( 


(( 




1841 


3.27 


IM 


3.54 1 3.21 2.26 '2.94 2.73 


4.86 


3.05 


3.91 


4.85 


4.14^ AO. 7 i 


(4 


ii 




1846 


2M 


2.19 


4.50 2.60 4.6313.44 2.46 


4.73 


4.58 


3.61 


3.17 


8.47 142.42 


(( 


a 




1851 


2.73 


3.87 


2.25 '5.85 3.29 '2.26 


3.12 


3.82 


3.07 


3.48 


5.13 


3.15 142.02 


(; 


(C 




1856 


2.54 


1.60 


2.53 3.72 3.80 


4.19 


4.39 


7.18 


4.55 


2.77 


3.02 


3.87 43.66 


(i 


(( 




1861 


2.88 


2.60 


4.09:4.02,3.14 


2.55 5.25 


3.63 


2.06 


3.86 


4.78 


2.94 41.80 


(t 


it 




1866 


3.58 


2.73 


3.96! 3.67 5.15 


3.14 3.57 


3.93 


4.51 


3.98 


2.66 


2.36 43.24 


i( 


(( 




1871 


2.28 


2.15 


2.85,3.51 


3.15 


3.55 3.41 


6.16 


2.94 


3.92 


3.84 


1.80 


89.56 


(( 


u 




1876 


2.66 


2.65 


4.88,3.90 1.92 


2.01 5.67 


5.39 


1.91 


8.78 


4.68 


2.31 


41.71 


u 


(( 




1881 


3.80 


3.72 


2.78 


2.59 i 3.45 


3.46 ; 2.99 


2.20 


2.78 


3.35 


3.24 


2.72 


37.08 


(k 


(( 




1886 


5.17 


4.07 


4.61 


3.37 


4.20 


2.45 4.26 


4.16 


4.44 


4.97 


4.75 4.84 1 51.29 


582 


Watertown 




1836 


2.39 


2.57 


2.U 


4'56 


4n 


3.81 2.75 3.58 


2.76 


3.19 


4.30 i 4.22 40.81 


168 


Wellesley 




1886 


4.98 


4.34 5.62 


3.49,3.64 


2.37 5.14 4.08 


5.00 


4.92 


5.16 4.83 53.05 


169 


Westboro' , 




1886 


4.66 


3.94 


4.62 


2.94 3.14 


2.14' 3.91 


4.73 


4.16 


5.04 


4.24 4.11 


47.63 


583 


Westfield . 




1861 


4.22 


3.23 


4.51 


3.35 


4.54 


3.92 


5.53 


3.33 


2.65 


4.33 


4.71 3.46 


47.78 


170 


Williamstown . 


1866 


2.81 


3.18 


2.71 


2.75 '8.85 


8.19 


3.42 


4.U 


3.82 


3.91 


3.03 ' 2.59 


89.65 


(i 


m 


1881 


3.15 


4.04 


2.08 


2.18 


8.22 2.45 3.76 


3.46 


2.83 


2.40 


2.61 3.29 


85.47 


171 


Winchester . . 


1886 


4.46 


3.32 


3.96 


3.37 


4.27 3.22 '4.19 


4.88 


3.84 


5.07 


4.52 3.54 


48.63 


584 


Worcester . . . 


1846 


3.29 


2.54 


4.22 


2.40 


5.07 


2.69 3.43 


4.03 


4.17 


4.18 


3.20; 8.81 


42.98 


(( 


(C 


1 • • 


1851 


4.29 


5.13 


2.42 


6.91 


4.22 


2.99 


4.79 


5.69 


8.87 


6.07 


6.5114.24 


56.63 


C( 


4( 


• • 


1856 


3.50 


2.23 


3.35 


3.97 


4.31 


4.37 


3.97 


6.82. 


4.81 


2.92 


2.84 4.62 47.71 1 


585 


Worcester , 


1 • . 


1881 


2.77 


4^79 


2.12 


2M 


4.20 


3.31 


2.65 


2.79 


1.94 


3.55 


2.98 4.02 


87.37 


C( 


(( 


• . 


1886 


4.80 


5.06 5.58 


2.98 


4.86 


2.59 


4*30 


4.87 


4.39 


5.64 


4.48 


4.18 


52.73 




Bhode Island. 




























201 


Block Island . 


1881 


5.28 


5.91 4.08:8.40 


4.89 


4.86 


3.28 


3.42 


2.91 


5.25 


4.52 


4.66 


51.86 


cc 


(( it 


1886 


4.12 


4.02 


4.03 '2.71 


3.05 


1.94 


2.91 


2.48 


3.30 


3.41 


8.81 


2.88 


88.11 


202 


Bristol .... 


1886 


4-74 


3.18 


5.34 3.19 


4.26 


2.78 


3.51 


4.58 


3.72 


4.46 


8.94 


8.92 


47.57 


601 


Ft. Adams . . 


1871 


3.38 


2.25 2.7418.65 


3.39 8.00 


2.77 


5.58 


2.54 


3.81 


8.90 


2.84 


89.30 


t( 


Ct (C 


1876 


1.98 1.79 4.25 8.75 


1.64 


2.45 


8.76 


8.70 


1.99 


2.85 


4.02 


2.78 


84.96 


208 


Lonsdale . . . 


1881 


4.78 5.16 

1 


8.20 2.43 


4.16 


8.58 


2.61 


2.61 


2.81 3.67 


8.58 


8.57 


42.16 
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MONTHLY PRECIPITATION NORMALS FOR FIVE YEAR PERIODS. 



No. 


Statiok. 


Period. 


Jan. 


Feb. i 


Mar. 


Apr. 


May. 


JUKK. 


July. 


Aug. 


Sept. 


Oct. 


Nov. 


Dec. 


Tear. 


Rhode Island. 


















203 


LoDsdale . . . 


1886 


5.16 


5.13 


4.42 


3.48 


4.65 


2.61 


4.87 


5.39 


4.48 


5.68 


4.16 


4.58 


54.11 


206 


Pawtucket. . . 


1886 


5.18 


5.55 


4.30 


3.56 


5.17 


2.61 


2.82 


5.04 


4.57 5.14 


4.48 


4.47 


52.81 


207 


Providence . . 


1836 


2.66 


2.39 


3.17 


3.35 


4.16 


2.92 


2.44 


2.89 


2.61 


3.43 


3.70 


3.34 


S7.06 


(4 




1841 


3.17 


3.09 


3.76 


3.45 


2.78 


3.24 


3.19 


4.29 


2.08 


4.00 


4.40 


8.81 


4 '.23 


CC 




. 1846 


3.03 


2.51 


3.92 


2.14 


4.01 


3.20 


1.98 


4.60 


4.25 j 3.30 


8.78 


4.46 


41.13 


(C 


- . 


. 1851 


3.43 


4.32 


2.14 


5.68 


3.34 


1.91 


3.85 


4.49 


2.80 3.18 


5.41 


3.93 


44.48 


ii 




. 1856 


4.17 


2.27 


3.35 


3.31 


3.17 


4.20 


3.32 


5.63 


3.89 


2.31 


2.81 


4.51 


42.94 


(( 




. 1861 


5.10 


3.42 


4.78 


4.06 


3.51 


3.21 


4.10 


3.07 


2.89 


3.47 


5.00 


3.64 


46.25 


(C 




. 1866 


4.55 


4.54 


5.21 


3.77 


5.51 


4.85 


2.13 


3.92 


3.90 


3.92 


3.19 


8.37 


48.86 


(C 




. 1871 


3.50 


3.62 


4.10 


4.66 


3.71 


4.36 


3.59 


7.26 


2.72 


4.36 


4.25 


2.83 


48.96 


li 




. 1876 


3.03 


4.06 


6.36 


4.00 


2.35 


2.95 


4.04 


4.47 


2.48 


3.32 


5.57 


4.09 


46.70 


(C 


/ / 


1881 


6.22 


5.26 


3.49 


2.72 


3.43 


8.12 


2.89 


2.33 


2.88 


8.74 


3.33 


4.00 


43.53 


tc 




> 1886 


5.35 


5.47 


4.94 


3.55 


4.38 


2.44 


4.39 


5.27 


4.72 


5.12 


4.43 


4.48 


54.56 


208 


EVovidence . 
Connecticut. 


. 1886 


5.12 


5.41 


4.49 


3.14 


4.11 


2.81 


2.84 


4M 


4.52 


5.02 


4.18 


4.18 


50.15 


221 


Canton .... 


. 1861 


2.64 


2.36 


4.19 


3.83 


4.20 


2.45 


6.37 


4.64 


2.68 


5.37 


5.28 


2.89 


46.90 


(( 


CC 

• 




. 1866 


3.29 


5.37 


4.37 


3.36 


8.68 


7.73 


3.89 


6.22 


6.60 


8.10' 6.18 '4.27 


G7.56 


(( 


CC 

• 1 




. 1871 


3.56 


2.88 


3.42 


3.82 


3.75 


4.03 


4.84 


7.22 


2.92 


4.16 


4.64 


2.56 


47.30 


a 


CC 

• • 




. 1876 


3.00 


3.52 


5.61 


4.03 


2.51 


4.85 


4.18 


3 55 


3-08 


3.72 


4.01 


4.01 


45.57 


(( 


'' 




. 1881 


4.69 


4.34 


3.06 


2.35 


3.76 


2.96 


4.00 


8.95 


8.16 


4.11 


3.52 


4.05 


48.95 


(( 


CC 

• < 




, 1886 


4.56 


4.22 


4.09 


3.18 


3.48 


3.44 


5.76 


4.28 


5.49 


4.74 


4.16 


4.04 


51.44 


625 


Hartford . 




, 1846 


3.S6 


3.26 


4.16 


2.36 


iM 


2.42 


4.36 


3.88 


3.70 


4.11 


4.45 


3.97 


44.67 


224 


Hartford . 




1876 


3.33 


3.23 


5.67 


3.87 


2.11 


3.82 


5.80 


4.63 


2.79 


8.21 


3.66 


3.65 


45.24 


a 


CC 

1 




. 1881 


4.57 


4.04 


3.45 


2.15 


4.19 


2.45 


4.41 


3.47 


3.36 


3.80 


2.95 


3.99 


42.f5 


li 


CC 

1 




. 1886 


5.28 


4.61 


4.27 


2.89 


3.54 


2.96 


5.29 


4.70 


3.84 


4.85 


4.82 


4.57 


51.12 


223 


Hartford 




1886 


5.20 


4.36 


• • 


3.06 


3.73 


3.62 


5.52 


4.71 


4.40 


4.87 


4.61 


8.94 


• • 


225 


Lake Konomoc 


1881 


4.92 


5.14 


4.38 


2.70 


3.99 


3.55 


8.12 


4.59 


2.65 


4.14 


3.74 


4.24 


47.10 


(( 


CC CC 


1886 


5.55 


4.78 


5.47 


3.77 


3.37 


3.85 


5.48 


4^97 


5.06 


5.00 


4.36 


5.20 


56.8G 


226 


Middletown . . 


. 1861 


4.16 


2.99 


3.93 


3.21 


4.32 


8.62 


2.74 


3.48 


3.05 


8.07 


4.44 


3.11 


42.12 


44 


CC 


. 1866 


3.25 


4.29 


4.47 


3.42 


5.07 


4.85 


2.82 


5.59 


5.06 


5.55 


3.50 


8.86 


50.73 


(( 


CC 


. 1871 


4.25 


3.71 


4.03 


3.85 


8.41 


8.01 


4.25 


6.77 


2.73 


3.67 


4.45 


8.19 


47.82 


CC 


CC 


. 1876 


3.32 


3.83 


6.13 


4.09 


2.07 


8.92 


5.35 


5.20 


2.96 


3.63 


4.17 


4.09 


48.76 


(C 


CC 


. 1881 


4.91 


4.90 


3.64 


2.07 


3.83 


8.09 


8.15 


8.95 


8.33 


4.21 


3.10 


4.23 


44.41 


ii 


CC 


. 1886 


5.35 


4.87 


5.37 


3.01 


3.53 


8.33 


6.15 


4.64 


4.49 


5.15 


4.13 


4.68 


54.70 


627 


New Haven . . 


. 1806 


3.51 


3.38 


2.72 


3.37 


8.94 


8.50 


5.68 


4.45 


2.60 


2.45 


4.07 


4.05 


43.67 


CC 


CC CC 


1811 


3.44 


4.33 


3.81 


3.32 


4.55 


8.27 


5.69 


5.79 


4.66 


8.53 


4.24 


8.73 


50.86 


CC 


CC CC 


. 1816 


2.70 


4.22 


4.14 


3.00 


4.15 


8.59 


2.87 


2.50 


4.17 


8.31 


2.68 


2.47 


39.80 


228 


New Haven . , 


. 1876 


3.49 


3.89 


6.78 


5.19 


2.69 


8.30 


6.07 


5.87 


4.00 


8.99 


4.60 


3.45 


53.82 


CC 


CC CC 


. 1881 


4.60 


4.88 


4.20 


2.03 


3.88 


8.28 


4.15 


8.55 


8.90 


4.01 


2.56 


4.26 


45.30 


CC 


CC CC 


. 1886 


4.16 


4.12 


4.58 


3.09 


3.41 


8.38 


6.76 


4.70 


4.52 


4.65 


3.97 


8.55 


50.89 


229 


New London . 


. 1871 


3.41 


2.59 


3.68 


4.81 


8.84 


2.96 


8.86 


6.63 


8.36 


4.54 


4.26 


2.86 


46.30 


CC 


CC CC ^ 


. 1876 


3.29 


3.40 


6.22 


3.96 


1.76 


3.61 


4.87 


5.04 


8.10 


3.45 


4.11 


3.4G 


46.27 


CC 


CC CC 


. 1881 


5.92 


5.60 


4.37 


3.31 


5.07 


4.06 


4.45 


4.35 


8.27 


5.11 


3.70 


4.13 


53.84 


CC 


(C C4 ^ 


. 1886 


4.74 


5.01 


5.24 


3.76 


8.61 


8.04 


4.12 


8.92 


4.75 


4.77 


3.85 


3.44 


50.25 


628 


Norwich . . . 


. 1871 


5.31 


4^3 


3.23 


4.44 


5.04 


2.98 


3.27 


7.67 


8.48 


5.24 


5.84 


3.91 


55.29 


cc 


44 

• i 




. 1876 


3.25 


8.61 


7.23 


4.87 


2.31 


8.44 5.23 


4.78 


3.32 


4.48 


4.89 


8.59 


51.00 


629 


Pomf ret . 




. 1856 


4.09 


2.05 


3.64 


3.74 


3.53 


4.23 4.42 


7.99 


4.56 


2.57 


2.95 


4.44 


48.21 


CC 


44 

• 




. 1861 


3.66 


2.90 


4.07 


2.77 


8.95 


8.20 


5.43 


8.61 


2.87 


4.30 


4.67 


8.57 


45.00 


230 


Shelton . 




. 1886 


4.84 


4.85 


5.08 


3.15 


4.89 


4.36 


6.62 


5.10 


5.50 


5.04 


5.92 


4.12 


58.97 


232 


Uncasville 




. 1886 


6.35 


4.26 


6.72 


4.20 


4.38 


8.11 


5.85 


6.10 


5.85 


5.47 


4.17 


5.23 


62.29 


233 


Voluntown . 


. 1886 


5.92 


5.27 


5.22 


3.72 


3.50 


2.73 


4.41 


4.50 


4.98 


4.98 


4.64 


4.95 


54.12 


234 


Wallingford . 


. 1856 


4.^1 


2.84 


3.72 


4.18 


5.20 


3.91 


3.96 


6.59 


4.12 


3.23 


3.36 


5.17 


50.49 


CC 


CC 


. 1866 


3.62 


4.24 


4,55 


3.92 


5.53 


3.95 


2.82 


5.21 


4.37 


5.77 


3.96 


3.62 


51.56 


CC 


CC 


. 1871 


4.29 


3.91 


4.04 


4.I6 


3.73 


2.48 3.39 


7.19 


2.78 


3.56 


4.64 


3.08 


47.27 


CC 


(C 


. 1876 


3.46 


4.03 


6.14 


4.49 


2.32 


3.58 6.03 


4.59 


3.24 


3.54 


4.38 


4.04 


51.84 


CC 


CC 


. 1881 


5.52 


5.47 


4.29 ' 2.04 


4.00 


2.93 8.50 


8.53 


8.36 14.42 


3.05 


4.97 


47.18 


CC 


CC 


. 1886 


5.30 


5.08 


5.17,3.39 


4.33 


4.21 


5.87 


4.65 


4.60 


4.83 


4.43 


4.92 


56.78 


235 


Waterbury . 


. 1886 


447 


4.U 


4.70 3.08 


3.72 


3.88 


5.54 


3.71 


4.32 


4.13 


4.44 


4.62 


51.15 


631 


West Hartford 


1871 


3.01 2.73 


3.01 3.30 


3.83 


8.60 


8.67 


6.78 


2.40 


3.49 


3.39 


2.19 


41.40 


CC 


" '« 1 1876 
" »» 1 1881 


2.87 '3.09 '5.38 


3.11 


1.9113.58 


4.33 


8.87 


2.34 


2.55 


4.26 


3.20 


40.49 


CC 


3.48,4.29 2.96 


2.00 


3.05 2.04 


4.28 4.15 


3.47 


3.62 2.89 


3.36 i 39.59 | 
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EXPLANATORY NOTES FROM COLUMN 7, TABLE XI. 

1. Corrected to true daily mean by tables in Smithsonian Contribntions, VoL XXL 

2. Mean daily temperature from mean of maximum and minimum readings. 

8. Temperature reduced to true daily mean by a correction, obtained from the Smithsonian tables for 
Toronto and Montreal ; a complete discussion of the observations is given in the reference. 
4. Hours of observation not known. 
6. Mean dally temperature is obtained by the formula i (7-f-2-|-9-|-9). 

6. Temperatures corrected to true daily mean by table in Chief Signal Officer's report, **Mean Temperatures 
and their Corrections in the United States, by Alexander McAdie, M. A., 1891.** The hours of observation, de- 
scription of instruments and their exposure can be found in the Annual Reports of the Chief Signal Officer. 

7. Temperature observations not corrected to the true daily mean. See reference for hours of observation and 
description of instruments. 

8. Observations at morning, noon, and nigh*;; hours not specified but assumed to have been about sunriae, 
noon and sunset. 

9. Observations by C. A. J. Marsh, J. A. Paddock and E. P. Wild. The records were furnished the Society 
by Mrs. E. P. Wild, but no mention was made therein regarding the observers or instruments, or whether the 
latter were changed in position with the change of observers. There .is intemil evidence^of a change in position 
of the thermometers from 1876 to 1880. 

10. *'The observations seem to indicate overmeasurc. The gauge is not described in the manuscript but 
there is internal evidence that the measurements of large amounts, particularly, were a too great amount of rain 
and melted snow.*' (Note on data from Chief Signal Officer.) 

11. Observers, C. S. Paine, £. Bethel and Manley. 

12. Observations were made by Prof. E. S. Snell until 1876 and since that time by M. L. and S. C. SnelK 
(See also note 5.) 

13 All observations during a period of 36 years were taken at the same house (No. 51 Hancock St.), but the 
position of the thermometers was slightly changed. The observations are fully discussed in the reference. 

14. The monthly means of these observations were printed in the Boston Evening Traveller^ March 28, 1850. 
The hours of observation are not known. 

15. Observations from 1866 to 1885, Inclusive, were made by the Sewer Department and from 1886 to 1890 by 
the Boston Water Works. The two series of observations were made in adjoining yards, the gauges having^ 
practically the same exposure. 

16. Observations taken "morning and evening,*' the hours averaging about 7 a.m. and from 8 to 4 p.m. No de- 
scription of the gauge used is given in the original records, which are in the possession of the American Acad- 
emy of Arts and Sciences, Boston, Mass. ; neither is its exposure mentioned. The temperature observationa 
from 1759 to 1768 were taken from a Fahrenheit thermometer made in London, and exposed on the north side 
of the bouse. It may be considered accurate, as the observer's notes show that he tested it by placing in snow 
and found that the mercury stood at the freezing point. The observer's description of the thermometer used for 
the rest of the observations is as follows: '*My thermometer was of Mr. Hawksbee's make, filled with spirit of 
wine. Ye scale Is divided into 100 parts, beginning from a certain point above marked and ye 100th degree falU 
just above ye bulb of ye thermometer. Ye freezing point is numbered 65°. Ye divisions are upward to 8° above 
zero. Ye observations are expressed in the degrees with their decimal parts. The Instrument shows the highest 
temperature but not the lowest for it goes into the bulb. How it was adjusted in London I know not but it ap- 
pears to me yt ye freezing point is marked considerably too high, for having plunged ye bulb into a vessel of snow 
I found yt ye spirit fell down to 76.5° and then rested." During several years, readings were taken from both 
thermometers and the record kept, and a table of corrections was obtained from these records, for changing the 
record by the Hawksbee thermometer to its equivalent in Fahrenheit readings. 
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17. From 1840 to 1844 the observations were taken at the first Observatory established by Harvard College, at 
the comer of Harvard and Qnincy Streets, Cambridge. On September 26, 1844, the instruments were dismounted 
to be removed to the site of the present Observatory building, where they liave since remained although they liave 
had several different locations about that building. Different thermometers liave been in use and the hours of 
observation have varied considerably in different years so that a correction, for which the material is now being 
collected, must be applied for the hourly variation. A full description of instruments and observations is given 
in the Annals of the Observatory, Vol. XIX, part I. 

18. The gauge is said to have had a very poor exposure, receiving only the water that fell vertically. 

19. The thermometer has been hung in the same place nearly thirty-flve years and has been observed by the 
same person except on rare occasions. 

20. Since August, 1889, mean temperature from maximum and minimum readings. 

21. Mean temperatures from April, 1872, to January, 1875, except December, 1872, April, 1873 and March, 
September and October, 1874, from maximum and minimum readings. 

22. Gauge situated in yard surrounde^by high buildings ; rainfall estimated to be 5 per cent too small. 

23. Observers: January to May, 1876, A. L. Graves; May to August, 1876, A. P. Chapin; August, 1876 to 
February, 1877, S. T. Briggs; February, 1877 to April, 1882, A. L. Graves; April, 1882 to December, 1890, M. W. 
Graves. 

24. For 1886, mean temperature from readings at 7 a.m., 2 and 9 p.m. ; jfor 1877 to 1890, mean from maximum 
and minimum readings. 

25. The late Samuel Rodman began the record of temperature in October, 1812, at New Bedford, Mass., at » 
house on the northwest comer of Water and William Streets. The position of the thermometer was at the east 
window of the second story and its elevation was about thirty feet above tide water. On January 24, 1820, the 
location of observations was moved northerly a distance of 570 feet to a house on the northwest comer of 
Water and Middle Streets. The position of the thermometer was at the northeast angle of the "L" of the bouse, 
and Its elevation was about fifteen feet above tide water. On January 19, 1828, the location of observations was 
again changed a distance of 2400 feet in a southwesterly direction to a house on the southeast comer of Spring 
and County Streets, being a distance of 2150 feet southwesterly from the first position. Since then, records have 
been continuously maintained in this place up to the present time. Mr. T. R. Rodman, who has kept up the obser- 
vations since the death of his father on August 1, 1876, writes as follows regarding its exposure here : *'The first 
position of the thermometer In this location, as I remember it, not very long after January, 1828, was on the 
pillars of the north portico of the house, where by an arrangement of chafns and hooks, it could be moved from 
side to side so as to escape the sun's rays. Its elevation in this position was about one hundred and eight feet 
above tide water. At a subsequent date which I cannot now determine the thermometer was removed to Its 
present position in front of, and about eighteen inches distant from, the north window of the northwest room 
of the first story of the house. It is enclosed in a cage whose sides are of wood and whose front and back are 
of wire netting. The cage is suspended from an iron framework and is firmly held in its place by iron braces. 
The elevation of the thermometer is about one hundred and six feet above tide water. On each side of the win- 
dow the blinds are bowed at right angles and permanently secured In this position so as to shield the instruments 
from the sun, and insulation is thus practically perfect. The thermometer now in use Is of the manufacture of 
J. Green & Sons and its number is 2789. It was carefully selected by my father at a date which I am unable 
to establish. I am also unable to give the description and dates of adoption of other thermometers used prior to 
the selection of that now in use, but I am satisfied from my own recollection and from a knowledge of my father'a 
conscientious care in these matters that the instruments employed in his met^rological work were the best ob- 
tainable. I know that he spared neither time nor money to obtain the best results. The hours at which the 
thermometer was noted were: from October 1, 1812 to January 1, 1842, sunrise; 2 p.m., sunset, 10 p.m.; from 
January 1, 1842 to September, 1853, sunrise, 9 a.m., 3 p.m., 9 p.m.; from September, 1853 to the present time, 7 
A.M., 2 P.M., 9 P.M. These last hours were established to conform to blanks from Smithsonian Institute. My 
father died August 1, 1876. Since his death, with some assistance from others for a year or two after his death, 
I have carried on the work." 
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26. About 18 years ago the Instnunents were moyed nearly 600 feet farther north and to a position eight 
feet higher than first located. (See also note 5.) 

27. Observations may have not all been made by A. M. Merriam. 

28. Mr. D. Fitz Gerald, Supt. Boston Water Works, reports that previous to 1885 this gange did not have a 
good exposure, and a careful study of the earlier records show them to be particularly untrustworthy. 

29. * 'During long days the hours of observation were at 6 a.m., 1 and 9 p.m., and during short days, 7 a.m., 1 
and 9 p.m." 

80. Hours of observation not known. 

81. Observations taken at College Hill near University Hall, Providence. Thermometers were sometimes 
changed, but great care was taken to use only the best that could be obtained. The observations from October 
to March were taken at sunrise, 1 to 2 p.m. and 10 p.m., and from April to September at 6 a.m., 1 to 2 p.m. and 10 
P.M. A full discussion of tliese observations may be found in Smithsonian Contributions No. 448 and Vol. XII. 

82. The precipitation observations were made and recorded from 1886 to 1876, inclusive, on College Hill under 
the direction of Prof. Alexis Caswell (see note 81) , and from 1876 U^ 1890, at Hope Reservoir under the direc- 
tion of the City Engineer. The rain gauge used by Professor Caswell was located about seven feet above the sur- 
face of the ground, and that at Hope Reservoir is one foot above the ground. The observations from 1878 to 
1885, inclusive, have been corrected for an inaccuracy caused by the imperfect construction of the gauge with 
which the record was made. The thermometer from 1881 to 1884 was located at Hope Reservoir, and since that 
time at the City Engineer's office; a correction has been applied to reduce the means taken at Hope Reservoir to 
the standard of the City Engineer's office, and also a correction for reducing to the true mean for the day (see 
note 1). 

88. Before September, 1878, the observations were taken by Professor Brocklesby at his residence near the 
old college. From September 1878 to September 1882 they were taken by the same observer near the east end 
of Vernon Street about three-fourths mile south of the former place and at the same elevation, and since Septem- 
ber, 1882, by Prof. Samuel Hart on the broad space near the new college campus to the west of the latter station 
and about 50 feet above it, being now at an elevation of 145 feet. There is no internal evidence of marked change 
in exposure. 

84. During these observations the same thermometer has been used and has always hung in the same place. 
The rain gauge has been changed several times but its location has remained the same. (See also note 5.) 

85. Observations have been made at all times by observers connected with Yale College. The instruments 
have been moved several times but have always been located in the near vicinity of the College. The hours of ob. 
servatlons have varied but the temperature means have been corrected for daily variation. A full discussion of the 
records may be found in the reference. 

S6, These observations have always been made by the same person and from the same thermometer. During 
1890 the position of the thermometer was slightly changed for the first time. (See also note 5.) 



Italic figures in columns 4 to 15, of tables XII and XIII indicate that the mean is for four years only. 



THE TORNADO AT LAWRENCE, MASS., JULY 26,1890- 

1. THE FEATURES OF TORNADOES AND THEIR DISTINCTION FROM 

OTHER STORMS. 

BY 

WILLIAM MORRIS DAVIS, 

DIRECTOR NEW ENGLAND METE0R0L6gICAL SOCIETY. 

Introduction. 

The occurrence of a destructive tornado at Lawrence, Massachusetts, on July 
26, 1890, gives us unhappy reason for the especial consideration of this class of local 
storms, fortunately rare in New England. We have heretofore presented to our 
members essays on the more usual elements of our weather and climate. It will 
appear, if a review of our publications is made, that most of them are concerned 
with the accumulation and discussion of climatic factors ; the mean values of tem- 
perature, precipitation, and so on ; from which we shall have in time the basis of an 
accurate knowledge of this division of our natural history. Attention has been given 
also to certain of the stronger weather elements, by which the more distinct changes 
from one day to another are controlled : thus there is in the last annual number of the 
Investigations an essay on the types of New England weather, by the Director ; and 
in the American Meteorological Journal for 1887, there was published a more partic- 
ular examination of the distribution of rainfall in our larger cyclonic storms by Pro- 
fessor Winslow Upton, reprints of which were distributed to members of the Society 
at the time ; a fuller report on this subject may be expected in the next volume of 
the Investigations. Studies on still smaller weather elements have been undertaken 
in the observations and discussions of thunder-storms and sea-breezes, as carried on 
by a considerable number of volunteer observers, and reported to members in earlier 
years. The subject of tornadoes thus follows in a sufficiently systematic order after 
its predecessors. 
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The General Characteristics op Tornadoes. 

Tornadoes are violent, local, progressive whirlwinds, having a general indraft 
from all sides, rapidly increasing in violence and taking on a true vorticnlar and 
ascensional motion near the center, where a cloud of dust and rubbish rises to meet 
the funnel cloud that hangs from the great cloud mass above ; the breadth of their 
destructive action is generally less than a thousand feet, and is often less than five 
hundred feet. They sometimes occur in groups and are nearly cdways generated in 
the southeastern quadrant of a general cyclonic storm. 

The whirling of tornadoes has long been on record as a fact of direct observation. 
As long ago as 1587, the Reverend Mr. A. de la Pryme described a "spout'' that oc- 
curred at Hatfield, Yorkshire, England. (Philosophical Transactions, XXIII, 1702, 
p. 1248.) He wrote: "the wind thus blowing soon created a great vortex, giration and 
whirl among the clouds, the center of which ever now and then dropt down in the 
shape of a thick long black pipe, commonly called a spout; in which I could plainly 
and most distinctly behold a motion, like that of a screw, continually drawing upwards, 
4Uid screwing up (as it were) whatever it touched." From this time on, the more 
•explicit accounts of these storms furnish plentiful reason for believing that Mr. de la 
Pryme's spout was in no way exceptional among storms of its class. 

In this country, I find that "Mr. John Winthrop, Professor of Philosophy at Cam- 

• 

bridge in New England," gave an account of a whirlwind at Leicester, Massachusetts, 
in 1760, the earliest account of one of these storms in our State. He says (Phil. , 
Trans., LIE, 1761, p. 9) : "At Leicester, several people of credit say, that about five 
o'clock the sky looked strangely; that clouds from the southwest and northwest seemed 
to rush together very swiftly, and, immediately upon their meeting, commenced a 
circular motion ; presently after which a terrible noise was heard. The whirlwind cut 
its path through the trees, and having passed over some clear land, it came to the 
dwelling of one David Lynde, the only one which stood in its way ; upon this it fell 
with the utmost fury and in a moment effected its complete destruction." 

A little later, J. Maltby described a tornado that occurred at Northford, Conn., on 
June 19th, 1794 (American Journal of Science, 1, XXXIX, 1840, 384), as "whirl- 
ing most violently upon its center." From among the many more modem accounts 
of these storms, I select the following on account of the competence of the observer 
and the clear and explicit statements of his observations. In an account of the tor- 
nadoes of the Southern States (American Journal of Science, 3, II, 1871, 96-108), 
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Mr. H. S. Whitfield, Professor of Mathematics in the University of Alabama, tells 
us that he had a clear view of a tornado that occurred near Tuscaloosa in 1867. 
It was, when first seen, about five miles away, and judging by the angular altitude 
of the cloud at that time its actual altitude must have been about 4500 feet. It ap- 
proached so near the observer that he had some fears for his safety ; but it finally 
passed south of him, about nine hundred feet distant. Describing the cloud column, 
funnel or spout, he wrote : "The gyratory motion was distinctly visible." When 
it was about a mile away, he saw that it would pass to the south, and at this 
time he first noticed the surface rubbish " which appeared like an innumerable flock 
of birds, flying around the summit of the column''; and shortly after he perceived "a 
pine tree, sixteen inches in diameter and sixty feet long, float out from the black 
vortex .... at the height of a quarter of a mile, and sail around, to all appearance 
as light as a feather." Finally in respect to the tornado at Lawrence, we have the 
direct statement of Mr. Peter Holt, who saw this storm from a short distance on the 
north side of its track ; he has made the most explicit statement of its whirling mo- 
tion to me, after which I can neither doubt that his observation was definite nor that 
the tornado cloud whirled around. 

It would seem that a fact so well substantiated as the whirling of tornadoes need 
not be further disputed; but it is curious that upon this question there has been 
waged one of the most active controversies that our science has witnessed. Half a 
century ago, the two leading meteorologists of that time in this country. Espy and 
Redfield, maintained directly contradictory views on this matter. Espy contended 
that tornado winds were radial indrafts, while Redfield believed them to be circular 
whirls. As facts were accumulated, both these eminent men modified their views 
slightly, each 3delding a little to the other, and modem meteorology is satisfied with 
the conclusion that tornado winds follow vorticular spiral paths ; being nearly radial 
at some distance from the center, and becoming almost circular in the funnel cloud. 
This conclusion is now so well supported by observation and so fully explained by 
theory that it can hardly be considered in dispute. Indeed, the reason for the spird 
whirling was clearly stated in answer to Espy when he advocated his theory of radial 
indraft at a meeting of the British Association in 1840 ; one Mr. Smith then explained 
that " from the principle of the conservation of areas it was perfectly certain that if 
a storm was caused in the manner supposed by Mr. Espy, there must be a rotation, 
greater or less, in the centre. Because, unless the motion of all the currents was 
accurately directed to one point, or at least their moments in a horizontal plane were 
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equal to zero, which was infinitely improbable, a motion of rotation must be the re- 
sult." This Espy acknowledged to be theoretically correct, and admitted that it is 
'^highly probable that spouts sometimes whirl one way and sometimes another ; but 
generally neither way ; and in all cases, the whirl, if any, would only be perceptible 
very near the centre." (Philosophy of Storms, 1841, p. xxx.) I shall on a later 
page return to the cause of the rotation, but wish now to consider briefly the reason 
for the different interpretations of similar observations, on which the Redfield-Espy 
controversy was waged. 

The Nature op Tornado Whirls. 

Observers who have witnessed tornadoes at no great distance generally give ex- 
plicit account of the whirling of the funnel cloud, if their observations are carefully 
made. Many examples of this could be added to those quoted above. But after the 
tornado has passed and the observer has only the destruction produced in its path to 
examine, it not unfrequently happens that he fails to detect those special and signifi- 
cant effects by which the whirling of the winds is recorded. He may for example 
enter the inquiry with the prepossession that the tornado whirl is like that of a 
whirling disc, of uniform angular velocity in all parts, and hence of greater linear 
velocity as the distance from the centre increases. If such were the case, his expec- 
tations of finding trees and houses overturned in sweeping curves of large radius 
should be realized ; but such an attitude of overturned objects is seldom discovered. 
I have indeed seen in Pennsylvania a small field of corn laid low by one of the 
several tornadoes that occurred near Philadelphia in August, 1883 ; when I visited 
the path of one of these about three weeks after its occurrence, the com stalks still 
lay flat on the ground, systematically disposed in regular curves, with a radius of 
perhaps two or three hundred feet ; the stalks all lying in such a way as to demon- 
strate that the whirl turned from right to left, although the area of the corn-field 
was but a small part of the area of the whirl. Judging from the maps of tornado 
paths, it is seldom that overturned objects are so uniformly placed as in this case: it 
may be supposed that the field of com was prostrated on the first onslaught of the 
storm ; while when the destruction is exerted upon trees, these are broken down only 
as the strongest part of the storm reaches them ; and hence nearly all of them may 
lie in a position determined by the direction of the strongest wind. To make spe- 
cific illustration of these difficulties, I may mention that one of the observers from 
whom an accoimt of the Lawrence tornado has been received, went to the ground 
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fiilly persuaded of the whirling theory and expecting that he would find the trees 
lying in sweeping curves in demonstration of the circuits of the whirling winds ; but 
on discovering that most of the trees lay headed to some easterly direction, he aban- 
doned the whirl theory, and maintained that there was no whirl, until on learning of 
the more accurate observations by Mr. Mills and others, he saw his double error. 

The convectional theory of tornadoes does not imply a rotation of the mass at a 
constant angular velocity; but a vorticular rotation of constantly increasing velocity 
toward the center, A vorticular motion of the tornado winds implies that they are 
nearly radial at some distance from the center ; but that they become more and more 
nearly circular as the center is closely approached. It is, therefore, not to be expected 
that a vorticular whirl would overturn trees only in directions at right angles to 
radial lines; such positions might occur near the center, but on the other hand, the 
trees should be thrown down with their tops towards the storm center on the out- 
skirts of the disturbance. This, however, would be true only of a stationary tornado; 
and such are unknown. The progressive motion of the whirl must be considered and 
as this combines in a different manner with different components of the whirlwind, 
it is manifest that a highly unsymmetrical record of wind action must be left on the 
ground in a tonjado's path. The wind felt by any obstacle, such as a tree, must be 
the resultant of both the whirling or advancing motions. Hence, if the trees of a 
forest were all prostrated at once at the first onslaught of a tornado, they would be 
foimd in very unsymmetrical positions. The rotary motion compounded with the 
progression on the right side of the central track, where the whirl and the advancing 
motion agree, would produce an excessive] velocity of the wind with respect to the 
ground; and as a consequence the destructive action of the storm would extend 
further on this side than on the other, where the backward direction of the whirling 
motion would be in part neutralized by the forward progression of the whirl. Indeed 
for this reason we should expect to find trees blown over backwards only near the 
central path, for only there would the backward rotary motion be strong enough to 
exceed the progressive velocity by a destructive amount. For the same reason, the 
winds in the rear of the vortex would be of greater violence than those on the front ; 
and' hence most of the larger trees should be overturned somewhat forwards along the 
track, but with a tendency to cross it to the right. Moreover, the relation between 
the velocity of the whirl and the velocity of advance is not constant: it may be imag- 
ihea that in a relatively weak whirl, advancing very rapidly, the wind on the left 
?)f •the central path would be nearly neutralized ; while a very strong tornado, ad- 
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vancing slowly, would be nearly as destructive on one side as on the other. A vari- 
ety of combinations of this kind is possible, and the effects of different tornadoes 
cannot be expected to agree closely. 

But there are yet other and varied causes for irregularity of destructive aotioA 
by a whirling tornado blast. The strength of the storm varies along its track ; it 
sometimes weakens down to relative harmlessness; again it is invigorated up to the 
utmost violence. Its motion is not along a geometrically straight line ; the vortex 
has been seen to sway from side to side, and sometimes with considerable activity. 
Finally there is a great variation in the resistances offered by objects in the path of 
the vortex : in an open prairie, there is nothing to destroy ; in a forest, a belt of trees 
is cut down ; in a village, the houses are laid waste. 

When all these reasons for irregularity of destructive action are considered, it is 
no wonder that the objects overturned by a tornado are not systematically arranged, 
lying in such positions as to show at the first glance the single whirling component 
of the total wind motion by which they were blown down. The complicated combi- 
nation of whirling and progressive motions, both somewhat irregular, cannot be anal- 
yzed at once ; its nature is revealed only after comparison of many records. But 
when many records are examined, and it is found that they are throughout character- 
ized by just such special features as the compounding of a vorticular whirl with a 
forward progression would require, it is unreasonable to withhold belief in the theory 
of a whirling vortex, which the direct observation of the whirling funnel cloud alone 
is sufficient to establish. 

I have delayed upon this consideration, because of the evident unfamiliarity 
with it shown in the reports of some of the observers to whom we are indebted for 
records of the Lawrence storm. It will be further dwelt upon in the report below 
by Mr. Mills ; and if we are again afflicted by a tornado, we may hope that its de- 
structive effects may be examined with the consequences of the generally accepted 
theory in mind; not that observation should .then be warped into any ^predetermined 
channel ; but that the theory may be more carefully tested by a critical examination 
of the particular results that it involves. 

Believing that the fact of rotary or vorticular motion in tornadoes is full^ ettiJl^ 
lished, we may briefly consider the explanation by which not only the rotary motuia 
but the general constancy in the direction of rotation — from right to left —is %^ 
counted for. In this connection, we must recall that there is an ascensional laotioit 
compounded with the whirling ; for the testimony is consistent from all ^Mto ol tint 
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country as to the upward lifting power manifested in the central funnel cloud of tor- 
nadoes. The observation made by Professor Whitfield may be recalled in this con- 
nection. An ascent about the center is moreover demanded by the occurrence of 
centripetal winds on different sides of the center. The currents of air flowing from 
all sides towards the center must escape there in some way; they therefore rise as 
they whirl. With this fact in mind, we may review the conditions in which tornadoes 
occur. 

The Characteristics op Tornadoes. 

The characteristics of tornadoes have been tabulated by Lieut. Finley of the 
Signal Service, to whose labors in this direction we owe most of our statistical knowl- 
edge of these storms. He finds that they are most common in early summer, al- 
though they have been observed in all months of the year. They are most common 
in the afternoon hours, but here again, there is no hard and fast rule, for they are 
on record as occurring at all hours, day and night ; they are, however, for the most 
part, pretty closely limited to the times when the temperature is above the normal 
of the season, and when the air is damp and sultry. They commonly occur in light 
to moderate southerly winds ; heavy clouds, thunder-storms and rain are associated 
with them ; hail does not appear to be so invariably present, but is stUl . character- 
istic. Tornadoes move generally from southwest to northeast, but a number of 
strong deviations from this direction are recorded ; sometimes they come from the 
northwest, sometimes from the south ; but I do not recall any example of a tornado 
coming from any point east of the meridian. Their diameter is generally less than 
a thousand feet, and may be less than &xe hundred. Their velocity of advance along 
their track is about thirty miles an hour ; hence they occupy decidedly less than a 
minute in passing any given point and lajdng it waste. It is not uncommon to find 
that they go in groups ; and also that after one tornado has exhausted itself, another 
one springs up not far from the track of the first. 

Comparison of Dust-whirls, Tornadoes and Tropical Cyclones. 

The most significant fact here mentioned, as far as the origin of tornadoes are 
concerned, is that they occur in warm weather, and in the warm hours of warm 
spells; that they are associated with thunder-storms and heavy rainfalls, whose lofty 
cloud masses proclaim them all to be convectional movements on a great scale. Whea 
this is perceived, it is natural to reverse the order of the facts stated above, and h^ 
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lieve that the ascensional component of the tornado, although not so violent as the 
whirling, is nevertheless the essential and initial movement, in consequence of which 
the other follows ; its explanation being best found in the essays of Professor Ferrel. 
Thus regarded, tornadoes fall into a position intermediate between the dusty whirl- 
winds of deserts and the vast whirling systems of cyclones proper. The whirls of 
deserts are local short-lived upward currents of heated surface air, which assume a 
spinning motion because all their indrafts cannot agree to move with a precisely radial 
motion. These whirls are of regular occurrence in deserts, where they spring up as 
the sands become heated, and rise to a height of a thousand feet or more. At first 
they stand neariy stationary, but as they reach some higher layer of air which pos- 
sesses a gentle progressive motion, they stalk across the plain, and in so apparently 
mysterious a manner, that they are calle;jj "devils" by the Arabs. They last but a 
little while, for their supply of hot surface air is soon drained away. They are some- 
times seen to be preceded by a mirage, resulting from reflection on the upper surface 
of the heated air stratum while it yet lies close to the level ground ; but this disap- 
pears as they give it vent upwards. Dust and sand are the only forms of precipita- 
tion that they produce. 

The typical cyclones of the tropical seas are again convectional disturbances, ac- 
cording to the best judgment that we can make of them ; but they are in every way 
stupendous affairs compared to the little desert whirls. They are of much greater 
size ; a diameter of three to five hundred miles is not uncommon. They attain a 
much greater height, for at their summits, even over the warm tropical seas, the out- 
spreading cirrus clouds tell us that they have reached an altitude where an icy tem- 
perature prevails. They are longer in preparation ; for while the desert whirls are 
produced after a few hours of sunshine on the dry sands, the cyclones are in incuba- 
tion for several days, during which the air becomes more and more sultry ; that is 
warmer and moister. When once begun, they last longer, and keep at work night 
as well as day ; for they do not depend simply on the sensible heat of the air which 
ascends around their center, but on the latent heat of their great store of water 
vapor, accumulated during many previous days of sunshine, and now liberating the 
•energy then stored away. Their violence is enormously greater ; for while desert 
whirls are seldom of destructive violence, cyclones are excessively destructive near 
their center ; truly not so devastating as tornadoes, in which the velocity of the wind 
is at its highest known value ; but stroflg enough to wreck ships, strip them of canvass, 
founder them in the open sea or part their anchor cables and drive them ashore. 
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Desert whirls and cyclones thus represent the opposite extremes of convectional 
processes in the atmosphere ; and tornadoes belong between them. Tornadoes are 
comparatively small ; not greatly exceeding dust-whirls in size, but in violence they 
make amends for other shortcomings ; nothing seems strong enough to withstand the 
blast of a well-made tornado. Although seldom living more than half an hour or an 
hour, they are somewhat analogous to cyclones in requiring what may be called a 
longer period of incubation than a single day ; for they fall nearly always near the 
close of a spell of unseasonably warm weather. Their occurrence chiefly in the 
warmer hours of the day indicates, however, that diurnal wanning has a share in 
producing them. They are, moreover, like cyclones in being to a certain extent inde- 
pendent of direct simshine, on which the desert whirls wholly depend. Tornadoes 
sometimes keep whirling after nightfall ; and then their convectional ascent must be 
ascribed, as in cyclones proper, in greater share to the latent heat of their condens- 
ing water-vapor than to their sensible heat. 

The convectional overturning of desert whirls is manifestly the product of local 
immediate heating of the quiet lower air at the place where the whirl springs up. 
Unless the overturning takes place before nightfall, the heat gained by day is lost, 
and the process of warming must be begun over again the next morning. The con- 
vectional overturning of cyclones is prepared much more deliberately ; as far as the 
cyclones of the calm belts between the trade winds are concerned, these also are of 
essentially local production ; but the sunshine of one day is in great part stored up 
and held over to the next in the water vapor of the humid atmosphere. The convec- 
tional overturning of tornadoes is, in this country and probably in general, somewhat 
unlike that of the smaller and the greater whirling storms, inasmuch as tornadoes 
arise in masses of warm air that have in great part gained their warmth elsewhere ; 
their opportunity is imported ; for in nearly all cases with us they spring up in warm 
moist southerly winds, whose warmth and moisture is brought from some southern 
source. This fact is one of the most interesting discoveries to which our daily 
weather maps have led ; and although it was first noted some twenty years ago, at- 
tention was not clearly called to the fact until the publication of lieut. Finley's maps 
of the great series of tornadoes that traversed the Southern States on February 19^ 
1884. It was then most clearly seen that the area in which the tornadoes, some 
thirty or forty in number, occurred, was limited to the region occupied by the warm 
winds flowing obliquely in towards the center of a cyclonic storm, whose path tra* 
versed the Great Lakes. Since that date, this relation has been found to hold true 
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in a very general way. It may, therefore, be said, somewhat figuratively, that torna- 
does are the offspring of cyclonic storms. The Lawrence tornado was no exception 
to this rule. 

The comparison between dust whirls, tornadoes and cyclones may be extended 
to their rotary movement. The whirls of the desert turn either way, because their 
turning is accidental; that is, it depends on an indefinite variety of local controls, 
whose relation is imsystematic and cannot be foreseen; they turn to the right or to 
the left, according to the direction of their stronger indrafts. Cyclones, on the other 
hand, are most constant in their rotation. They always turn to the left in this hemi- 
sphere and to the right in the other, because their indrafts are deflected to one side 
of the radial path toward their central low pressure from the fact that they are mov- 
ing on a rotating sphere. Tornadoes also turn with much constancy in the same di- 
rection as cyclones. It is not likely that their indrafts are drawn from a sufl&ciently 
large area to be systematically deflected into one direction of turning; they are so 
small that one might well expect them to exhibit an accidental gyration and turn in 
either direction, as is the case with desert whirls. The reason for the general con- 
stancy in the direction of tornado whirling appears to come indirectly from the 
earth^s rotation, through the mediation of the parental cyclonic storms : for when a 
little whirl springs up in a larger one, the rotation of the two will agree. The rela- 
tion of the tornado to the cyclone, already indicated by the position in which torna- 
does generally occur, is thus confirmed by the control that cyclonic storms exert on 
the direction of tornado rotation. Although the whirl of the cyclonic storm in which 
the Lawrence tornado was formed was too large for any one observer or even for 
several observers to detect it, it is apparent enough when all the observations are 
charted on the weather map; and as the Lawrence tornado turned from right to left, 
we may fairly ascribe its turning to the turning of the cyclonic winds in which it was 
generated. 

The intimate connection thus establbhed between the great cyclonic storms and 
the small tornadoes may be strengthened by even another link. It is probable that 
the convectional action of tornadoes is due not only to an abnormal warmth and 
mobture of the lower winds, but to a perhaps less marked and yet significantly low 
temperature of the high-level currents. The reasons for this supposition are per- 
ceived when the facts concerning the cyclonic circulation at. the level of cirrus clouds 
are recalled. A number of observers have now made it certain that in the south- 
eastern part of cyclonic storms, where tornadoes spring up, the southerly lower winds 
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are overlain by northwesterly or westerly currents, in which the cirrus clouds float ; 
and just as the lower winds conxing from the south bring warmth and moisture with 
them^ so the upper cirrus currents bring something of the low temperature that char- 
acterizes their source. In the presence of both these currents, the vertical decrease 
of temperature in this portion of the atmosphere must be exceptionally rapid at the 
zone of transition between them ; and it is in such a place of strong decrease of tem- 
perature vertically that instability and convection may be expected. K this view is 
correct, the place of beginning of tornado convection should not be looked for near 
the ground, as in the case of desert whirls, but up in the mass of the cyclonic clouds; 
and it is presumably for this reason that the funnel cloud of the tornado is often seen 
first as a small pendant to the under surface of a great cloud mass, from which it ex- 
tends downwards as the whirl increases in strength. The association of tornadoes 
with thunder-storms may be taken to confirm this view; for thunder-storms, like tor- 
nadoes^ most frequently are formed in the southeastern part of cyclonic storms. In- 
deed, it may be said that tornadoes are only the downward whirling propagation of 
the more active upper ascensional currents in cyclonic areas. Whenever the clouds 
below which tornadoes occur are seen from a distance to one side, they are found to 
show the upward boiling shape characteristic of cumulus clouds and thunder-storms. 
The more energetic of the convectional currents in such cloud masses may extend 
their action downward, and as their inflow is felt near the earth's surface, it may take 
on the form of . torJo. 

The comparison drawn between the several kinds of convectional disturbances in 
the atmosphere may be extended to their progressive motion. Desert whirls advance 
with an/Jocal breeze into which they may ascend. Their course is irregular and ap- 
parently arbitrary. Cyclones sometimes move for a time irregularly, but they gen- 
erally follow definite paths; and with good reason, for these paths are conformable 
with the general circulation of the atmosphere, coursing obliquely between the warm 
equator and cold polar regions on the rotating earth. Tornadoes move with the pre- 
dominant winds in which they occur; not simply with the southerly winds of the sur- 
face, but with the movement of their entire convectional colunm. They float along, 
whirling as they go. In this they are like the isolated cumulus clouds, which one 
may observe on any fine day; rolling and curvetting if the wind is brisk, but mani- 
festly owing their progressive motion to the advance of the current in which they 
float. Thunder-storms, in the same way, are transported eastwards in the mass of 
moving air in which they are as a whole formed. Tornadoes drift with the total air 
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currents through which they rise. The surface currents are generally southerly, 
while the tornado nearly always advances from southwest to northeast, or from west 
to east; but this is what might be expected if the effect of the upper overlying west- 
erly currents is considered. 

The downward propagation of the whirling funnel from the heavy cloud mass in 
which it begins is so common a feature of tornadoes that it has been misinterpreted 
by some and taken as meaning that the action of the central tornado winds is down- 
ward. The evidence of heavy objects that are carried up from the ground must be 
held to contradict this view; and the explanation of the apparent descent of the 
funnel cloud may be referred to the terse wording of Franklin, who perceived its 
meaning correctly nearly a century and a half ago. He said that ^'the spout appears 
to drop or descend from the cloud though the materials of which it is composed are 
all the while ascending,'' for the moisture is condensed "faster in a right line down- 
wards than the vapors themselves can climb in a spiral line upwards.'' (Franklin's 
Works, Sparks' edition, VI, 153, 154 ; from a letter dated Feb. 4, 1758.) 

Low Pressure in the Tornado Whirl. 

One of the most peculiar effects of the tornado is the apparent bursting open of 
closed vessels or buildings. It is sometimes reported that the walls of houses are 
blown out on all sides; that the doors of closed rooms are burst outwards; that corks 
are blown out of bottles; and all this is ascribed to the expansion of enclosed air dur- 
ing the passage of the core of the tornado, where it should be expected that the cen- 
trifugal force of the whirl should reduce the atmospheric pressure. The explosive 
effects are not found at the margin of the tornado track, but only close along its 
center. While they appear to be in accord with all the other facts known about tor- 
nadoes, it is still well to be cautious about accepting them without distinct evidence 
of their verity. In illustration of this effect, the following passage is cited from the 
accoimt of the tornado at West Cambridge [now Arlington], Mass., in 1852, by Pro- 
fessor H. L* Eustis of the Lawrence Scientific School of Harvard University. "In 
one case particularly of a factory near the West Cambridge road, the whole effect 
produced, and to my own mind well and clearly defined, was precisely what we should 
have, if we could suddenly place in a vacuum a building filled with atmospheric air 
of ordinary tension. Even the foundation walls were inclined outwards, and there 
was every evidence of a force acting from the interior to the exterior." (Mem.. 
Araer. Acad., Boston, V, 1853, 177.) 
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Terminology of Storms. 

Jn closing this general account of tornadoes, a brief statement may be made of 
the names that have been applied to storms and atmospheric disturbances of differ- 
ent kinds. 

The largest commotions indicated upon our weather maps are characterized by a 
moderate diminution of pressure over an area of one or several hundred miles in di- 
ameter, a system of more or less distinct inflowing spiral winds, turning around the 
center from right to left in this' hemisphere, and accompanied by a large mass of 
dense clouds, from which rain or snow falls, and above which thin streamers of cirrus 
generally extend laterally for several hundred miles. These disturbances may be very 
poorly developed, sometimes being so irregular that it is doubtful if they should be 
associated with others of more distinct features; but when well developed, the central 
barometric depression is deep, the winds are violent and the precipitation is heavy ; 
in storms of this kind, especially in those of the tropical regions, it is common to find 
a central area of about twenty miles in diameter, in which the winds are weak or 
calm, and the sky comparatively clear. The whole disturbance advances from place 
to place, producing the ordinary alternations of foul and fair weather in its passage. 
The general name, storm, is too indefinite to be accepted as a scientific term for the 
designation of these disturbances ; the West Indian word, hurricane, might properly 
apply to the more violent examples of the class, but not to the weaker ones ; more- 
over, hurricane is now generally adopted as a term in the scale of wind strength, and 
should be better reserved for that use than for the nomenclature of atmospheric dis- 
turbances. Typhoon is a Chinese name corresponding to hurricane, but not intro- 
duced into general nomenclature. The word cyclone is the only one that has been 
applied especially to disturbances of the kind under consideration, and it is now gen- 
erally employed by many writers; but there are certain objections urged against it. 
In the first place it is contended by some that when invented by Piddington to name 
the storms of the Bay of Bengal, it was not intended to apply to disturbances of 
slight violence ; but in reply to this, the following extract from the admirable writ- 
ings of Redfield may be cited : ^*The term cyclone was first proposed by Mr. Pid- 
dington, to designate any considerable extent or area of wind which exhibits a turn- 
ing or revolving motion ; without regard to its varying velocity, or to the different 
names which are often applied to such winds. If used in this sense, it may prevent 
the confusion which often results from other names, more variable or indeterminate 



132 ANNALS OF HARVAKD COLLEGE OBSEBVATOftY. 

in their signification. Thus all hurricanes or violent storms may perhaps be regarded 
as cyclones or revolving winds. But it by no means follows that all cyclones are 
either hurricanes, gales or storms. For the word is not designed to express the de- 
gree of activity or force which may be manifested in the moving disc or stratum of 
rotating atmosphere to which it is applied. It often designates light aud feeble 
winds as well as those which are strong or violent.'' (Amer. Joum. Science, 2, 
XVm, 1854, 188.) 

This seems to me to present the case and its needs very fairly and hence I would 
urge the use of the word cyclone, or of its adjective form, cyclonic, in the description 
of disturbances of this class. The paraphrases "areas of low barometer," ^^areas of 
barometric depression," are to be sure correct, but they are of inconvenient length, 
and indeed, they are not names at all, but descriptive expressions. The phenomena 
considered are so well defined in their typical development that they fully deserve a 
name, such ag cyclone; and the less manifest examples may then be referred to as 
cyclonic storms, or cyclonic areas. 

In this connection, mention may be made of the areas of high pressure which so 
often appear on our weather maps. In many ways they are the opposite of cyclones ; 
having high pressiire, outflowing spiral winds, turning to the right in this hemis- 
phere, and accompanied by prevailingly clear and comparatively dry air. On this 
accoimt, the name anticyclone was suggested for them by Galton some thirty years 
ago, and is still in general use. 

In subdividing examples of the cyclonic class, distinction is sometimes made be- 
tween tropical cyclones and those which originate in extra-tropical latitudes. It is 
generally the case that the former are the more violent ; their central barometric de- 
pression may amount to three inches below the mean ; their winds are comparatively 
symmetrical and of great violence near the centre, where the clear eye of the storm 
is best seen; their clouds are dense and deluges of rain fall from them; their cirrus 
overflow is widespread, and of about as great extent backwards as forwards. But 
when these cyclones migrate beyond the tropics and swing along their curved tracks 
into the temperate latitudes, they cannot be distinguished from cyclones that have 
originated in the higher latitudes ; because in thus advancing they have taken on the 
unsymmetrical features that characterise our storms ; namely, contrasts in tempera- 
ture and humidity between the front and rear, where winds of unlike origin enter 
their circuits, variation in the extent of the cloud and rain area on different sides, 
and a much greater forward than backward extension of the cirrus overflow. Hence^ 
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although there may be good reason found for giving different explanations to storms 
of different latitudes, the features of all are so much alike that all may be included 
under one name. 

Cyclones are unknown within about five degrees of the equator ; and their ab- 
sence in that region of high temperature and humidity is explained by the absence 
also of a sufl&cient deflective effect of the earth ^s rotation to develop the essential 
whirling on which cyclones depend. But it seems probable that future exploration 
will discover small or embryonic cyclonic storms, even directly on the equator, where 
their moderate violence and undeveloped size has thus far led observers to give them 
other names. 

Isolated thunder-storms are common in many parts of the world: not simply 
storms in which thunder is heard ; for tropical cyclones commonly possess abundant 
electrical action: not simply local showers of rain accompanied by a few claps of 
thunder; for although both these larger and smaller disturbances may be connected 
by intermediate forms with the typical thunder-storm, they differ from it in many 
ways. The typical thunder-storm is a heavy cloud mass, generally longer than 
broad, and advancing broadside over the land or sea. A long forward reaching out- 
flow of cirrus clouds proceeds from its top; heavy rain and sometimes hail fall be- 
neath it; and when best developed an outflowing wind is felt in front of it at the 
base. As it approaches, the barometer indicates a slight increase of pressure, per- 
haps a twentieth of an inch on the average. All these features may be explained as 
the effects of an active convectional overturning in the atmosphere ; the clouds, in- 
cluding the cirrus outflow at the top, and the rain beneath follow naturally from the 
cooling caused by the expansion of the warm, moist, lower air in its ascent ; and 
when thus regarded, thunder-storms are merely more energetic cumulus clouds ; but 
with the more energetic action appears the series of associated features marking the 
thunder-storm. The slight increase of pressure and the outflow at the base of the 
storm are the most peculiar of these ; and it has been verbally suggested by Ferrel 
— it is a regret not to find the statement in his writings where it might be re- 
ferred to — that both these effects result from the rapid expansion of the ascending 
mass of air, whereby a reactionary downward pressure and outflow are produced. 
The presence of these two features may be taken as the marks of fully developed 
thunder-storms ; just as the appearance of the clear central eye may indicate a well 
formed cyclone. The outflowing wind, particularly in front of the storm, where it is 
intensified by combination with the progressive motion of the whole disturbance, is 
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often named the thunder-gust ; on account of its apparent descent from the clouds, 
Howard named this wind "ecnephias/' which he defined as "ventus fortis, breve et 
subito ex nimbo erumpens'' (Climate of London, 1833, 1, 218). Hinrichs has lately 
suggested in the American Meteorological Journal that this gust of wind should be 
called the "derecho,'' a Spanish word meaning straight ; chosen because the thunder- 
gust blows a direct blast of air, in contrast to the tornado, in which it whirls. The 
arched squalls of the torrid seas are probably winds of the same kind, the appearance 
of the arch coming from the perspective effect of the long even front of an advanc- 
ing thundernstorm, as it spreads across the sky. Of all the names suggested for this 
part of the thunder-storm, the term thundernsquall seems to me most appropriate and 
satisfactory. Its direct blowing, its sudden coining, its association with the mass of 
thunder-clouds above, should together sufl&ce to distinguish it sufl&ciently ; and if to 
these there is added the slight rise of pressure during its presence, it is unmistakably 
defined. 

The tornadoes, or violent vorticular whirlwinds, that occur in this country with 
unenviable frequency, and more rarely in other parts of the world, have been called 
by various names. In searching the older accounts, these storms must be identified 
by the descriptions of them, not by the names given to them ; thus J. Derby described 
a Whirlwind in Dorsetshire, England, that occurred at midnight October 30, 1731 
(Philosophical Transactions xli, 1739, 229). He wrote that ^'there happened at 
Come-Abbas, Dorsetshire, a very sudden and terrible wind whirl-puff, as I call it. 
Some say it was a water spout, and others a vapor or exhalation from the earth; but 
be it of what name it will, it began on the southwest side of the town, carrying a 
direct line to the northeast, crossing the middle of the town in a breadth of two hun- 
dred yards. It stripped and uncovered tiled and thatched houses and rooted trees 
out of the ground/' Such an account manifestly refers to a storm of the class here 
considered under the name tornado. The name hurricane was also applied to violent 
local storms of this kind, especially in the south, where it is still used commonly : 
Professor Loomis used this word in 1837. 

The word tornado came into use with us about the beginning of this century, to 
name the storms of the kind we are here considering. The Reverend Dr. Stiles wrote 
*^tomado,'' in describing a storm in Connecticut in 1794. At various later dates, the 
word is more commonly used. In England, Luke Howard gives a number of exam- 
ples of the common use of tornado as a name for violent local storms by quoting from 
English newspapers in 1809, 1811, 1814 and later. But such storms are not common 
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there, and the word is now seldom employed in this connection. Although in this 
country, tornado is the term adopted by the Weather Bureau, and although it is cer* 
tainly the most convenient term in use, yet it is clear that the word, tornado, did not 
originally belong to our devastating whirlwinds. The term comes from the Spanish^ 
although it is not in the Spanish dictionaries ; it was brought to England and this 
country from the western coast of Africa, where it is applied to the thunder-storm 
squalls that blow off the coast. The word seems to have been chosen to express the 
sudden shift of the wind as the squall arrives, not to imply rotation. Dampier wrote 
(Voyages, London, 1705, ii, part iii, p. 6) : "Tornadoes do usually arise against the 
settled wind, yet but few commanders will endeavor to take the advantage of the 
winds that come from them, but rather furl their top-sails, hall up their corses, and 
lye still till the gust of wind is past, except necessity requires haste ; for the sudden 
tornadoes do not continue long; and besides are often very violent and fierce, so that 
a ship with her sails loose would be in danger to be overset by them, or at least lose 
masts and yards, or have the sails split. . . . Nor are we sure that these winds will 
continue 3 minutes before they shift, and sometimes they fly roxmd faster than the 
ship will, tho the helm lies for it ; and all seamen know the danger of being taken 
a-back in such weather. We have sometimes three or four in a day ; but then their 
continuance is short ; perhaps not above two hours, and the strength or fury (it may 
be) about a quarter or half an hour ; but accompanied with prodigious thunder, lightr 
ning and rain ; and the violence of the wind so extraordinary as that it has sometimes 
roled up the lead wherewith the houses are covered." This description surely applies^ 
to thunder-squalls such as have often in later years been observed as characterizing 
the western coast of Africa ; but on importing the word into our country, it has been 
applied to our whirling winds only. 

Unfortunately, a misuse of another kind has sprung up in recent years, chiefly 
through the use of the term, cyclone, by the newspapers in naming tomadoes.^ 
Cyclone is now more generally used in this sense by the people, than in its proper 
meaning ; much to the confusion of our terminology. While it appears to be hopeless 
to correct this error, it is still customary for meteorological writers to use the words 
as here* defined: cyclone or cyclonic storm, for whirling disturbances of large diam- 
eter, generally exceeding one hundred miles; thunder-storm, possessing a thunder- 
squall when well developed, for comparatively linear disturbances of ten or twenty 
miles breadth and generally of greater length, advancing broadside, without whirhng, 
although systematically generated in cyclonic areas in most cases in this country ;. 
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tornadoes^ violent local vorticular whirls, of small diameter. It is hoped that these 
distinctions may come to be more generally recognized. 

Features of Tornadoes needing Observation, 

It is manifest from the foregoing account that the storm at Lawrence was a true 
tornado. The description of it on the succeeding pages will show that like other tor- 
nadoes, it occurred within the area of a cyclonic storm, from whose general rotary 
movement its own whirl was presumably developed. It came suddenly, advancing 
with high speed in a northeasterly direction ; its violence was excessive, and although 
it lasted but a fraction of a minute at any one point, that brief time sufl&ced for the 
accomplishment of much destruction. It possessed a vorticular whirling motion, and 
was accompanied by a hanging cloud partly composed of rubbish gathered from the 
ground, partly, we may suppose, of true cloud material. It produced at least at one 
place the appearance of an explosion. The rainfall in its neighborhood was heavy. 
Although all these matters seem to be well established, the reader should not infer 
that there is no further need of careful observation of tornadoes. The accounts re- 
ceived from eye-witnesses of the Lawrence tornado were generally very brief ; they 
were written by observers unacquainted with the points that still need critical obser- 
vation, and hence are more or less open to various interpretations. 

When we are again afflicted with tornadoes in New England, it is hoped that 
this report may have some fruit in securing fuller statements concerning those feat- 
ures of the storms that are here described in their essential features; the pendant 
funnel cloud, its relation to the clouds around or above it, its whirling motion, an ap- 
pearance of ascent or descent within it, the occurrence of rain or hail in relation to 
the fiinnel cloud, and the eflEect of the destructive winds on objects of various kinds. 
While it is recognized that critical observations require coolness and favorable oppor- 
tunity, and that these are not always to be had as a tornado is approaching or pass- 
ing, it is still believed that the accounts of tornadoes might be much fuller than they 
are commonly ; for the deficiency in the published accounts is often not by reason of 
excitement at the time, or from concealment of the action of the storm, but simply 
from the failure on the part of the observer to bear in mind, while looking at the 
storm, those points in regard to which there may still be need of definite informa- 
tion. 



2. THE LAWRENCE TORNADO. 



BY 



H. HELM CLAYTON, 

blue hill meteorological observatory. 

General Conditions Preceding the Tornado. 

During the first half of July a drought prevailed in New England. On July 15, 
a well developed anticyclone appeared on the Pacific coast and moved slowly toward 
New England. As it approached New England on July 19 and 20, it was preceded 
by general light showers, probably due to the development of a small secondary cy- 
clone near the New England Coast. After passing off the New England coast on 
July 22, the anticyclone remained nearly stationary with maximum pressure of about 
30.30 inches, and central a little distance off the coast, until the night of July 25 
to 26. On July 23 a cyclone appeared in the upper Lake Region and moved south- 
eastward on that and the following day, slowly eastward on July 25, and rapidly 
northeastward on the next day. Its eastward motion was apparently checked by 
the stationary anticyclone by which it was deflected toward the northeast. It was 
within this cyclone that the Lawrence tornado was formed. 

The government weather chart shows the conditions existing over the United 
States at 8 a. m. of July 26, about one hour before the tornado reached Lawrence. 
It is there seen that the cyclone is central in Canada north of Lake Ontario, while 
the anticyclone is off the New England coast. The temperature is slightly higher 
in front than in the rear of the cyclone, but the contrast is not greater than usual at 
this time of year, perhaps not quite so great. An area of rainfall stretches from 
eastern Pennsylvania northeastward across southern New York and central New 
England to the ocean. On each side of this area the weather is fair. 
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Over the territory represented by this area of rainfall, the precipitation was almost 
continuous on both July 25 and 26. The reports of the observers of the New Eng- 
land Meteorological Society show that practically all the rainfall in New England 
during the passage of this storm fell on these two days. The accompanying chart, 
Plate IV, drawn from the reports, shows the distribution of the rain which fell during 
two days. It is seen that an area of more than three inches of rain stretches from 
southern New York northeastward to southern Maine, and that in the Connecticut 
valley there was an area where more than four inches fell. On each side of this 
belt, the amount steadily decreased until, at Montreal, the extreme northwestern 
station, and at Nantucket, the most southeastern, there was less than a tenth of an 
inch of rain. The broken curve on the chart represents the area of greatest rainfall 
on July 25, and the dotted curve its position on the next day. The first represents 
an area of over two inches of rainfall and the second an area of over one inch. 
These show that the area of heaviest rainfall occupied nearly the same position on 
both days, except that on the latter it had turned on its axis, as it were, and lay in 
a more east-and-west direction. This shifting was participated in by the entire area 
of rainfall. In northern New England at all of the stations most of the rain during 
the storm fell on the first of these days, and at some of the stations all the rainfall 
was on that day ; while in southeastern New England most of the rain fell on the 
latter day. 

On the morning of July 26, north of Lawrence the air was filled with fog, and 
rain fell almost continuously with varying^ degrees of intensity. South of Lawrence 
the clouds were higher, the weather showery, and farther south along the coast, the 
day was fair with passing showers. At 8 A. M. the clouds were moving from the 
southwest at the following stations ; — Killington Peak, Vt. ; Northfield, Vt. ; New 
London, Conn. ; Block Island, E. I. ; Nantucket, Mass. ; Mount Washington, N. H. ; 
and from the south at the following stations: New Haven, Conn.; Boston, Mass.; 
Manchester, N. H. ; Portland, Me. ; Eastport, Me. (U. S. Weather Review.) These 
reports indicate that west of Lawrence the clouds were moving from the southwest, 
while around Lawrence and to the east they were moving from the south. 

At Blue Hill Observatory, south of Lawrence, the lower clouds were found mov- 
ing from a direction between south and southwest during the day. The upper clouds 
(cirrus) were also visible during the late afternoon, and were found moving from 
southwest. 
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Position and Direction of Tornado Track. 

The tornado was located in the southeast octant of the cyclone. 

According to reports to the U. S. Signal Service the first notice of an unusual 
storm comes from Fiskdale, Mass., 63 miles southwest of Lawrence as follows: — 
"At 7:50 a. m. some trees were torn up with roots, and others broken and twisted 
off. The path was about 4 rods." A second report comes from North Billerica 
Mass., 12 miles southwest of Lawrence as follows : — " Rain cloud with white bone in 
mouth, high southwest wind breaking large limbs from trees, and unroofing light 
buildings ; motion rotary : duration about 3 minutes at 9.00 A. m." 

The tornado next passed across Lawrence and North Andover. According to 
the Boston Globe "a tremendous rain and wind storm passed over Haverhill soon 
after 9 o'clock. Rain fell in perfect torrents for 20 minutes. The sewers proved 
inadequate to carry off water, and streets were flooded. Much damage was done all 
over the city." 

A final report comes from Newburyport, Mass., 17 miles northeast of Lawrence, 
Mr. F. V. Pike writes : "From 7 to 9 a.m. it was cloudy, with occasional light rain, 
light SW wind gradually freshening and veering to S. About 9.20 to 9.25 a.m. 
while at work at ray office, I noticed that the wind had risen to 15 miles or so. Soon 
it grew very dark and I went to my front window facing about E by S. This, as 
nearly as I could afterwards fix it — for I did not take my watch out at the moment — 
was 9.32 A.M. As I reached the window my attention was immediately attracted by 
a remarkable disturbance in the clouds. The dark cloud had passed the zenith, per- 
haps 40° or 45"* and extended from S to NE. In the SE quadrant, the clouds 
were moving with unusual rapidity from about S ; and at the same time those in the 
NE octant — ^I could not see west of N — were moving nearly as rapidly from NW 
or WNW. Overhead they were moving from W. Just about due E of me, where 
these clouds united from both sides, was a mass moving E characterized by intense 
darkness and great turbulence. Just about as I reached the window heavy rain 
began to fall, and the wind changed from S to NW at that moment, or perhaps 
a little earlier. The dark mass in the east moved rapidly forward, continually 
descending toward the earth and then drawing up again. At times the movement 
seemed to be bodily downward, at other times it appeared due to the formation of 
new cloud particles which were continually rising into the mass, as is often seen on 
the front edge of a squall. Sometimes it descended nearly low enough to come in 
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range with the top of a church steeple and factory chimney, one-fourth and one-half 
mile east, respectively. All the while the mass was in a state of great agitation, but 
I could not say certainly that I detected any distinct whirling. However, the agi- 
tation was so great and the convergence of the clouds from different directions so 
noticeable that I remarked to a friend that I believed we had just escaped having a 
tornado." 

These places are nearly in a straight line, and the times agree in such a manner 
as to indicate that they were visited by the same tornado. Its course is indicated on 
Plate IV by a series of small cross-lines joining these places. Over most of this 
track, however, the tornado did not reach to the earth's surface. 

An estimate of the velocity is given in the U. S. Monthly Weather Review thus : 
"The time at Lawrence is given as 9.10 by one man and 9.15 by another. Assuming 
this time as 9.13 we have the following velocities of progression: Fiskdale to N. Bil- 
lerica, distance 51 miles; velocity, 44 miles per hour. N. Billerica to Lawrence, 
distance 1 2 miles ; velocity, 55 miles per hour. Lawrence to Newburyport, distance 
17 miles; velocity, 54 miles per hour. These results are very satisfactory and show 
a velocity of nearly a mile a minute near Lawrence." 

According to the same writer the velocity of the cyclone, or general storm, in the 
southeast of which the tornado originated, had a velocity of 39 miles an hour. It is 
further stated that "Reports from more than 30 stations about Lawrence show that 
just at this time, or a little before, the wind was gentle and from a southerly direc- 
tion." 

Plunges and Rises of the Destructive Winds. 

The distances between the points where destruction was reported j^idicate that 
the destructive winds at points along the course descended to the earth's surface and 
then after a short track of destruction rose again. This rising and descending of the 
destructive winds was very noticeable at Lawrence where the writer examined the 
track. 

The tornado descended to the earth about a quarter of a mile southwest of Law- 
rence in an orchard which it damaged. "It then passed to the groimds of the Cricket 
Club (several acres inclosed by a tight board fence 8 feet high) . This fence was 
leveled and except for a short distance on the southwest corner was thrown outward 
from the center in every direction" (U. S. Weather Review). The destructive winds 
then rose, but began to descend again just before crossing a branch of the Merrimac: 
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River and entering Lawrence. A tree standing on the east side of this stream had 
its top branches broken, and bent from the west. Branches on the west side of the 
top were partially broken off, and at the same time twisted around so as to point 
toward the east. Branches beneath the top were uninjured. 

As the tornado crossed the stream, the destructive winds descended to the earth's 
surface. Several trees standing near the bank of the stream were uprooted or broken 
off, and a small out-house was overturned. A short distance beyond these was Em- 
met Street, and a cluster of frame houses. Two or three of these were completely 
demolished. Another was turned upside down, and one or two moved from their 
foundations. Beyond these a grove of trees was leveled, and the destructive winds 
again rose from the earth's surface. The last tree injured was a large oak, and only 
the top branches were broken. These branches were bent in the direction of the 
tornado track. The tree had apparently stood a short distance south of the center of 
the tornado. The west limbs were first broken and bent in toward the center, then 
pulled around in the direction of the tornado motion. The area of destruction was 
here about an eighth of a mile long, and several hundred yards wide. It was widest 
in the middle, and narrowest at the ends. After leaving the earth's surface the tor- 
nado passed over one of the most thickly settled parts of the town. The writer 
passed through this part of the town a short time afterward, and did not find the 
slightest indication of injury by wind to even the frailest structures. After about an 
eighth of a mile the destructive winds again began to descend. The first object in- 
jured was the tower of a Catholic church. The roof was torn from the tower and 
the upper part of the wall injured. A little farther on the extreme rear end of the roof 
of the church was torn off, and a part of the wall thrown down. Immediately beyond 
this the destructive winds reached the ground. A part of a railroad bridge was 
destroyed, killing one or two persons, and a frame house demolished. A very short 
distance beyond this house a residence was uninjured, and it may be that the de- 
structive winds had again lifted, though it was impossible to determine this with 
accuracy because the track of the tornado here lay across a large unoccupied space. 
The destructive effects again became visible as the tornado entered a thickly settled 
part of the town west of Union Park. The tornado was here apparently at its full 
force. It passed centrally down Springfield Street between two lines of frame houses 
causing fearful destruction to property, and a considerable loss of life. Continuing in 
its full fury it passed across Union Park leveling numerous trees, and destroyed and 
injured a number of houses beyond. Then the destructive winds again lifted, break- 
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ing oflF the top limbs of a large elm tree, and bending them in the direction of pro- 
gressive motion as in previous cases. This tree was the last object injured at Law- 
rence. The path of destruction was here over half a mile long and two or three 
hundred yards wide. 

After traveling a half-mile or more beyond this, the destructive winds- again 
descended in the adjoining township of North Andover. Here a number of trees 
were overturned and several houses wrecked or injured, one person being killed in 
the ruins. 

That the rapid winds which caused the destruction were at work among the 
clouds between the points where they touched the earth's surface is evidenced by 
several reports. According to a telegram to the Boston Herald from Lowell, the 
township just west of Lawrence : "People here remarked the peculiar appearance of 
the cloud that passed over here about 9 o'clock, and several suggestions were made 
of its similarity to the description of western cyclone [tornado] clouds." The pas- 
sage of the tornado near Newburyport was indicated by the agitation among the 
clouds. 

The Testimony of Eye- Witnesses at Lawrence. 

The appearance of the tornado as described by eye-witnesses and given below is 
mostly extracted from the newspapers. 

Mr. Porter of the Glen Paper Co. said : 

"The whole cause of the catastrophe was a big brindle cloud which came up in 
the west about 9 o'clock. It lurked along the horizon for an hour or more, growing 
blacker and more brassy all the time. Finally it made a leap aloft, like a giant 
jumper, and came tearing down from the hills at the rate of 60 or 70 miles an hour. 
The noise of its approach could be heard for a mile or more. It was like the surf on 
the beach in a big storm, or like the noise of artillery in battle. In the center the 
cloud was jet black, then came a ring of smoky brass color, and outside of all was a 
fringe of dull gray that spread out and wrapped the whole sky in a fog-like shade, 
making the day dark. 

"At first the trees swayed a little and the grain bent down on the hills. Then 
shingles flew off from old roofs and the orchards sent down their unripe fruit. After 
about thirty seconds of coquetry the avalanche of wind broke and came tearing 
down upon tenement houses and workshops and stores with the force of a Niagara. 
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Big elms and maples that were planted with care away back in the days of the Salem 
witches bowed their graceful tops to the streets, and bowing snapped oflf near the 
roots as if they had been of chalk. Fences were lifted from trimly kept gardens and 
taken away to the estates of neighbors, 200 yards distant, and outhouses fell like grain 
before the reaper." 

Mr. Peter Holt was very near the tornado when it passed through Lawrence. 
He said it appeared to him as if two clouds were chasing each other around a circle. 
The cloud in front was moving toward the north. He saw nothing between them, 
but observation was interfered with by mist and rain. 

Mr. C. B. Mody saw the tornado from the telegraph office near which it passed. 
He said : ''There was a terrible fall of rain which began at 9.05 o'clock. The water 
came down in heavy sheets, accompanied by claps of thunder. Suddenly there was 
a more severe concussion than previously, and then through the darkness I could see 
boards, branches, and debris generally flying in the air." 

Mr. H. S. Warner who sSiW the tornado from the same railroad station said : "I 
saw a large dwelling on the hill near the station literally crushed like an eggshell, and 
witnessed the loss, complete destruction, or partial wreck of other buildings ; saw cars 
lifted bodily from the track, and great trees snapped short off, or twisted like twigs. 
The air was filled with flying debris, the darkness was intense, and the rain phenome- 
nally heavy." 

Mr. Costello who was at the car shops near the railroad station said the shower 
before the blast was the heaviest he ever saw, the noise of the rain and accompany- 
ing wind was almost deafening, and the darkness was quite unusual, even in a heavy 
shower. He heard a rattle, which was the falling of the tower and roof of the 
Catholic church, and, looking toward the bridge, saw two freight cars toppling over. 
He then ran in the direction of Springfield Street where his home was situated, and 
toward which the tornado was moving. As he got a view of the street the air was 
filled with flying lumber, bedding and furniture, while one house after another was 
lifted and spread over the street. It was not half a minute before it was all over, 
and the noise of the heavy rain and passing wind was drowned by the cries of the 
injured and frightened people who were rushing about the streets, struggling to free 
themselves from the ruins, or crying for help from amid the wreck." 

Said Timothy O'Connor : "I was standing near the railroad bridge when the 
tempest struck. It came like a dense cloud and was whirling over and over like 
billows of the ocean. I jumped behind a stone wall that was protected by an 
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embankment, and with safety heard the crash of the tempest as it struck the Catholic 
church. The air was filled with flying timber, shingles and slate that in a second 
more was hurled down Springfield Street, where the work of destruction was appal- 
ling/^ 

Mr. J. C. Curran, a letter carrier, was on the right hand side of the tornado not 
far from the end of Springfield Street down which the tornado passed. He said : 
"About 15 or 20 minutes past 9 o'clock, I was walking on Union Street near the 
comer of Salem Street. Feeling a brisk gust of wind pass me I turned around, but 
before I had a chance to see anything I was lifted bodily in the air, and was carried 
over a fence into the yard connected with one of the houses in that locality. I 
landed on my neck and shoulder, and in no easy manner either. As quick as pos- 
sible I scrambled to my feet. The sight which met my gaze as I arose from the 
ground was indeed heartsickening. The houses along Springfield Street were twist- 
ing and shaking. The air was filled with flying lumber and trees and everything 
imaginable which a few minutes before was safely secured on terra finna. The rain 
was pouring in torrents, so I went in doors."' 

James Henderson, Jr., was delivering provisions on Springfield Street and must 
have been very near the center of the tornado when it passed. He tells the follow- 
ing story: "I was standing in front of 101 Springfield Street, and had just cut off a 
piece of meat and taken it in my hand to carry into the house. Before I got to the 
door the wind began to blow so hard that the horse became skittish, and I went back 
to hold it. Then I heard a roaring which seemed as loud as fifty engines going at 
full speed. Looking along Springfield Street toward the west I could see the dust 
whirling and coming toward me, and the first thing I knew the wind struck the horse 
and me from the east. I let go of the horse, and horse and cart were carried clear 
off the groimd. At that time I did not know what became of them, but found after- 
ward that the horse was dropped near me, and all of the cart except the forewheels 
carried about a hundred yards away. When I let go of the horse the wind threw me 
against the fence, where I remained crouched and holding fast to two pickets until 
the fury of the storm was passed." 

Joseph Waters said : ^'I was visiting the Lotus family on Merrimac Street. I was 
seated at the breakfast table at about 9.15 o'clock. Suddenly I heard a rumbling 
noise, similar to that made by a railroad train. A moment later I looked skyward, 
and saw the shingles flying off the roofs of buildings in the immediate vicinity. In a 
moment everything was confusion. Men, women and children seemed to lose their 
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heads and rushed about like mad. The rain was coming down in torrents. I ran out 
as far as the gate to see what was the occasion of such confusion. When I had 
reached the sidewalk I was struck by the limb of a tree which had been broken off a 
tree a distance of 200 feet away, and blown over the house. It struck me across the 
chest and shoulders, prostrating me to the ground. For a few minutes I lay uncon- 
scious. As soon as I regained consciousness I was dumfounded. Scattered about 
the street in front of me was the wreckage of two houses. One of them, a tenement 
house, had been picked up bodily from its foundations and dashed to fragments in the 
street. . . . For a distance of 500 feet Merrimac Street was strewn with wreckage and 
broken limbs of trees. Furniture was scattered about where the wind had blown it 
out of the buildings. A gentleman driving along at the time of the cyclone was 
blown from his carriage a distance of about 20 feet. The carriage waa carried into 
an adjacent field by the wind and the horse knocked down and badly hurt." When 
the tornado first struck Lawrence, Dr. Magee was driving in the vicinity of Emmet 
Street, where the first houses were injured, an eighth of a mile from the Catholic 
church. ^^He observed nothing but a moderately heavy shower, until some one told 
him a building was blown down and a woman was hurt." 

Direction op Wind as indicated by Fallen Objects. 

Mr. Mills has carefully charted the fallen objects, so that it is unnecessary here 
to make any except a few general statements, and describe a few groups of trees. 

The first objects which were injured, such as the tops of trees, etc., were all 
carried in the direction of the tornado motion. At Emmet Street where the destruc- 
tive winds first reached the earth afler entering Lawrence all the fallen objects on 
each side were inclined toward a line on the north, or left side of the area of destruc- 
tion, and about one-fourth the distance across this area from the north. This line is 
that along which the center of the tornado cloud probably passed. The fallen objects 
were also inclined in the direction of progressive motion of the tornado except two 
trees near the central line described above. These two trees lay at right angles to 
the track and pointed north. 

Most of the houses and trees which were destroyed on Emmet Street were carried 
in the direction of the tornado movement and inward at an angle of about 45°. One 
house near the center was picked up, and carried across to the left hand side of the 
track; while another house near the first was immediately afterward picked up, and 
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carried across the ruins of the first. A grove of trees was here destroyed on the right, 
or south side of the track. Those near the center were inclined inward at an angle 
of 70** to 80"*, that is, lay nearly at right angles to the track; while those most dis- 
tant from the center were inclined inward at an angle of 20** to 30*". The smallest 
trees near the center were those lying most nearly at right angles to the track; while 
the smallest trees on the outer limits were those most nearly parallel with the tor- 
nado track. 

When the destructive winds came down near Springfield Street there was the 
same general inclination of the objects inward and forward, but there were instruc- 
tive exceptions to this. In Union Park there were fallen trees on the left hand side 
of the track which were inclined backward, and slightly outward from the center of 
the track. The writer's attention was, however, more especially drawn to groups of 
trees in which one or more trees fell over others. Near the center where the tornado 
cloud probably passed, numerous trees lay at right angles to the direction of the tor- 
nado track. In several cases other trees lay over these, and in every case the top- 
most tree lay most nearly parallel with the track of the tornado, indicating that the 
trees which fell most nearly at right angles to the track were the first to fall. 

The writer sketched several groups of three trees in which the individual trees 
fell over each other. These trees were all near where the center of the tornado 
cloud passed and the order in which they lay over each other indicated successive 
changes in the wind direction. The first tree usually lay at right angles to the track 
and each succeeding tree above this lay with its top pointing more and more nearly 
in the direction of the central line of the tornado. The topmost tree in almost every 
case indicated that the last of the destructive winds in the rear of the tornado blew 
almost directly toward the center of the tornado cloud. 

In one group of three trees, the lowest was inclined about 20^ or 25^ to the 
direction of the tornado motion, the second only about 10^ and the topmost tree 
pointed almost directly forward. This appeared to indicate that the wind blew 
almost radially in the rear of the tornado very near the center and became truly 
radial at a little distance in the rear. 

The fallen objects clearly indicated rapid and systematic changes in the direction 
of the wind in the tornado. 

Comparison with Theory. 

According to the theory of Faye (Amer. Met. Journal, Sept. 1890, p. 262), 
tornado action is brought about by the descent of the air from the clouds. The air is- 
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supposed to gyrate rapidly around a center, but at the same time to have a downward 
motion and near the earth's surface a slight inclination outward. To this theory, how- 
ever, the facts observed in connection with the Lawrence tornado gave not the slight- 
est confirmation. In general the objects throughout the area of destruction were 
inclined inward at an angle toward a line passing through the northern limits of 
destruction, and which was undoubtedly the center of the tornado cloud, clearly 
indicating an inward tendency of the destructive winds. Again, Faye's theory would 
require that the larger number of objects which fell on the left hand side of the 
tornado should fall at an angle inclined outward from the track, and in some or most 
cases slightly inclined in the direction of tornado motion, because immediately in 
front of the whirl on the left hand side, the air would have the combined momen- 
tum of the progressive movement of the tornado, and the outward inclination of the 
wind in the whirl. Yet not a single object was found on this side of the track 
having an outward and forward inclination. Finally, it does not seem clear how 
objects could be lifted by such outblowing winds, but if they were this theory would 
demand that such objects as were lifted up should be carried outward, while the 
evidence in regard to the persons picked up, as well as that of various objects, testify 
to an inward tendency of the wind. 

According to the theory of Espy, now held in a modified form by Hazen, the air 
moves directly inward toward the center in straight lines. By this theory it is diffi- 
cult to explain why the majority of objects which fell directly in front of the tornado 
cloud fell at right angles to the center, and more difficult to explain why certain 
trees on the left hand side of the track, which were inclined backward in the direc- 
tion from which the tornado came, were also inclined outward from the center. 
Again, it is difficult to explain why the damage of the inblowing winds was not so 
great on the left hand side of the tornado as on the right, whereas, in fact, the dam- 
age was fully four times as great on the right. Finally, the testimony of an eye-wit- 
ness that he saw two clouds chasing one another around, seems difficult to explain on 
the supposition that there was no whirl in the tornado. 

The theory of Redfield (Whirlwind Storms, by W.* C. Redfield — New York, 
1842) and Ferrel is that the air moves inward toward the center in spirals. At the 
outer limits the motion is most nearly inward and may on the extreme border be 
almost directly inward. As the air approaches the center, it increases greatly in 
velocity and becomes more circular, until near the center it moves around in almost 
perfect circles. In the Northern Hemisphere the whirling is from right to left, or 
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in the opposite direction to the motion of watch hands. When such a whirl has a 
progressive motion the resulting motions are modified as follows — ^^On account of 
the general progressive motion of the air, nearly in the direction of motion of the 
tornado, the absolute motion of the air in the front of the tornado is nearly at right 
angles to the direction of the path, or perhaps generally inclined a little forward, the 
progressive motion counteracting, and even more, the inclining of the wind toward 
the center. But in the rear of the tornado, the progressive motion increases the 
inclination toward the center, and here trees are overthrown and objects carried 
nearly toward the center, and in the direction of the storm's path. . . In conse- 
quence of the progressive motion in the rear of a tornado being more nearly in the 
direction of the gyratory motion, the winds in the rear are usually stronger than in 
the front part, and so the stronger trees, which are not overthrown in the former^ 
may be prostrated in the latter. Where the right hand side of a tornado passes 
over a place, the trees may be first thrown toward the NW or N, but mostly by 
the south quadrant of the tornado toward the NE, for here the gyratory and pro- 
gressive motions most nearly coincide in directions, and consequently the resultant 
velocities are the greatest: and this is the most dangerous part of the storm. But 
if the left hand side pass over a place, the trees may be thrown successively toward 
the NW, W, and SW, and by the western quadrant even toward the S or SE» 
(A popular treatise on the Winds: Ferrel — p. 396.) 

This theory is founded on well known physical laws, and with perhaps one or 
two exceptions to be mentioned later, so fully and completely explains the phenom- 
ena observed at Lawrence that it is difficult to doubt its truth. The greater width 
and the greater severity of destruction on the right hand side of the tornado as com- 
pared to the left, the general inward inclination of fallen objects, and the prevailing 
inclination of such objects in the direction of the tornado's progressive motion are 
fully explained. 

The groups of trees sketched by the writer, indicate that the trees which fell 
in front of the tornado center fell at right angles to the track. As the tornado moved 
off, the fallen trees in one group indicate that the wind blew more and more inward; 
and the top trees in all indicate that the last of the destructive winds in the rear 
blew almost directly toward the tornado. 

The two clouds moving round in a circle with the front cloud moving toward 
the north seen by Mr. Holt appears further to confirm the existence of such a circu-- 
lation of the wind as described by Ferrel. 
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Mr. O'Connor's description of the tornado that " It came like a dense cloud and 
was whirling over and over like the billows of the ocean ^ might appear contradict- 
ory; but it reads to the writer more like an attempt to describe the extreme agitation 
and the varying density of the volumes of rubbish and debris which were being 
hurled inward. 

The only phenomena observed by the writer which does not seem readily ex- 
plained by Redfield and FerreFs theory of the circulation of the winds were those 
which gave evidence of the sharply bounded under limit of the destructive winds 
when they lifted above the earth's surface. There did not appear to be any notice- 
able wind beneath them at the earth's surface, even at places where the unusual 
commotion was seen in the clouds above. The explanation will, however, probably 
be found connected with the same cause as that which gives rise to outblowing winds 
beneath a thunder-storm. 

The general inward motion of the air in the tornado indicates that there must be 
an upward motion; and, according to Ferrel's theory ^ the air as soon as it approaches 
the center begins in part to ascend in a helix, like the thread of a screw. The incli- 
nation below is inward but above outward from the center. 

That a strong upward movement of the wind existed in the Lawrence tornado 
was shown by a number of facts. 

The Velocity of the Vertical Wind. 

Mr. Lyons who lived on Emmet Street, where the tornado first struck Lawrence^, 
said that he was lifted up into the air by the tornado, and then dropped to the earth. 

A hack driver said he was near the Catholic church during the tornado. It was 
raining very hard, and he felt his carriage tip up as if it were going over. His 
horses were lifted off their feet, and he sprang to the ground in season to seize their 
heads and hold them for a moment until the great wave of wind had passed. 

Two other men, whose description of the tornado has already been given, told of 
being lifted up and carried some distance. One of them was lifted over a fence. 
Another man on Springfield Street, told of his horse being lifted up and carried a 
short distance. 

On Springfield Street a one story frame house was turned upside down, and stood 
on its stone foundation with its roof crushed in, and only slightly displaced from 
where its base had previously been. The house was apparently lifted up, turned 
over in the air, and then dropped. 

An upward movement of the wind sufficient to lift men, horses and houses must 
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have been very rapid, and a vertical component of more than one hundred miles an 
hour appears necessary. 

Some laths and plastering were found outside 'of the limits of destruction in 
Union Park, and these were probably carried up in the whirl and thrown out at 
the top. 

Explosive Effects. 

The following story of Mrs. Lizzie Holdsworth given in the Boston Herald indicates 
an explosive effect resulting from expansion of confined air as the tornado passed 
over. She lived at 27 Springfield Street, and said: ''Just as it commenced to rain I 
started a fire in my cook stove which, together with a large kerosene oil stove, occu- 
pied places in the kitchen. While caring for the fire I heard it raining outside. It 
seemed to be pouring in torrents. Suddenly 1 heard a terrific noise and the breaking 
of glass behind me. Turning around I saw that the blinds and windows had been 
blown out. I started towards the window, but I guess I never got there. I heard 
one crash and that was all. When I came to I was lying in the ruins.'' 

In all of the partially destroyed houses examined by the writer the walls had 
fallen outward, and were not blown in as one might naturally suppose by the sudden 
wind. 

Loss OF Life. 

Eight persons were killed, and fifty-two or more injured; twenty or thirty of 
these were severely injured. 

Cause of the Tornado. 

The contrasts of temperature around the cyclone in which the tornado origin- 
ated were not unusual. The temperature and humidity in the part where the tor- 
nado occurred were high, but not higher than observed on several other occasions 
during the same month. At the morning observation the vertical decrease of 
temperature between the summit and base of Mt. Washington, as determined by the 
difference between the observed temperature on top, and the temperature under 
Mt. Washington, indicated by the isothermals drawn on the weather map, was 16°. 
The temperature at Northfield was 68°, at Portland, 66°, and on Mt. Washington, 52°. 
The normal difference between the top of Mt. Washington and sea level at this time 



NEW ENGLAND METEOROLOGICAL SOCIETY, 1890. 151 

of year is 20'' or slightly more, so that it is evident there was no unusual vertical 
decrease of temperature in the lower atmosphere on the morning of the tornado. 

The only area of rainfall shown in the vicinity of the cyclone on the 8 A. M. 
weather chart was an elongated area extending from Pennsylvania across central 
New England. The rainfall within this area was extraordinarily heavy as shown on 
Plate IV. 

The series of x's on this chart shows approximately the track of the tornado, 
and it is seen that it moved along parallel with, and not a great distance from the 
major axis of the area of greatest rainfall on July 26, which is inclosed by dotted 
lines. 

To explain this area of heavy rainfall it is necessary to suppose a comparatively 
rapid ascent of air along the area in which it occurred, and an inward tendency of 
the surrounding air on one or more sides. Given such conditions and it is only 
necessary to suppose slight diflferences in the direction or the velocity of the inward 
and upward moving air in order to explain the origin of one or more whirls. The 
cloud and wind directions on the south side of the track indicate that there were 
such differences in the wind and cloud directions; and the writer is led to believe 
that the tornado was largely a mechanical effect produced in the manner described. 
Its tremendous energy may have been due to immense moving bodies of air thus 
conflicting and spending their energy over a narrow area. 

This does not eliminate the possibility of temperature gradients as an additional 
or sustaining cause. The time of year, the high temperature, the high humidity, 
and the position of the tornado in the general cyclone all indicate conditions favor- 
able for local storms. The latent energy liberated by the immense quantities of 
vapor condensed into rain must have largely prevented the cooling of the air, and 
this implies a great impetus given to the ascending air. 

The writer is inclined to think, however, that the origin of the ascending cur- 
rents which produced the rainfall was also a mechanical effect brought about by the 
impinging of the cyclone against the stationary anticyclone on the Atlantic coast,, 
and greatly increasing the gradients. He has usually found heavy rainfalls associ- 
ated with such conditions, and has several times predicted them a day in advance. 

With the exception perhaps, of the originating impulse, the writer believes that 
FerrePs theory of tornado formation sufficiently explains the phenomenon observed 
at Lawrence. 
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According to Ferrel's theory: (A popular Treatise on the Winds: Ferrel — p. 
364) '^ In the origination and first starting of a tornado, the force which overcomes 
the inertia of the air and causes motion, is the difference in pressure, depending on 
the difference of temperature, between the interior and exterior. This, in the lower 
strata of the air, is a centripetal force, and as the air is drawn in toward the center 
the velocity is accelerated and where there is initial gyratory motion, the body is 
at the same time deflected from its course. . . . After the vertical and gyratory cir- 
culations are fully established the whole force arising from difference of pressure due 
to difference of temperature, goes to overcome the frictional resistance, and no part 
to creating motion and kinetic energy and the velocity of the vertical circulation is 
such that the resistances are exactly equal to the forces.'' 

Ferrel attributes the difference in pressure to difference in temperature within 
the area of the tornado; but in the Lawrence tornado it appears to the writer more 
probable that the originating impulse came from differences of pressure and motion 
having their origin outside of the immediate field over which the tornado formed. 

The tornado evidently originated among the clouds and only descended to the 
<earth's surface at intervals. 



3. EVIDENCES OF VORTICULAR MOTION IN THE LAWRENCE TORNADO. 

BY 

HIRAM F. MILLS, C. E. 

Marks of destruction were left by the tornado for a distance of two miles, the 
last tree blown down bearing from the first, North, 60° East. T he path, however, was 
not straight ; it was parallel with and about one quarter of a mile southerly from the 
Merrimac River, bearing more northerly at first and nearlj^ east in the latter part of 
its course. 

The objects thrown down by the tornado in the first half mile of its course were 
a few scattering trees, then the roof of a barn, then a high fence around a square, 
then trees in a low lying grove and finally a grove of large pine trees on the wind- 
ward side of a hill. In this distance the only evidence of a whirl that I have found 
is the greater destruction in the southerly two thirds of the width of destruction, 
and the movement of these objects forward and towards the northerly line of disturb- 
ance, while in the northerly one third of the width the destruction was less complete, 
and the direction of movement was not toward the southern side but was in the 
general direction of the storm. There was here no indication of a backward movement 
along the northerly edge. 

If vorticular motion existed in this section of the path, the velocity of rotation 
was only sufficient to increase destruction on the side where it was acting in the 
direction of the onward movement of the storm, and was not sufficient on the side 
where moving across, or against the storm's progress to prevent some destruction by 
the onward movement. 

In the next quarter of a mile the tornado appeared to pass above the tops of 
many houses and left no marks but a few broken limbs of trees. After this it came 
down with destructive effect, breaking off trees and throwing down nearly all of the 
houses in its path. Here, as before, for more than a quarter of a mile, the destruc- 
tion was principally in the southerly half, or two thirds, of the path, the movement 
being generally forward and toward the northerly side. There was some movement 
inward along the northerly side but much less than on the southerly side. 

The first large object shown to be moved westerly or contrary to the direction 
of the storm was a two story house near Union Street. This was the most northerly 
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object moved in this vicinity. It was more than a mile from the beginning of the 
path of destruction and is the first indication of very rapid rotary motion. Many 
similar indications were found throughout the next third of a mile in which the path 
was across a wooded park. 

The tornado occurred on July 26. On August 22, I made a survey of the trees 
in this section. At this time many of the trees that had been broken off had been cut 
or changed in position; but, except in the eastern part of the park and the land 
directly north, nearly all which were uprooted remained in position, and all of these 
are represented on the accompanying plan in their proper directions with a cross 
mark at their roots. The broken trees that had not been moved are also shown^ 
with a circle or no mark across at the root. 

If the results were produced by a pressure ot wind along a path with side 
pressures towards the center we might represent the result approximately by divid- 
ing the path into three sections ; the middle third having direction parallel with the 
axis and the two outer thirds having directions turned toward the axis about forty- 
five degrees. 

The map shows clearly that the results were not so produced. 

If the results were produced by a whirl from right to left, having great velocity 
compared with its onward motion, the southern section would not characteristically 
differ from the former case ; the middle section would have trees pointing northerly 
nearly at right angles with the path and the northern section would have trees 
pointing outward and backward about forty-five degrees with the path. 

Indicating as nearly as may be the center line of the path of destruction we find 
that in the middle section there are eleven trees which are nearer parallel than at 
right angles, and thh'ty-nine trees that are pointing northerly or northwesterly, and 
are more nearly at right angles than parallel with the path ; that is seventy-eight 
per cent are as they would be if left by a whirl and as it would be impossible for 
them to be without a whirl. 

In the northern third of the path of destruction there are eighteen trees out of 
forty-four that have directions nearer an inward forward direction than an outward 
backward direction, the remainder, or 60 per cent, are in a direction nearly opposite 
that which they would have if there were no whirl, and were in positions they could 
not take without a whirl. 

There are twenty-nine trees in the northern two thirds of the area of destruc- 
tion which might have had their position if there had been a stream of air rushing 
northeasterly, and sixty-five trees, or seventy per cent of the whole number, in poei^ 
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tions entirely inconsistent with such a stream, and just as they would have been with 
a whirling motion in the direction, from right to left, in which it was seen to whirl 
by a careful observer stationed in front and beyond its northern edge. 

But there is another point to be noted : of the twenty-nine trees in the direc- 
tion of the stream nine were not uprooted, but were broken off or bent over; one of 
them lying nearly in the direction of the path was twisted more than one quarter 
round, and others are among those which fell after the first action of the whirl, — 
shown by their being on top of those turned more westerly, — and may have been 
bent or broken by currents of air flowing in behind the whirl as it sped on, a mile 
in a minute, or, which appears to me more probable, may have been bent or broken 
by the front of the whirl and placed in their present position by its rear. 

With a whirl moving in the direction in which this was seen to move, it is evi- 
dent that the work done by the forces in the northern part of the path can be but a 
fraction of that which can be done in the southerly portion. 

Nearly all of the work done by a whirl must be done by the half of the whirl in 
front of a diameter through its axis normal to the path, but in a grove of trees it is 
evident that the front half of the whirl may break some of the roots of a tree with- 
out overturning it, and the rear half may complete the overthrow in a direction 
more nearly that of the general path of the storm. This is probably the reason why 
many of the trees that were on top were more nearly in this direction than those 
which fell first. 

No one could have seen the trees as they lay in the park, and no one ac- 
quainted with the path taken by a particle in a whirl moving along a line, can study 
the map of the trees, with the facts that were reported to the Society, without seeing 
that the destruction was caused by a whirl or a series of whirls and that the whirling 
was in the direction seen by Mr. Peter Holt. 

Beyond the park the most northerly object moved was the gate tender's house 
on the railroad; this was moved directly west about forty feet. Easterly from the 
section shown by the map, the destruction was adjacent to and on the southerly side 
of the railroad. The fallen trees were in its southern section and do not give char- 
acteristic data. It continued for about half a mile, moving one house and destroying 
a barn and a few trees just before it disappeared. 

Near its termination, a switch-tender upon the railroad saw it coming and ran 
from his house and lay in the ditch by the side of the railroad while it passed over 
him. He reports very little rain falling at that point and describes the debris mov- 
ing with great velocity in a whirl above him. 
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Description of Plate II to V. 

^ Plates II and III contain reproductions of four photographs taken at Lawrence, 
Mass., and provided by Mr. H. F. MilL^, showing the effects of the tornado of July 
26, 1890. The upper half of Plate II presents a view on Springfield Street, between 
Foster and Union Streets, or near the east end of Springfield, looking southwest toward 
the direction from which the tornado came. (See Plate V.) The houses seen in 
the picture were on the right side but near the middle of the tornado track and the 
debris of a large house which was utterly demolished and drawn in toward the center 
is shown in the foreground. A second house which was turned upside down and had 
its roof crushed in is also shown at the extreme left. Six persons are reported to 
have been severely injured in these ruins. The lower view in the same Plate is taken 
looking southwesterly at the east end of Market Street, near Union, and shows a house 
which stood on the south side of Market Street, facing north. This house was in 
the northern limit of the disturbance and was carried eight feet to the west. It was 
simply moved bodily off its foundation, leaving the east side (the side toward the 
observer) unsupported and settling into the cellar. 

The upper half of Plate III is a view looking southward from the north side of 
Springfield Street, near its west end : this part of the street is not shown in Plate V. 
The destruction here illustrates the tremendous force with which the house on the 
right was thrown against the other. The lower half of this Plate shows two houses 
situated on the south side of Springfield Street, not far from Foster Street, and near 
the center of the tornado track. It is said that the roofs and sides were carried off of 
these houses, leaving the furniture intact and the occupants uninjured, except that a 
girl was blown out of the second story of one of the buildings and an infant was in- 
jured in the other. These results may have been due to the explosive force of the 
air confined in the houses as the tornado center passed over them. 

Plate IV shows the rainfall area over New England on July 26, 1890, in con- 
nection with the cyclone which passed down the St. Lawrence valley. (See page 151.) 
The track of the tornado is indicated by a series of crosses. 

Plate V gives a map of a part of South Lawrence, showing the streets named 
above, and indicating the location of trees in Union Park, as left by the tornado and 
surveyed on August 22, 1890. This is reproduced from a map prepared by H. F. 
Mills, C. E., of Lawrence. The memoranda concerning the damage to buildings, etc., 
are from notes made by Mr. Mills shortly after the storm. 
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OBSERVATIONS 



OF THE 



NEW ENGLAND METEOROLOGICAL SOCIETY 



IN THE YEAR 1891. 



Introduction, by William Morris Davis, Director op the Society. 

It is deemed advisable to preface the following summary of the observations 
made for our Society in the year 1891, by a brief statement of work that has been 
accomplished since our organization, for the reason that, on account of certain im- 
portant changes in plans since the close of 1891, it is probable that no future sum- 
mary of this character will be issued. 

The New England Meteorological Society was organized in the autumn of 1884 
for the purpose of promoting meteorological science in New England. With this 
object in view, an attempt was at once made to enlist the assistance of volunteer 
observers, as has been done by the local weather services of various States, and thus 
to secure material for the publication of a monthly Bulletin of meteorological records. 
At the same time, it was planned that three meetings of the Society should be held 
each year, and that special investigations should be undertaken as opportunity 
offered. Some account of the latter will be found in the Investigations of the 
Society for 1889, as published in Volume XXI of these Annals. The proceedings of 
the meetings have generally been reported in current numbers of the American 
Meteorological Journal. The first number of the Bulletin, whose development is our 
chief concern at this time, was issued for November, 1884, as an octavo pamphlet of 
eight pages, containing reports from thirty-six observers, and a small chart illustrat- 
ing the distribution of precipitation for the month. The number of observers then 
increased so rapidly that it would have been impossible for the officers of the Society, 
who were all busily engaged on other labors, to prepare the monthly reports for 
publication ; but at this critical juncture, the Chief Signal Officer, U. S. Army, 
desiring to extend the display of weather signals in New England, placed a member 
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of the Signal Service at the disposal of the Society, with the understanding that as 
much of his time as was not needed to care for the introduction of weather sig- 
nalling might be devoted to assisting our officers in the preparation of the Bulletin. 
Thus reinforced, the Bulletin was maintained with almost continuous growth for sev- 
eral years until about the present number of observers was reached. As the limited 
funds of the Society were still insufficient to secure the publication of our records in 
desirable fulness, the offer of the Director of the Harvard College Observatory 
to publish the Bulletin in connection with the Annals of the Observatory was gladly 
accepted. The change was made with Bulletin No. 39, for January, 1888; and since 
that time the monthly quarto report that has been distributed to members, observers 
and correspondents has been essentially an advanced reprint from the Annals of the 
Observatory with the addition of a page of text in each number, describing the 
weather of the month. 

The transfer of the general system of meteorological observations over the 
United States from the Signal Corps of the Ai^my to the Department of Agriculture, 
Weather Bureau, on July 1, 1891, in no way interrupted the relations between the 
Society and the national service at Washington; the interest in our work before mani- 
fested by General A. W. Greely, Chief Signal Officer, being continued by Professor 
M. W. Harrington, Chief of the Weather Bureau. 

During recent years and especially in 1891, it became more and more apparent 
that a considerable variety of work carried on under the auspices of the Society 
could be performed to better advantage if it were transferred to another organization. 
The work referred to wds performed by Mr. J. Warren Smith, of the United States 
Signal S«3rvice and later of the Weather Bureau, who was at the time acting as assis- 
tant to the Society and editor of its Bulletin. It was therefore decided early in the 
year 1892, with the full approval of the Chief of the Weather Bureau, to establish a 
New England Weather Service. All the work of our Society connected with current 
observations was thereupon handed over to this new Service, of which Mr. Smith 
became director; and the continuation of records presented in the following sum- 
mary may in future be expected as reports from that Service. 

Thus relieved of a large amount of routine work, the Society is left free to hold 
its meetings for general discussion or to undertake those special investigations which 
from its first organization have constituted one of the prime objects of its existence. 
It is desired that the investigations may be continued and that they shall from time 
to time furnish material for publication in later volumes of these Annals, under the 
title already adopted. 
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METEOROLOGICAL SUMMARY FOR THE YEAR, 1891, 

. . BY 

J.WARREN SMITH, 

U. S. WEATHER BUREAU, ASSISTANT AND EDITOR OF BULLETIN. 

The number of voluntary observers reporting to the Society at the beginning of 
the year was 152. Four of these discontinued observations during the year, two 
ceased on Dec. 31, 1891, and sixteen new observers were enlisted, making a 
total of 162 active voluntary observers at the end of the year, besides eleven stations 
of the Weather Bureau from which reports are regularly received. The active 
observers are located as follows: New Brunswick, 1; Maine, 18; New Hampshire, 22; 
Vermont, 14; Massachusetts, 79; Rhode Island, 11; Connecticut, 20; New York, 8. 
This shows an increase in Maine and Massachusetts and a decrease in Connecticut 
compared with 1890. The greatest number of reports received in any month in 
season to be used in publishing the Bulletin was 151 in August, and least, 143 in 
October; the average number was 148. This is an exceptionally good showing 
for observers whose work is entirely voluntary. 

Summary of the Weather by Quarters. 

The following summary by quarters of the weather during the year is based on 
the reports received from the observers, newspaper reports, the Monthly Weather 
Review and the two daily weather maps issued, by the U. S. Signal Service, and by 
its successor the Department of Agriculture, Weather Bureau. 

The First Quarter of 1891. 

January was unduly mild and wet. The temperature during the first half of 
the month was generally low but during the last half it was much higher, probably 
on account of the more southerly trend of the anticyclones. There were few extreme 
changes in the temperature. The snowfall was above the normal ; 40 inches fell at 
Oalais, Me., over 30 at Stratford, Vt., and over 20 in most parts of Maine, New 
Hampshire, Vermont and in western Massachusetts and northern Connecticut. From 
a trace to six inches of snow remained on the ground in the south and from 12 
to 30 inches in the north, at the end of the month. 
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The total precipitation (rain and melted snow) was the heaviest ever noted in 
January at many places in New England. Over ten inches fell at Long Plain, Mass.^ 
and at Stevenson and Waterbury, Conn., and- over nine inches at Calais, Me., New 
Bedford, Mass., Canton, Hartford, Lebanon, Middletown, Wallingford, Conn., and at 
Boyds Corners and Carmel, N. Y. Ten cyclones and nine anticyclones controlled the 
weather for the month, many of the former being well developed and causing distinct 
weather changes. One cyclone crossed to the north of New England, three passed 
easterly over the northern border ; three moved northeasterly up our coast ; two 
traversed New England from southwest to northeast and one was approaching New 
England at the end of the month. A barn was struck by lightning at Athol, Mass., 
on January 2, and a thunderstorm passed through the central districts on the night of 
January 11. On the next morning the pressure at many places in New England was 
the lowest ever registered. The lowest reading was 28.60 at Bar Harbor, Me. The 
prevailing wind was from the northwest ; the maximum velocity, 78 miles from the 
northeast at Blue Hill on January 23. An earthquake was felt at Fitchburg 
and Groton, Mass., at 5.25-26 p. m., on January 15. Blue birds were seen at Taun- 
ton, Mass., on January 23 and 28. More than a trace of rain or snow fell in some part 
of New England on all but six days during the month. 

February was mild and with a rainfall slightly above the average. A few 
stations in the north report a little less than the average temperature but through- 
out the south the mean was considerably above the normal. The precipitation was 
about one-fourth greater than the nonnal and was heaviest in southeastern Massachu- 
setts. At Woods Holl, Mass., the rainfall was the greatest ever recorded for Feb- 
ruarv. About 30 inches of snow fell in southern Vermont, above 20 inches over an 
area extending from western Maine to central New York and about 10 inches over 
the rest of New England. Over thirty inches remained on the ground at the end of 
the month in central New Hampshire and central and southern Vermont, and ten 
inches over the rest of New England except along the immediate coast. The weather 
was influenced by the passage of ten cyclones and eight anticyclones; in this 
number is included the last cyclone for January. Four of the cyclones passed to 
the north of New England, three of the four moving easterly from the Upper Lakes 
and one down the St. Lawrence valley; four moved easterly over northern New 
England, one formed over Carolina and passed up our coast and one passed from the 
Lower Lakes and vanished over the southern coast. A brilliant meteor was observed 
throughout New England at about 4 a.m. on the morning of February 23. The 
thunderstorm which occurred in southern New England on the evening of February 
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28 was unusually severe and was remarkable for the number of buildings struck and 
set on fire. The prevailing wind was from the northeast; the maximum velocity wa^ 
65 miles from the ea^t at Blue Hill on February 22. There were eight days with 
not more than a trace of rain or snow. Navigation which had been suspended 
for about six weeks was resumed on the lower Connecticut on February 11. Willows 
had begun to blossom in the south at the end of the month, and blue birds and 
robins were occasionally seen. 

March had a mean temperature very near the normal and a slightly excessive 
precipitation. The minimum temperature occurred on the second day of the months 
ranging from 16° above zero in the south to 22"^ below in the north. The weather 
was controlled by the passage of ten cyclones and seven anticyclones. Two of the 
cyclones moved from the Lower Mississippi valley to the Lakes, one disappearing 
and the others moving into Canada, three moved eastward from the Mississippi valley 
and off the middle Atlantic coast, two came from the Rocky Mountains over the 
Lakes to the St. Lawrence Gulf, one came up the coast and moved north directly 
across our district, one was formed over southern New England by the junction 
of two separate storms, and one, very poorly defined, passed easterly across New 
England. It is noticeable that during the first half of the month the paths of the 
cyclones all trended to the north while during the last half they turned to the south* 
The snowfall was deficient but well distributed, measuring from 8 to 20 inches. 
From a trace to 12 inches of snow remained on the ground at the end of the month 
in the north, while in the south it was then practically all melted off, and some farm 
work had begun. Robins, sparrows and other birds had appeared in good numbers. 
The prevailing wind was from the northwest, and the maximum velocity 70 miles an 
hour at Block Island on March 21. Thunderstorms were noted on March 1, 9, 21,. 
and 22. There were seven days with not more than a trace of rainfall. 

The weather for the first quarter was mild and wet. The normal tables 
show that the mean temperature was 2°.3 above the average, the least departure 
being + 1°.6 in Maine and the greatest + 3^.0 in Massachusetts. The precipitation for 
the first quarter was 4.38 inches above the average. The excess was 3.37 in Maine 
and 6.05 in Connecticut. 



The Second Quakter of 1891. 

April was warm and slightly deficient in rainfall. The average temperature 
varied from 0^.3 above the normal at Portland to 5® above at Lunenburgh, Vt. At 
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Newburyport and Boston, Mass., the mean was the highest ever recorded for April. 
The rainfall was least in the north. A drought prevailed at most sections at the 
end of the month. Six cyclones and seven anticyclones determined the weather. One 
of the cyclones came from the southwest and moved up our coast, one passed across 
New England from west to east, and two moved to the north down the St. Lawrence 
valley. The cyclone which moved up the coast was the only one of marked energy. 
The total snowfall was from 6 to 24 inches in the north, and from a trace to 16 
inches in the south. . The ground was mostly bare at the end of the month, and the 
season was from a week to ten days ahead of the average. The prevailing wind was 
from the northwest, the maximum velocity being 70 miles an hour at Block Island 
on April 3. Thunderstorms occurred on April 11, 14, 15, 18, 19, 22, and 23. The 
thunderstorm of April 18 was very severe in Central Massachusetts ; at Orange five 
houses were struck by lightning, and one man was killed. Another death by light- 
ning was reported at Norwich, Conn., during the thunderstorm of April 23. No rain 
or snow fell in appreciable quantities on twelve days during the month. 

May was cool, dry and cloudy. The days were warm and the nights generally 
cool, with numerous severe frosts. The highest temperatures occurred on May 10 or 
11, reaching over 90® at many places. The lowest temperatures were on May 6 or 
19 and ranged from slightly above freezing to ten degrees below zero : thus the 
monthly range was very large and the daily ranges were strong. Killing frosts were 
felt on May 6, 19 and 27, doing considerable damage to iruit trees, garden and field 
orops. The loss to strawberry growers in Bristol county, Mass., reached several 
thousand dollars, although the crop was not destroyed, as at first reported. The 
general dryness retarded spring growth. There were six days with not more than a 
trace of rain or snow. From a trace to two inches of snow fell in all the mountain 
districts on May 17. Eight cyclonic and seven anticyclonic areas influenced the 
weather for the month. Many of the areas were poorly defined and their number 
might vary under a different method of classification. One of the cyclones came up 
the coast and faded over New England, two moved northeasterly up our coast, one 
moved easterly over New England in the shape of a long trough-like depression, and 
four from the Lakes passed north of New England. A marked sea-breeze reached 
some distance inland on May 23. An earthquake on May 1 was reported as one 
of relative severity for central New England. Its centre of greatest disturbance 
was in the southern Merrimack valley, its influence extending farther north and 
south than east and west. The first shock was followed by rapid vibrations lasting 
several seconds. Houses were so shaken as to cause their occupants to rush from 
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<ihem in terror. Although the season was well advanced at the first of the month, 
the prevailing cool and dry weather left it several days belated at the end. The 
prevailing direction of the wind was from the southwest the maximum velocity being 
55 miles an hour at Brattleboro, Vt., on May 4. 

June had a mean temperature and an average precipitation a little below the 
normal, but there were unusual extremes of heat and cold and of drought and mois- 
ture. Low temperatures and hard frosts occurred on June 5, about one month later 
than usual. A remarkable hot spell was experienced in the middle of the month ; in 
many places the highest temperature for the summer season was experienced on 
June 16. The maxima were the highest ever reported for June at the following 
stations : Portland, Me., 94° , excess above the previous maxima, 4° ; Boston, Mass., 
96% excess 3**; Northfield, Vt., 90% excess 5% Albany, N; Y., 96% excess 6°; 
New York City, 94°, excess 3°. This hot spell was closed by a cool east 
wind, or "sea-turn," progressing from east to west; and thus unlike the cold 
waves of winter, which advance from west to east. A severe drought prevailed 
during the first half of the month, assuming serious aspects during the spell of 
extreme heat. Clouds and light rains characterized the last half of the month. Five 
cyclonic and four anticyclonic areas influenced the weather for June. Three of the 
cyclones passed from the Lakes to the St. Lawrence Gulf, one seemed to form off 
our southern coast and fade away again over southern New England, and one moved 
across New England from the Lakes and then hung persistently off our eastern coast 
for several days. None were strong or well defined. The prevailing wind was from 
the west, the maximum velocity being 46 miles an hour at Nantucket on June 28. 
The month closed with poor hay weather, but with the best prospects for all crops 
that was seen at any time during the month. The yield of fruit also promised to be 
good. There were nine days with not more than a trace of rainfall. 

The second quarter was dry and with a nearly normal temperature in all sections. 
The average temperature shows an excess of only -|- 0°.2. Massachusetts has the 
least deficiency in rainfall, 1.69, and Connecticut the greatest, 3.09, .while for New 
England the deficiency is 1.98. 

The Third Quarter of 1891. 

July was cool but with a normal precipitation. The month was one of the coolest 
Julys on record from the middle eastern Rocky Mountain slope to the Atlantic coast. 
Only on one or two, days did the temperature reach 90° in any part of New England, 
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and on the coast and in the north but little over 80"* was recorded. At New Bed- 
ford, Mass., the mean temperature was S.O'' below the average for 79 years and was 
the lowest since 1816; in that exceptional year the mean was 2** lower than in 1891. 
At New Haven the mean was 4'*.1 below the normal for 105 years. At Thompson, 
Conn., in a 40 years' record, the only lower mean was in July, 1859. The mean 
temperature at Springfield, Mass., was the lowest in 29 years ; at Concord, N. H., 
the lowest in 20 years; and at Belfast, Me., the lowest in 32 years, excepting 1884. 
Unusually low minima were recorded on July 10 and 28. Killing frosts on the latter 
date were experienced in Connecticut. There were many rainy and cloudy days, 
but the total precipitation was about of average value. Seven cyclones and the same 
number of anticyclones affected the weather during the month. Four of the 
cyclones passed easterly to the north of New England, two moved across our district 
from west to east and one passed to the east of New England, moving up the coast. 
The prevailing wind direction was from the southwest, the maximum velocity being 
46 miles at Nantucket on July 9. The month ended with a belated season. There 
were only five days without more than a trace of rain in New England. 

August was below the average in precipitation and above in temperature 
although there was no strongly marked departure from the normal in either respect. 
The maximum temperature was on August 11, except along the coast where a 
well marked sea breeze occurred ; it was generally lower than the maxima recorded 
in June. The amount of precipitation varied in different localities but was generally 
light in the southern Merrimack valley and in eastern Massachusetts: a strong 
drought prevailed in those districts during the first half of the month. The weather 
was influenced by the passage of ten cyclones and six anticyclones. Six of the 
cyclones passed eastward north of New England ; one passed eastward across the 
northern and one across the southern border ; one moved from the Ohio valley and 
vanished to thie north of New England, and one moved from the Lower Lakes and 
vanished over our southern coast. The prevailing wind was from the southwest, the 
maximum velocity being 51 miles at Blue Hill on August 12. The agricultural sea- 
son was slightly behind the average at the end of the month. There were only 
three days without more than a trace of rain. 

September was warm and dry. The mean temperature was 3°. 6 above the aver- 
age and at some stations this was the warmest September on record. The maximum 
temperature occurred generally on September 18 and was higher than is usually 
recorded in this month. Frosts occurred in the northern districts on September 9, 
doing slight damage. The rainfall was nearly one inch below the normal and was 
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lightest in the central and western districts. A drought prevailed over most of New 
England during the last half of the month, damaging crops to some extent and caus- 
ing very low water in wells and streams. Eight cyclones and the same number of 
anticyclones dominated the weather. Five of the cyclones passed to the north of 
New England ; one moved up our eastern coast ; one moved across our district from 
west to east, and one vanished over New England. The prevailing wind was from 
the southwest, the maximum velocity being 48 miles at Nantucket on September 7. 
Auroral displays were frequent and brilliant ; one on September 9 was observed over 
all New England and was the most brilliant for some years. There were eight days 
with not more than a trace of rain in any of the States. The prevailing sunshine and 
high temperatures served to forward late crops and the harvesting was well under 
way at the end of the month. 

The third quarter was dry and with a nearly normal temperature. The mean 
temperature was 0^.4 above the normal with a slight deficiency in the north. The 
precipitation was 1.38 inch below the average, the deficiency being slightly greater 
in Massachusetts than elsewhere. 



The Fourth Quarter of 1891. 

October was near the normal in both temperature and precipitation. The mean 
temperature was below the average in the southeastern and above in the northwest- 
em areas. At New Bedford, Mass., the mean was 2^.3 below and at Amherst, Mass., 
2**.7 above the normal. On October 4 many southern stations reported the highest 
temperatures ever recorded for October, the records varying from 80® to 90° over 
all New England. A minimum temperature of from 25° to 10° was registered on 
October 29, thus making the range for the month very large. The total precipita- 
tion was 0.24 inch above the average, being heavy along the coast and light in the 
interior. At Cotuit, Mass., the total for the month was 10.14 inches, or 5.42 inches 
above the normal, while at Lunenburgh, Vt., the fall was only 0.51 inch, or 3.02 
inches below the normal. A general lack of water was felt in many sections through 
the greater part of the month. Snow fell to the depth of from one to three inches 
along the coast with the storm of October 23. In many places in the south no kiU- 
ing frost had occurred to injure the leaves and tender plants, and the unusual sight 
was presented of trees bending beneath a load of snow on their branches and leaves. 
Eleven cyclones and eight anticyclones influenced our weather in October. Three 
of the cyclones passed to the north, and one lay in the St. Lawrence valley at the end 
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of the month ; two moved over New England from west to east, one moved from the 
Lakes to the Middle Atlantic coast and then passed to the north across western New 
England ; one moved from the Ohio valley south of New England and then up the 
coast, and three passed up our coast to the east ; the last named originated as West 
India hurricanes. The prevailing wind was from the northwest, the maximum 
velocity being 72 miles at Block Island on October 13. There were eleven days 
without precipitation of appreciable amount. The killing frosts came later than 
usual and most late crops were secured in good condition. The high temperature 
and bright sunshine during September and the first part of October caused many 
small fruits to blossom and bear a second crop and brought early wild flowers into 
bloom in several places. 

November was dry but with a normal temperature. The thermometer records 
were slightly above the normal in the north, and below in the south. The lowest 
temperatures for the month and season occurred on the morning of November 30, 
the minima being from 10** to 5° in the south and from zero to 14** below zero in 
the north. The total precipitation was above that of November, 1890, but was about 
1.35 below the normal. It was generally heaviest in the interior and lightest on the 
coast. The drought which prevailed through much of October continued in many 
places throughout November. In New Hampshire, wells and 8tream0 were low, and 
many mills and factories were compelled to suspend operations for want of water. 
From three to five inches of snow fell in the extreme north and from a trace to one 
inch in the central districts. A snow sheet of from one to three inches remained on 
the ground in the north at the end of the month. Seven cyclones and six anticyclones 
were charted during the month. These areas of low and high pressure were nearly all 
well defined and exerted a strong control on the winds, temperature and weather. 
Three of the cyclones passed to the north, two moved across New England from west 
to east, one came up the coast and across our eastern border, and one faded away to 
the south of New England. The prevailing wind was from the northwest, the maxi- 
mum velocity being 78 miles at Brattleboro, on November 17. There were nine 
days with not more than a trace of precipitation. The generally cloudless sky of 
November 15 was favorable for observing the total eclipse of the moon, which 
occurred between 6 and 8 p.m. 

December was unusually mild but with nearly normal precipitation. The mean 
temperature was from 6° to 10° above the normal and from 1° to 2** above the highest 
means formerly reported for December in 1881 and 1889. The maximum tempera- 
tures, from 50° to 64°, were variously reported on December 4, 10, and 23; in alL 
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cases during southerly winds. At Manchester, N. H., dandelions blossomed on 
December 6, 13 and 25; hepatica on December 6, and trailing arbutus on December 
13 ; willows budded all through the month. The Connecticut River was frozen over 
for the first time for the season at Middle town on December 18. The precipitation 
was slightly above the average, and nearly all of it occurred during the last half of 
the month. It was heavy during the last nine days and served to break the drought 
which had prevailed in many sections for several months. Wells and steams were 
filled and mills were able once more to resume full duty. In parts of southern New 
England no snow fell during the month, and in all districts it was light and afforded 
no protection to grass or rain. Nine cyclones and eight anticlones determined the 
weather changes for the month. Five of the cyclones passed to the north, three 
crossed New England from west to east, and only one moved to the south of us. On 
the other hand, six of the anticyclones passed to the south of us, and only two of 
the eight gave us persistent northwest winds as they approached. The frequent 
occurrence of south and southwest winds, characteristic of a month in which the 
tracks of pressure centres are thus disposed, explains the abnormally high tempera- 
tures and the light fall of snow. The prevailing wind was from the northwest and 
the maximum velocity of 70 miles was recorded at Blue Hill on December 30. There 
were fifteen days without more than a trace of rainfall in New England. 

The fourth quarter was very mild and with a slightly deficient rainfall. The 
mean temperature was 2*^.6 above the normal ; this excess being slightly greater than 
that of the first quarter. The most of this excess is due to the unusual warmth of 
December. In Maine the mean was 2°.8 above the normal and in Connecticut 1^7 
above. The precipitation was deficient 0.82, the deficiency averaging 2.65 in 
Maine, and only 0.10 in Connecticut. 

The Year 1891. 

The following table indicates in brief form the characteristics of the several 
months of 1891, as compared with the normals for the months in other years. From 
this it may be seen that the year 1891 was considerably warmer than the average, 
with a nearly normal rainfall. The mean annual temperature for. New England was 
1**.4 above the average. March, June, August, October and November departed very 
little from the normal ; January, February, April, September and December were 
unseasonably warm, the last month unusually so ; while May and July showed a 
marked depression of temperature. 
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Month, 


Tkbcpsraturb. 


Precipitation. 


January 

February 

March 

April 

May 

June 

July 

August 

September 

October 

November 

December 


• 

9 

» 1 












Very mild. 

Very mild. 

Normal. 

Warm. 

Cold. 

Cool. 

Unusually cool. 

Warm. 

Very warm. 

Cool. 

Normal. 

Unusually mild. 


Excessive ; much snow. 

Slightly excessive ; much snow. 

Slightly excessive ; light snow. 

Slightly deficient. 

Deficient ; drought ; late snow. 

Slightly deficient ; drought. 

Normal. 

Slightly deficient. 

Deficient. 

Slightly in excess ; early snow. 

Deficient ; light snow ; drought. 

Slightly excessive ; little snow. 


Year 


Above normal. 


Slighth' above normal. 



January showed a marked excess in precipitation and May and November a 
strong deficiency, while the other months departed very little from the average. 
The mean total for the year was 0.20 inch above the normal. Rain or snow fell 
to the amount of 0.01 inch in some partes of New England on 267 days during the 
year. 

The following tables give the departures from the normal for every month of 
the years 1885 to 1891, these covering the period during which our Society has 
gathered records for New England. In temperature departures, 1891 was similar to 
1889 and 1890; but in departures of precipitation its nearest analogue was 1886. 



DEPARTURE OF MONTHLY TEMPERATURES FROM NORMAL. 













Year. | 


Month. 


















1885. 


1886. 


1887. 


1888. 


1889. 


1890. 


1891. 


January .... 


—0.3 


+ 0.1 


—1.5 


—6.9 


+ 8.2 


+5.6 


+3.8 


February . 










—0.8 


1.8 


0.1 


0.1 


—3.5 


+5.3 


+ 3 3 


March 










—7.4 


—0.4 


—2.6 


—2.5 


+4.5 


+0.2 


+0.4 


April 


* i 








+ 1.3 


+ 4.2 


—2.1 


—2.8 


+3.5 


+0.8 


+ 2.5 


May . 










—0.7 


+ 0.2 


+3.8 


2.5 


+ 3.0 


0.1 


1.2 


June • 










—0.3 


2.2 


0.5 


+ 0.5 


+ 1.0 


1.7 


—0.7 


July . 










0.0 


—1.1 


+2.8 


—3.3 


1.8 


1.1 


—3.1 


August 










2.5 


1.3 


2.2 


—0.7 


1.8 


—0.9 


+ 0.6 


September . 










—2.7 


—0.2 


—3.0 


—2.6 


+ 1.0 


+0.2 


+ 3.6 


October 










0.4 


+ 0.2 


1.5 


4.7 


—3.0 


1.1 


—0.7 


November 










+2.5 


+ 1.7 


0.0 


+ 1.8 


+ 4.2 


0.0 


+0.3 


December 










+2.0 


—2.7 


+ 1.6 


+ 3.8 


+ 6.3 


—6.1 


+8.3 


Year .... 


—1.8 


0.4 


0.5 


1 1.8 


+ 1.7 


+0.1 


+ 1.4 
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DEPARTURE OF MONTHLY PRECIPITATION FROM NORMAL. 













Year. 1 


Month. 


















1885. 


1886. 


1887. 


1888. 


1889. 


1890. 


1891. 


January .... 


+ 1.16 


+ 2.02 


+ 1.81 


+0.78 


+0.96 


—1.17 


+ 2.90 


February 










+0.07 


+ 2.37 


+ 1.76 


+0.20 


—1.51 


—0.27 


+0.92 


March 










2.21 


—0.52 


+0.41 


+ 1.77 


1.48 


+ 2.54 


+0.56 


April 










0.53 


1.03 


+0.26 


—0.72 


0.22 


0.69 


—0.39 


May . 










0.70 


—0.05 


—2.00 


+0.95 


+ 3.35 


+2.01 


—1.40 


June . 








, 


0.19 


1.39 


+0.87 


0.75 


+0.32 


0.33 


—0.19 


July . 










—0.86 


0.69 


+ 1.75 


1.55 


+ 3.92 


—0.71 


—0.03 


August 










+2.06 


—0.89 


+ 0.70 


+ 1.19 


—0.59 


+ 0.14 


—0.45 


September , 










1.62 


+0.03 


—1.68 


+4.78 


+ 0.77 


+ 1.80 


—0.90 


October 










+1.16 


—0.73 


—1.10 


+ 1.71 


+ 0.49 


+3.20 


+0.19 


November , 










40.96 


+ 0.82 


0.95 


+ 2.23 


+ 2.00 


—2.60 


—1.32 


December , 










0.16 


+ 1.05 


+ 0.90 


+ 1.04 


0.47 


+ 0.67 


+0.31 


1 Year .... 


—1.20 


+0.93 


+ 2.69 


-hll.76 


+ 4.25 


+4.59 


+0.20 



The Cyclones of 1891 in New England. 



The number of cyclones or cyclonic storms, exhibited on the weather maps of 
the Signal Service and of the Weather Bureau, and defined as in former reports, 
approaching near enough to New England to exert a distinct control on our weather, 
was 100. This was eight less than in 1890 and more than 1888 or 1889. The 
number given for the whole United States by the Weather Bureau, for those years 
is, 1888, 113; 1889, 123; 1890, 132; 1891, 126. The year 1891 is therefore na 
exception to the rule that nearly all cyclones observed within our national domain 
pass near New England ; about 80 per cent, of all that occur in the United States 

pass to the Atlantic and most of these move across or near New England, the most 

« 

frequent path being down the St. Lawrence Valley. The classification in the table 
below is the same as was used in 1890. The greater number of the cyclones which 
passed to the north of New England came from the northwest across the Lakes, but 
a few came from the southwest, up the Ohio valley and then down the St. Lawrence^ 
A few moved eastward over northern Canada, yet near enough to New England to- 
influence our weather ; some of these seemed to move southeasterly across north- 
eastern Maine. The cyclones crossing New England from west to east and those 
passing us to the south generally had the same source as those passing to the north,, 
but they turned a little farther to the south on reaching the Ohio valley or Lower 
Lakes. Those passing to the east of New England either came from the south- 
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western States and passed off the southern Atlantic coast to a northeasterly course, 
or originated as West Indian hurricanes. Several cases have been found when two 
storms united over New England, but strictly speaking no cyclones have formed 
within our territory, and but few secondaries have been developed there. 

In the following lists, the cyclones are classified in reference to their relation to 
New England. The first table gives the total number of cyclones and the courses 
followed in each month ; also the total for similar courses in the past three years, as 
stated in previous reports. A larger number than usual passed across and to the east 
of New England, and a larger niunber faded away over or near our district. Special 
data are given for each cyclone of the several classes ; the tables showing the date 
on which the cyclonic center passed over or was nearest to New England, and the 
lowest pressure at its centre or at our station nearest to its centre during its pas- 
sage, as given on the daily weather maps of the Signal Service and Weather Bureau, 
and the change of central pressure during its passage. An increase of pressure is 
indicated by the letter " i ", and a decrease by the letter " d " ; while the omission 
of these letters indicates that the pressure was not materially changing or else that 
the centre of the cyclone was so remote from the stations of observation that the 
variation in central pressure could not be ascertained. A decrease of central pres- 
sure, indicating an increase of cyclonic intensity, is more common than the reverse. 

CLASSIFICATION OF CYCLONES. 



Month. 



January 

February 

March 

April 

May 

June 

July 

August 

September 

October 

November 

December 



Total 1891 



Total 1890 



Total 1889 



Total 1888 






10 

9 

10 

6 

8 

5 

7 

10 

8 

11 

7 

9 



100 



108 



87 



88 







1^^ 



1 

4 
3 
2 
4 
3 
4 
6 
5 
4 
3 
5 



44 



59 



43 



34 












3 
4 
1 
3 
1 
1 
2 
2 
1 
2 
2 
3 



25 



24 



12 



23 




2 

. 
1 



12 



8 



.9 



M 



a 



If 



£ 



3 
1 
1 
1 



1 

• 
1 
3 



14 



8 






a<2 

9 

Sz; 



1 
1 



8 



S 










.5 



III 



1 
1 

• 
1 
1 

• 

2 
1 



8 
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A. CYCLONES PASSING NORTH OF NEW ENGLAND. 



January 


27 . . 


30.0 


June 11 . . 


29.7 d 


September 18 , . 


29.5 d 


February 


16 . . 


29.4 


-' 16 . . 


29.5 


'' 29 . . 


29.6 rf 


(( 


18 . . 


29.3 


July 4-6 . . 


29.6 


October 3 . . 


29.6 d 


(4 


21 . . 


29.4 d 


'* 15 . . 


29.7 


*^ 9 . . 


29.8 i 


C( 


25 . . 


29.1 i 


** 19 . . 


29.7 t 


'' 15 . . 


29.8 


March 


14 . . 


29.0 i 


'' 24 . . 


29.8 d 


** 31 . . 


29.6 


(( 


16 . . 


29.6 d 


August 2 . . 


29.5 


November 12 . . 


29.8 t 


cc 


24 . . 


30.0 t 


** 7 . . 


29.8 


17 . . 


29.4 d 


April 


12 . . 


29.8 


*' 10 . . 


29.8 t 


'* 24 . . 


29.1 t 


n 


18 . . 


29.7 d 


*' 12 . . 


29.7 


December 5 . . 


29.3 


May 


1 . . 


29.7 


^' 18 . . 


29.8 i 


10 . . 


29.7 


44 


10 . . 


29.6 i 


'* 21 . . 


29.5 t 


13 . . 


29.5 d 


44 


21 . . 


29.7 d 


September 4 . . 


29.8 t 


'' 22 . . 


29.4 i 


44 


25 . . 


29.8 i 


6 . . 


29.9 


*' 26 . . 


29.1 d 


June 


1 . . 


29.6 t 


'' 13 . . 


29.6 d 







B. CYCLONES CROSSING NEW ENGLAND FROM THE WEST. 



January 2 . . 


29.0 t 


April 23 . . 


29.4 d 


September 21 . . 


30.0 


'' 14 . . 


29.8 


'* 28 . . 


29.5 


October 4 . . 


29.6 i 


30 . . 


29.4 d 


May 3 . . 


29.8 d 


26 . . 


29.6 d 


February 1 . . 


29.6 d 


June 23 . . 


29.7 d 


November 26 . . 


29.3 d 


3 . . 


29.1 d 


July 7-8 . . 


29.5 d 


28 . . 


29.6 


'' 9 . . 


29.4 d 


'' 30 . . 


29.7 d 


December 7 . . 


29.4 d 


'* 28 . . 


30.0 


August 15 . . 


29.9 i 


16 . . 


28.9 d 


March 18 . . 


29.8 i 


'* 28 . . 


29.6 i 


'* 30 . . 


29.2 d 


April 15 . . 


29.9 











C. CYCLONES CROSSING NEW ENGLAND FROM THE SOUTH. 



Januarj^ 12 . 
'' 22 . 



29.6 d 
29.2 d 



March 10 . 



29.8 d I October 20 . 



29.7 d 



D. CYCLONES PASSING EAST OF NEW ENGLAND. 



January 5 . . 


29.5 d 


April 3 . . 


29.3 d 


October 5 . . 


29.4 d 


" 18 . . 


29.8 i 


May 12 . . 


29.8 d 


'' 8 . . 


29.6 d 


'' 25 . . 


29.5 d 


'^ 17 . . 


29.6 d 


13 . . 


29.6 d 


February 26 . . 


29.1 d 


July 9 . . 


29.9 i 


November 27 . . 


29.3 d 


March 4 . . 


29.6 d 


September 7 . . 


29.6 d 







E. CYCLONES PASSING SOUTH OF NEW ENGLAND. 



March 21 . 
22 . 



29.7 
29.4 



March 28 . 
October 23 . 



29 6i 
29.0 d 



December 24 . 



29.9 % 
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The most noticeable cyclones during 1891, selected with special reference to 
their violence in New England, occurred on the following dates: — 

January 11-12: The third cyclone of the month and year came from the Gulf of 
Mexico and Texas on January 10, moving up the Mississippi and Ohio valleys and 
reaching the Eastern Lakes on the evening of January 11. It then moved rapidly 
and with increasing energy northeastward, passing centrally across New England with 
heavy rain and snow and severe gales. The pressure was the lowest ever known at 
many of our stations. 

January 17-18: This storm left the Gulf of Mexico on January 16, reached our 
southern coast a day later and moved up our coast on the following day with snow 
changing to rain, causing one of the most beautiful yet destructive ice storms on 
record. Much damage was done to trees and to telegraph and telephone wires. 

January 25: This storm also originated in Texas, and moved to southern New 
England and up our eastern coast with northerly winds and heavy damp snow. The 
snow did not injure trees so much as the preceding ice storm, but caused more damage 
to the wires, delaying all telegraphic work. 

February 8 : This cyclone came from the vicinity of Texas and vanished off our 
southern coast on February 8 with heavy snows and high northerly winds. 

February 28: This cyclone ran rapidly from the southwest to the Lower Lakes 
and then over northern New England with rain and snow. It was chiefly noted for 
the exceptionally severe thunderstorm that was generated within its area in southern 
New England on February 28; many buildings were struck by lightning and burned. 
One observer reports that some half dozen fires could be seen at once. 

March 4 : One storm from the southwest and one from off the Florida coast com- 
bined over southern New England and passed up our seaboard, yielding one of the 
heaviest snows of the season along the coast. The fall at Boston was nearly 14 
inches. Street travel was much delayed in the cities. 

March 13-14: The fourth cyclone of the month formed over Virginia in a region 
of weak gradients, apparently developing by the union of three separate low pressure 
centers. It moved quickly to the Lakes and down the St. Lawrence valley on March 
13 with low pressure and heavy winds and rain. The wind was exceptionally strong 
over Long Island sound ; it was during this storm that the U. S. Steamer "Galena" and 
the tug "Nina" went ashore on Martha's Vineyard. 

April 3 : This storm reached the Virginia coast from New Mexico on April 2. 
It passed up our eastern coast on the following day as one of the most severe storms 
of the season. Except on the extreme southern coast, the precipitation was in the 
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form of snow and reached a depth of a foot or a foot and a half. The high wind 
delayed the New York and Stonington boats on Long Island Sound several hours. 
At Boston the wind blew with great force from 2 to 7 a.m. of April 3, with a max- 
imum hourly run of 60 miles and with gusts of much greater force. From 8 P.M., 
April 2, to 8 a.m. of the next morning, the barometer fell over an inch. At Man- 
chester, N. H., the storm was attended with high winds and was the most severe since 
March, 1888 ; fruit and shade trees were badly injured. At Portland, Me., high gales 
with moist snow prevailed and many electric wires were broken down. 

May 17: A cyclone was formed off our southern coast by the union of one storm 
from, off Florida and another from over the Lakes. It passed up our coast on May 16- 
17, giving rain and thunderstorms on the former and rain with snow on the latter 
date. 

June 26: The fifth cyclonic area for the month formed over the Lakes and 
moved over New England on June 22-23, giving heavy rains and thunderstorms. It 
hung off our coast until on the approach of an anticyclone from Mississippi valley, 
when it seemed to gather new energy and caused cloudy threatening weather and 
severe thunderstorms on June 26. One thunderstorm appeared in western Massachu- 
setts and showed much energy while crossing the Connecticut valley. Heavy hail- 
storms occurred there and much damage was done by lightning. At Chicopee, Mass., 
hail stones were found one inch in diameter; at Fiskdale, Mass., 1.12 inch of rain fell 
in twenty-five minutes. It is reported that at East Haddam, Conn., lightning struck 
a team of eight oxen, killing five of them. 

July 15 : A cyclone moved from the middle plateau region to the Lakes and then 
down the St. Lawrence valley, givin gsevere thunderstorms in New England. Heavy 
rain and hail damaged crops in the Connecticut valley, and in Maine and New Hamp- 
shire and several buildings were set on fire by lightning. 

July 25-27: A cyclone passed from the Upper Lakes to the St. Lawrence Gulf 
on July 24 and 25, giving thunderstorms with heavy wind, rain and hail in southern 
New England on July 25 and in Maine on July 27. Much damage was done to field 
crops and fruit. 

August 7: A cyclone moved from the Upper Lakes to the St. Lawrence Gulf, 
generating thunderstorms accompanied by high winds and hail in New England. One 
local storm moved southeastward over Manchester, N. H., in the afternoon ; much 
glass was broken and hail stones were picked up after the storm measuring 1 1-4 inch 
in diameter. 

August 12: A cyclone passed across from the Lakes to the Gulf of St. Lawrence, 

»3 
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generating thunderstorms in southern New England, and causing much damage by 
wind and lightning. On Long Island Sound an excursion barge was unroofed; 
thirteen persons were killed and many more injured. 

August 27 : A cyclone formed over the eastern Lakes and passed eastward 
across northern New England, causing heavy rains and destructive local storms. 

September 7 : An evident secondary cyclonic center formed off our southern 
coast, moving northward to join the primary storm, which had passed down the St- 
Lawrence valley, over eastern Maine. This produced high northeasterly winds and 
heavy rains along our coast. The rainfall at Cotuit, Mass., on September 7th was 
2.43 inches and at Blue Hill, Mass., 2.95 inches. At Hartford, Conn., 3.93 inches 
fell on September 5, 6 and 7 ; and at Newington in the same state, the fall was 4.56 
inches. 

September 18: A cyclone passed from the Upper Lakes to the St. Lawrence 
Gulf on September 17 and disappeared over the Gulf of St. Lawrence on the follow- 
ing day; it was attended by violent thunderstorms from the Lake region over northern 
New England. An unusually severe thunder, hail and rain storm visited parts of 
Maine at night and at a number of places buildings were struck by lightning and 
burned. At Groveton, N. H., a large black cloud approached from the northwest 
about 4 P.M., attended by high wind and heavy rain ; several buildings were moved 
from their foundations, the damage being estimated at $1,000. A destructive storm 
was reported at Lancaster, N. H. A severe thunderstorm passed over Hartland, Vt.,. 
in the evening, and at Northfield, Vt., a bam was burned by lightning. The late Dr. 
Hiram A. Cutting, observer at Lunenburgh, Vt., for many years, sends a special 
report relative to this storm, from which the following account is abstracted: "There 
was a heavy shower in the northwest and another in the southwest at about 4 p.m. 
The lightning was almost incessant. The clouds assumed a brassy hue where the 
edges of the showers seemed to come together. I did not think it would rain here 
but I feared wind and went to my house and closed all doors and windows and then 
stepped out to watch the storm. The severe wind struck the ground about one mile 
northwest of our village. For half a mile west, the trees were blown in a westerly 
direction ; for about half a mile southwest and north, the trees were blown down 
[outward] from the storm; but the storm moved about due east. On either margin of 
the path, trees were blown north and south ; north on the north edge and south on 
the south edge, but near the margin only now and then was one blown down, this 
being more frequent on the south edge than on the north. All the trees that were 
blown down on the path of the storm were turned toward the east. The storm of 
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wind and hail was about six miles wide at its full width, but no more than a mile at 
the beginning ; it moved eastward about twenty miles to the mountains. The wind 
did most damage on the northerly half from the centre. It blew down many trees 
and uiiroofed some buildings. The following instances of destruction may be noted : 
In a sugar orchard of 650 trees, about 500 were blown down ; in a pine grove of about 
6000 trees, all but 30 were blown down; the trees in apple orchards were overturned, 
the apples being scattered everywhere. In this space of six miles by twenty miles, 
the wind would sometimes strike into the forest and blow down a line of trees here 
and there, while it would spare other tracts, destroying but few trees ; yet all forest 
land on the storm path was much damaged. Crops were mostly gathered, and conse- 
quently the damage other than to farm buildings and timber was light. No one was 
killed, but several persons who were driving were blown over and injured and the 
carriages were broken. There was no great depth of rain — about one half inch." 

October 7-8 : This storm apparently developed on the Middle Atlantic coast and 
then moved northeastward up our coast. Its greatest violence was felt in the vicin- 
ity of Nahant, Mass., where the wind blew with hurricane force from 6.30 to 7.30 a.m., 
and some damage was done to shipping. At Boston the barometer fell nearly one 
half inch from 8 p.m. of October 7 to 8 a.m. of the next morning. 

October 13: This storm came from the south and moved up our coast. It gave 
severe gales and heavy raius. The shipping had been well warned of its coming, and 
few vessels went ashore on the New England coast. At Cotuit, Mass., 3.89 inches of 
rain fell from noon of October 13 to 11 a.m. of next day, while there was no rain in 
western Massachusetts and Vermont. 

October 23 : This storm apparently developed in the Ohio valley, passed to the 
Virginia coast and then northeastward to the Gulf of St. Lawrence. It gave high 
winds with heavy rain and snow on our coast. 

November 17: The fourth cyclone for the month reached the Lakes from the 
southwest and then moved with considerable energy to the north of New England 
on November 17. On the southern coast, high winds prevailed and some damage 
was done to sea-side property. At Boston the wind prostrated some trees, and many 
signs were blown down; two persons were reported injured. At Blue Hill the 
wind reached a velocity of 59 miles an hour. At Brattleboro, Vt., a velocity of 78 
miles an hour was reported. At Monroe, Mass., a small tornado prostrated a heavy 
growth of timber over a belt about eight rods wide and forty rods long. Some of 
the trees were torn up by the roots and some large trees were broken off, leaving 
the stumps standing. 
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December 4 : This storm came from Iowa and passed to the north of New Eng- 
land on December 5, giving destructive gales in New York and on our southern coast. 

December 30 : This storm advanced from Winnipeg to the Lower Lakes and 
crossed centrally over Massachusetts, causing general rains and high winds. At 
Boston the barometer fell just one inch during the 12 hours ending at 8 A. M. on 
December 30. 



Tables. 

The tables of this report are arranged in the same order as those presented in 
former reports where they have already been explained in detail. 

Table XIV contains geographical data for all the stations reporting during 1891. 
An asterisk in the column of elevation indicates that the value there given is only 
approximate. The observers themselves are in most cases the authority for these 
data. The distribution of the stations is illustrated in Plate VI, where the numbers 
correspond to those in the first colimin of this table. 

Table XV is the annual summary for 1891 for such stations as have reported con* 
tinuously through the year. The daily means, from which the monthly and annual 
means are computed, are reduced from the arithmetical means of the actual observa- 
tions by applying corrections proper to the hours of observation according to the 
data of Volume XXI of the Smithsonian Contributions. In determining the num- 
ber of rainy days, those were counted in which 0.01 inch or more of precipitation waa 
recorded. 

Tables XVI, XVII, and XVIII contain barometric records reduced to sea-level, 
with the addition of the monthly relative humidity in Table XVI. The values of 
the highest and lowest readings at Nashua, Blue Hill, Providence and New York (a) 
are taken from self-recording barographs. (See page 189.) 

Tables XIX and XX exhibit the departures of the mean monthly temperature and 
total monthly precipitation of 1891, for those stations having a record of ten years or 
more. The general departure of temperature and precipitation from the normal in 
New England for the several months and the year has been considered on page 172. 

Table XXI contains the maximum velocity of the wind in miles per hour and 
the total movement of the wind of each month for all the stations where anemometers 
are used. The maximimi wind velocity is not determined by the same method at all 
the stations. At Providence the greatest number of miles for the hour preceding the 
hour of regular observation is taken as the maximum ; at St. John, Brattleboro anct 
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Blue Ilill, the greatest movement in any hour since the preceding observation is 
taken as the maximum ; at Amherst and Leicester the greatest pressure of the wind 
at any time is recorded as the maximum velocity, while at the remaining stations the 
greatest number of miles for any five minutes h taken as the maximum. The latter 
is the method in use by the Weather Bureau. 

Tables XXII and XXIH, occupying pages 200 to 235 and 236 to 259 respectively, 
are reprinted from the Bulletins that have been issued monthly as usual during the 
year 1891 ; but the corrections received after the publication of the Bulletins up to 
ithe 25th of the month of issue are here inserted. Table XXII contains monthly 
summaries of meteorological data. Table XV is constructed chiefly from these data. 
Table XXIII presents the daily precipitation for a number of stations selected 
geographically, by means of which the distribution of our precipitation as dependent 
on the passage of cyclonic storms may be clearly perceived. 



Plate VI gives the distribution of stations, with numbers corresponding to the 
first column of Table XIV, and also the mean annual isotherms. The latter are drawn 
from the values of Table XV, without reduction to sea-level. They are necessarily 
only approximate^ and their curvature is determined in many points by a knowledge 
of the topography, when the records are wanting. 
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TABLE XIV. 
LIST OF STATIONS AND OBSERVERS 



No. 

1 

2 

8 

20 

14 

19 

5 
18 
7 
8 
9 

10 
11 
12 
16 
32 
88 
84 
37 
60 
89 
58 
59 
40 
42 
48 
44 
45 
57 
47 
48 
49 
51 
52 
58 
54 
55 
71 
72 
78 
74 
75 
90 
88 
77 
78 
82 
87 
88 
85 
89 
192 
187 
101 
102 
177 
180 
104 



Station. 



St. John • • 
Bar Harbor • 
Belfast . . . 
Bethel . . . 
Calais. . . • 
East Machias 
Eastport . • 
Fairfield . . 
FarmingtOD • 
Kent's HU) . 
Lewiston . . 
Mayfield . . 
Orono . , . 
Petit Menan 
Portland . . 
West Jonesport 
Belmont . . 
Berlin Falls . 
Berlin MiUs . 
Concord . . 
Grafton . . . 
Hanover (a) 

" (6) 

Littleton . . 
Lake Village 
Manchester (b) 

(c) 
Mine Falls . . 
Nashua .... 
Newton .... 
North Conway 
Pennichuck Stn 
Plymouth . . 
Stratford . . 
Walpole . . 
Weir's Bridge 
West Milan . 
Wolfboro . . 
Brattleboro' (a) 

(6) 
Burlington . . 
Chelsea .... 
Cornwall . . . 
Enosburg Falls 
Hartland . . . 
Jacksonville . 
Lunenbnrgh . . 
Northfield . . . 
Saxton's River 
Strafford . . . 
Vernon .... 
Weathersfi'd Ctr 
Adams .... 
Ashland .... 
Amherst (a) . 

(b) . 

(c) . 
Andover . . . 
Blue Hill (sum't) 



4C 



Coontj and State. 



n 



H 



St. John, N. B 
Hancock, Me 
Waldo . . , 
Oxford . • . 
Washington. 

44 
(4 

Somerset 
Franklin 
Kennebec . 
Androscoggi 
Somerset • 
Penobscot . 
Washington 
Cumberland 
Washington 
Belknap, N 
Coos . . 

44 

Merrimack 
Grafton . 

44 
44 

44 

• 

Belknap . 
Hillsboro 

i4 
44 
44 

Rockingham 
Carroll . 
Hillsboro 
Grafton . 
Coos . . 
Cheshire 
Belknap 
Coos . . 
Carroll . 
Windham, 



Chittenden 

Orange . 

Addison. 

Franklin 

Windsor 

Addison 

Essex . . 

Washingto 

Windham 

Orange . 

Windham 

Windsor 

Berkshire, Mass 

Middlesex 

Hampshire 



44 



44 



Essex . 
Norfolk 



Vt 



Lat. N. 



45° 17' 

44 28 

44 25 

44 25 

45 11 
44 40 
44 55 
44 35 
44 42 
44 05 

44 06 

45 08 
44 54 
44 22 

43 40 

44 32 

43 30 

44 26 
44 27 
43 13 
43 35 
43 42 

43 42 

44 19 

43 35 
42 59 
42 59 
42 49 
42 46 
42 50 

44 02 

42 48 

43 47 

44 40 
43 04 

43 36 

44 34 

43 35 
42 51 

42 51 

44 29 
44 00 

43 57 

44 56 

43 30 

42 48 

44 27 
44 10 

43 09 
43 52 

42 47 

43 25 
42 43 
42 15 
42 22 
42 20 
42 23 
42 39 
42 13 



Long. W. 



66° 


31' 


68 


13 


69 


00 


70 


45 


67 


15 


67 


27 


66 


54 


69 


35 


70 


06 


70 


05 


70 


10 


69 


45 


68 


40 


67 


52 


70 


16 


67 


38 


71 


35 


71 


15 


71 


14 


71 


30 


72 


01 


72 


17 


72 


17 


71 


46 


71 


34 


71 


28 


71 


28 


71 


31 


71 


29 


71 


08 


71 


10 


71 


30 


71 


47 


71 


35 


72 


21 


71 


34 


71 


20 


71 


15 


72 


33 


72 


33 


73 


15 


72 


32 


73 


12 


72 


40 


72 


21 


72 


50 


71 


41 


72 


44 


72 


35 


72 


24 


72 


32 


72 


31 


73 


12 


71 


28 


72 


31 


72 


30 


72 


31 


71 


06 


71 


07 



ElevatioD. 



140 

50 

178 

120 
100 
53 
90 
600 
500* 
185* 
1000* 
129 
16* 
99 
22 

1040* 
1100* 
283* 
850 
603 
502 
1032 

225 
247 

125 

575 

500 
870* 
1128 

1016 

335 
160* 
220* 
1300* 



665 
1250* 
1210 

871 

500 

310 

1800 

214 
267 
250 
260 
300 
640 



Obbsbybb. 



Gilbert Murdoch, C. E. 

Joseph Wood. 

L. H. Murch. 

C. C. Lovejoy. 

Dr. D. E. Seymour. 

F. W. Kingsley. 

U. S. Weather Bureau. 

H. M. Mansfield. 

J. M. S. Hunter. 

Prof. S. N. Taylor. 

Union Water Power Co. 

V. P. Hall. 

Prof. C. M. Fernald. 

George L. Upton. 

U. S. Weather Bureau. 

C. Hopkins. 

Winnepissiogee Lake Co. 

Owen F. Cole. 

Q. A. Bridges. 

Hon. W. L. Foster. 

E. G. Smith. 

Dartmouth College Observat'y. 

N. H. Agr. Exp't Station. 

Charles Nurse. 

Winnepissiogee Lake Co. 

William Little. 

U. S. Weather Bureau. 

Nashua Manufacturing Co. 

Jackson Co. 

W. C. Gale. 

J. L. Binford. 

Pennichuck Water Works. 

Miss Helen M. Clark. 

N. B. Waters. 

E. A. Kriowlton. 

Winnepissiogee Lake Co. 

A. A. Higgins. 

Winnepissiogee Lake Co. 

W. H.Childs. 

H. B. Chamberlain. 

W. B. Gates. 

H. L. Bixby. 

C. H. Lane. 

J. H. Mears. 

E. A. English. 
J. W. Hatch. 

H. A. Cutting, Ph. D. 
U. S. Weather Bureau. 
Vermont Academy. 
H. F. J. Scribner. 

A. Whithed. 

B. H. AUbee. 

F. W. Green. 
Boston Water Works. 
Miss S. C. Snell. 

Mass. Agr. Exp't Station. 
Hatch Experiment Station. 
A. B. Wiggin. 
Blue Hill Observatory. 
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LIST OF STATIONS AND OBSERVERS. 



No. 
105 


Station. 


County and State. 


Lat 


. N. 


Long. W. 


Elevation. 


Obsbrtbb. 


Blue Hill (bas 


e). Norfolk, Mass. 


42^ 


13' 


7V 


07' 


200 


Blue Hill Observatory. 


174 


'' '' (valk 


-y) 




42 


14 


71 


07 


50 


44 44 44 


106 


Boston (a) . 


. . Suffolk . . . 




42 


21 


71 


04 


124 


U. S. Weather Bureau. 


107 


'' (6) . 


. • ... 




42 


20 


71 


05 


7 


Boston Water Works. 


108 


Cambridge (a 


) . Middlesex . 




42 


23 


71 


08 


74 


Harvard College Observatory. 


109 


*' {b 


) • 




42 


23 


71 


06 


8 


E. C. Brooks, C. E. 


110 


Chestnut HUl 


4i 
. . . . 




42 


20 


71 


12 


124 


Boston Water Works. 


111 


Chicopee . . 


. . Hampden . . 




42 


12 


72 


35 


S6 


F. H. Norton. 


112 


Clinton . . . 


. . Worcester . 




42 


25 


71 


41 


297 


Geo. W . Weeks. 
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Concord . . 


. . Middlesex . 




42 


27 


71 


22 


139 


F'red A. Tower. 


114 


Cotuit. . . . 


. . Barnstable . 




41 


37 


70 


26 


60* 


Gen. J. H. Reed. 


116 


Deerfield . • 


. . Franklin . . 




42 


30 


72 


37 


175* 


James Chi Ids. 


117 


Dudley . . . 


. . Worcester . 




42 


02 


71 


58 


750 


Nichols Academy. 


193 


Egg Rock,NaL 


lant Essex .... 




42 


26 


70 


54 


72 


G. L. Lyon. 


119 


Fiskdale . . 


. . Worcester . 




42 


05 


72 


09 


1150* 


0. B. Truesdell. 


120 


Fitchburg (a) 


. * . . 




42 


36 


71 


50 


700* 


Dr. J. Fisher. 


121 


(b) 


. . . * 




42 


35 


71 


47 


550* 


Dr. A. P. Mason. 
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Florida (a) . 


. . Berkshire . . 




42 


40 


73 


02 


1328 


Nelson Dupuy. 


188 


'' (6) . 


. . . . 




42 


42 


73 


02 


2160 


J. E. Baker. 


122 


Framinghara 


. . Middlesex . 




42 


17 


71 


27 


160 


Boston Water Works. 


123 


Gilbertville . 


. . Worcester . 




42 


17 


72 


13 


560 


Dr. W. E. Brown. 


124 


Groton (a) . 


. . Middlesex . 




42 


36 


71 


34 


333 


Chas. Wool ley. 


125 


- (6) . 


■ . . . 




42 


36 


71 


34 


. . 


Groton School. 


189 


Hoosac Tunne 


1 . Berkshire . . 




42 


41 


73 


00 


760 


A. J. Newman. 


178 


Kendal Green 


. . Middlesex . 




42 


22 


71 


20 


135 


Cambridge Water Works. 


127 


Lake Cochitua 


te " 




42 


17 


71 


25 


140 


Boston Water Works. 


128 


Lawrence . . 


. . Essex .... 




42 


42 


71 


13 


51* 


Essex Company. 


129 


I^icester . . . 


. . Worcester . 




42 


15 


71 


55 


1058* 


Leicester Academy. 


130 


Leominster . . 


> . . . 




42 


30 


71 


49 


500* 


W. B. Hosmer. 


131 


Long Plain . 


. . Bristol . . . 




41 


44 


70 


55 


55 


New Bedford Water Works. 


133 


Lowell (6) . , 


, . Middlesex . 




42 


39 


71 


20 


100* 


Prop's Locks and Canals. 


136 


'' (c) . . 


1 . . • 




42 


39 


71 


20 


97 


4k 44 .4 (4 


176 


'' (d) . . 


1 . . . 




42 


39 


71 


20 


84 


F. E. Saunders. 


134 


Ludlow . . . . 


. . Uami>den . . 




42 


12 


72 


29 


381 


M. W. Graves. 


135 


Lynn 


. Essex .... 




42 


28 


70 


56 


40 


John C. Haskell. 


183 


Mansfield . . . 


. • Bristol . . . 




42 


01 


71 


15 


168 


W. C. Winter. 


138 


Medford . . , 


. Middlesex . 




42 


25 


71 


07 


7 


R. M. Gow. 


139 


Middleboro' . . 


. Plymouth . . 




41 


53 


70 


55 


. . 


Middleboro' Water Works. 


UO 


Milton . . . . 


. Norfolk . . . 




42 


15 


71 


06 


100 


Rev. A. K. Teele. 


194 


Monroe . . . . 


. Berkshire . . 




42 


43 


72 


59 


1860 


Wm. H. Allen. 


141 


Monson . . . . 


. Hampden . . 




42 


05 


72 


20 


420 


Dr. G. E. Fuller. 


142 


Mt. Nonotnek . 


. Hampshire . 




42 


15 


72 


40 


880 


Wm. Street. 


143 


Mystic Lake . 


. Middlesex . 




42 


26 


71 


09 


12 


Boston Water Works. 


144 


'' Pump. St 


A. '' 




42 


25 


71 


08 


10 


44 4. .4 


178 


Nahant . . . . 


. JiiSsex .... 




42 


26 


70 


54 


90 


Dr. W. D. Hodges. 


146 


Nantucket . . 


. Nantucket . 




41 


14 


70 


07 


14 


U. S. Weather Bureau. 


147 New Bedford ( 


a) Bristol . . . 




41 


39 


70 


56 


88 


T. R. Rodman. 


148 


(( (( f 


b) " ... 




41 


39 


70 


56 


48 


New Bedford Water Works. 


149 


Newburyport ( 


a) Essex .... 




42 


49 


70 


51 


73 


F.V.Pike. 


150 


( 


b) ''.... 




42 


49 


70 


51 


12* 


Newburvport Water Co. 


152 


Northampton . 


. . Hampshire . 




42 


19 


72 


38 


125 


J. M. Clark. 


153 


Plymouth . . . 


, . Plymouth . . 




41 


57 


70 


40 


40* 


Miss L. B. Knapp. 


154 


Princeton . . . 


, . Worcester . 




42 


25 


71 


55 


1125 


Mrs. E. M. West. 


155 


Provincetown , 


, . Barnstable . 




42 


03 


70 


11 


15 


John R. Smith. 


156 


Randolph . . . 


. . NorfolK . . . 




42 


10 


71 


03 


170 


Mrs. I. D. Page. 


179 


Robert's Dam 


. . Middlesex . 




42 


21 


71 


20 


90 


Cambridge Water Woiks. 


159 


Salem .... 


. . Essex .... 




42 


31 


70 


54 


46 


A. A. Smith. 


190 


Savoy . . . . 


. . Berkshire . . 




42 


41 


73 


02 


2400 


M. C. Cain. 


160 


South Hinghai 


Q . Plymouth . . 




42 


13 


70 


53 


63 


H. W . Cushing. 
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LIST OF STATIONS AND OBSERVERS 



1 



No. 

161 

162 

191 

163 

164 

165 

184 

181 

166 

168 

169 

170 

171 

185 

201 

202 

210 

211 

203 

204 

205 

206 

207 

208 

212 

221 

222 

247 

223 

224 

225 

249 

237 

226 

227 

228 

241 

229 

250 

246 

230 

248 

238 

231 

232 

233 

234 

235 

245 

251 

252 

253 

254 

255 

258 

256 

257 



Station. 



Springfield . . . 
Swampscott (a). 

(6). 
Taunton (a) 

- (6) 

'' (c) 

Wakefield. . 
Waltham . . 
Wellesley . . 
Westboro' . . 
Williamstown 
Winchester . 
Worcester . 
Block Island 
Bristol . . . 
Kingston (a) 

" (6) 

Lonsdale . . 
Newport . . 
Olne^'ville . 
Pawtucket . 
Providence (a) . 

(6) . 

(c) . 
Canton . . . 
Colchester . 
Falls Village 
Hartford (a) 

'' (6) 
Lake Konomoc 
Lebanon . . 
Mansfield . . 
Middletown . 
New Hartford 
New Haven . 
Newington . 
New London 
N. Gros'nr Dale 
North Woodstock 
Shelton ..... 
South Manchester 
Stevenson . . . 
Thompson . . . 
Uncasville . . . 
Voluntown . . . 
Wallingford. . . 
Waterbury . . . 
WestSimsbury . 

Albany 

Boyd's Corners . 

Carmel 

New York (a) . 
" " (b) . 
Poughkeepsie . . 
Setauket .... 
S. E. Reservoir . 



County and State. 



Hampden, Mass. 
Essex . 

Bristol 

(( 

a 

Middlesex 

• 

Norfolk . . 
Worcester 
Berkshire . 
Middlesex 
Worcester 
Newport, R. I. 
Bristol . . 
Washington 

Providence 
Newport . 
Providence 

• 

Hartford, Conn. 
New London 
Litchfield . . 
Hartford . . 

New London 

Tolland . . 
Middlesex 
Litchfield . 
New Haven 
Hartford . 
New London 
Windham . 

44 

• 

Fairfield . 
Hartford . 
New Haven 

44 44 

New London 

44 44 

New Haven 

44 44 

Hartford . 
Albany, N. Y. 
Putnam . 

44 

New York 

44 44 

Dutchess 
Suffolk . 
Putnam . 



Lat. N. 



42° 06' 

42 27 

42 27 

41 54 

41 54 

41 54 

41 54 

42 30 
42 22 
42 17 
42 16 
42 43 
42 27 
42 16 
41 10 
41 40 
41 29 
41 29 
41 55 
41 32 
41 48 
41 54 
41 50 
41 50 
41 50 
41 50 
41 33 
41 55 
41 45 
41 45 
41 26 
41 38 
41 48 
41 33 
41 50 
41 17 
41 42 
41 22 



41 


54 


42 


00 


41 


19 


41 


41 


41 


23 


41 


57 


41 


27 


41 


36 


41 


26 


41 


31 


41 


52 


42 


39 


41 


29 


41 


26 


40 


46 


40 


43 



Long. W. 



41 41 

40 58 

41 23 



72° 35' 

70 58 

70 58 

71 05 
71 06 
71 06 
71 06 
71 04 
71 17 



Elevation. 



Observer. 



71 16 

71 31 

71 32 

71 24 

71 13 

71 29 

71 23 

71 25 

71 25 

71 25 

72 55 

72 20 

73 20 
72 41 
72 42 
72 10 
72 15 
72 10 

72 39 

73 01 
72 57 
72 48 
72 09 

71 54 

72 03 

73 08 

72 29 

73 12 

71 51 

72 05 

71 50 

72 50 

73 05 

72 54 

73 45 
73 43 
73 40 

73 58 

74 00 
73 55 
73 05 
73 38 



204 

• • 

20 
41 
40* 
14 
40 
107 
40 



53 

250 

166 

116 

75 

25 

56 

74 

70 

165 

900» 

370» 

600* 

145 
185 

jp46 

70 

410 

107 

. . 

47 

375 

'35* 

. . 

58 
600 

75 
260 
133 
450 
200* 

83 
546 
510 

97 
185 

40* 
300 



71 


20 


. 


71 


38 


. . 


73 


13 


690 


71 


08 


90* 


71 


46 


• • 


71 


35 


27 



National Armory. 

H. Richardson. 

W. K. Lewis. 

Dr. E. U. Jones. 

A. F. Sprague. 

Taunton Water Works. 

C. H. Wilmarth. 

S. W. Abbott. 

Boston Manufacturing Co. 

Prof. Sarah F. Whiting. 

G. S. Newcomb. 

Williams College Observatory, 

L. R. Symmes. 

Worcester Academ3\ 

U. S. Weather Bureau. 

N. G. Herreshoff. 

Nathaniel Helme. 

R. I. Agr. Exp't Station. 

G. W. Pratt. 

Thomas Dunn. 

C. H. Cannon. 
J. H. Walker. 

City Engineer's Oflice. 

D. W. Hoyt. 
Winslow Upton. 
G. J. Case. 
Samuel P. Willard. 
M. H. Deau. 

R. Maston. 

Prof. Samuel Hart, D.D. 

New London Water Works. 

J. H. Tucker. 

Storr School Exp't Station. 

H. D. A. Ward. 

R. R. Smith. 

U. S. Weather Bureau. 

T. A. Kirkham. 

U. S. Weather Bureau. 

Grosvenor Dale Co. 

L. H. Healey. 

Derby Gas Co. 

K. B. Loomis. 

H. R. Stevens. 

Miss E. D. Larned. 

W. H. Rathbone. 

Rev. E. Dewhurst. 

Mrs. B. F. Harrison. 

N. J. Welton. 

S. T. Stock well. 

U. S. Weather Bureau. 

Thomas Manning. 



44 



44 



Dr. D. Draper. 

U. S. Weather Bureau. 

Vassar College Observatory. 

S. B. Strong. 

Thomas Manning. 
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ANNALS OF HARVARD COLLEGE OBSERVATORY. 



TABLE XV. 
SUMMARY OF OBSERVATIONS FOR YEAR 1891. 



No. 



1 
2 

3 

14 

4 

5 

8 

10 

11 

12 

15 

34 

37 

39 

58 

59 

42 

43 

45 

57 

47 

49 

51 

52 

54 

71 

73 

74 

88 

77 

78 

82 

83 

85 

89 

101 

102 

177 

180 

104 

105 

174 

106 

108 

109 

110 

182 

114 

116 

117 

120 

121 

122 

123 



Station. 



H 



Vt 



St. John, N. B. 

Bar Harbor, Me 

Belfast .... 

Calais .... 

Eastport . . . 

Fairfield . . . 

Lewiston . . . 

Orono 

Petit Men an . 

Portland . . . 

West Jonesport 

Berlin Mills, N. 

Concord . . . 

Hanover (a) . 
- (6) . 

Littleton . . . 

Manchester (6) 
(c) 

Nashua . . . 

Newton . . . 

North Conway 

Plymouth . . 

Stratford . . 

Walpole . . . 

West Milan . 

Brattleboro' (a) 

Burlington . 

Chelsea . . . 

Hartland . . 

Jacksonville 

Lunenburgh 

North field. . 

Strafford . . 

Vernon . . . 

Weathersfield Ctr. 

Amherst (a), Mass 
(b) . 
(c). 

Andover . . . 

Blue Hill (sum't) 
(base) 
(valley) 

Boston (a) . . 

Cambridge (a) 
(6) 

Chestnut Hill 

Concord . . 

Cotuit .... 

Deerfield . . 

Dudley . . . 

Fitchburg (a) 
{b) 

Framingham 

Gilbertville . 



4( 



(( 



(( 



(( 



U 



(( 



Temperature. 



Mean 
Daily 

Range. 



1 

o 

12.3 
16.3 

• • 

17.8 
12.7 
22.7 
19.3 

18.4 

• • 

14.7 

• • 

25.2 
18.7 
18.5 
24.3 

19.5 
19.6 
22.1 
20.8 
24.4 
24.6 
24.7 
21.6 
26.6 
22.2 
17.7 



25.4 
16.7 
20.4 



18.3 

20.V 
23.0 
17.6 
16.4 
17.4 
20.1 
14.8 
16.1 
17.6 
20.0 
20.9 
14.1 

. a 

18.7 

1*9 .7 
22.2 
22.4 



est. 



2 

o 

78 
90 
87 
89 
79 
93 
93 
93 
74 
95 
82 
90 
96 
91 
96 
89 
95 
96 
98 
97 
95 
96 
94 
92 
90 
96 
94 
81 
88 
90 
95 
91 
88 
95 
88 
91 
93 
92 
94 
93 
93 
94 
96 
93 
94 
96 
96 
93 
97 
94 
93 
96 
96 
98 



Lowest. 

3~ 

o 

— 7 

— 7 

— 8 

— 8 

— 8 
—25 
—19 
—17 

— 5 

— 4 

— 3 
—27 

— 9 
—16 
—19 
—17 
—10 

— 7 

— 5 

— 7 
—16 
—12 
—22 
—12 
—30 

— 8 

— 4 
—17 
—13 
—18 
—15 
—17 
—14 
—10 
—12 

— 5 

— 6 

— 6 

— 3 

— 1 
1 
1 
2 
1 
1 

1 
6 

— 7 

— 3 

— 4 

— 4 

— 1 

— 2 



HeA5. 



Absolute 
Range. 



4 

o 

85 

97 

95 

97 

87 

118 

112 

110 

79 

99 

85 

117 

105 

107 

115 

106 

105 

103 

103 

104 

111 

108 

116 

104 

120 

104 

98 

98 

101 

108 

110 

108 

102 

105 

100 

96 

99 

98 

97 

94 

92 

93 

94 

92 

93 

96 

95 

87 

104 

97 

97 

100 

97 

100 



Max. 

and 
Min^ 

5 

o 

42.4 
45.4 

44.4 
42.8 
44.2 
44.5 
44.4 

45.8 

41.3 
46.8 
44.5 
45.0 

49.6 
47.7 
48.3 
46.7 
44.3 
43.7 
45.6 
45.0 
41.7 
47.8 
47.6 



44.4 
46.1 
42.6 



44.6 

47.8 
49.1 
48.1 
47.9 
49.2 
48.9 
50.4 
48.5 
49.6 
50.4 
47.8 
49.0 

• • 

49.4 

48.0 
49.3 
47.4 



Tri. 
Daily. 



6 

o 

42.2 
44.1 



44.9 
44.5 
43.0 

43.1 



44.7 
44.4 
42.2 

49.6 

48.4 



47.1 
45.7 
40.2 

43.5 

45.8 

45.5 
46.8 

49.0 
47.7 
49.7 
47.4 
47.3 



47.0 
48.5 
47.6 



Prkcipitatioji. 



Rain 

and 

Snow. 



7 
in. 

53.17 
46.11 



36.44 
38.13 
47.72 
47.46 

43.28 

38.47 
38.36 
32.38 
32.70 
38.29 
38.92 
34.34 
39.17 

45.87 
43.21 
31.24 
40.83 
37.37 
47.44 
29.12 
37.46 
43.73 
53.68 
30.61 
31.11 
38.12 
39.14 

47.71 
42.58 
46.80 
43.15 
50.27 
50.78 
49.46 
39.70 
42.76 
50.63 
49.63 
39.97 
51.35 

36.52 
45.58 
43.59 
49.21 
45.82 



Un- 

melted 
Snow. 



8 

m. 

71 
53 

58 
92 
49 
50 
70 
82 
. . 
49 

• • 

87 
67 
61 
50 
66 
67 
62 
70 
50 
87 
69 
52 
66 
79 

• • 

64 
84 
59 
81 
67 
57 
106 
81 

• • 

49 
60 
54 



48 

. . 
45 

• • 

36 
55 
17 

• • 

29 
79 
75 

. . 
67 



Raint Days. 



ToUl. Monthly 
'Average. 



128 
127 



142 

119 
137 
135 



120 
105 
101 

84 
126 
130 
128 
115 

96 
106 
113 

91 
110 
127 
. . 
131 
147 
127 
146 
116 
153 

96 

79 



108 
112 
117 
127 



130 
108 
121 
116 
131 
110 
. . 
97 
128 
114 
119 
108 



10 

11 
11 



12 
10 
11 
11 



143 I 12 



10 

9 

8 

7 

10 

11 

11 

10 

8 

9 

9 

8 

9 

11 

. . 

11 

12 

11 

12 

10 

13 

8 

7 



9 
9 

10 
11 



11 
9 

10 

10 

11 

9 

• • 

8 
11 
10 
10 

9 
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SUMMARY OF OBSERVATIONS FOR YEAR 1891. 



No. 



Station. 



124 
178 
127 
128 
129 
181 
183 
136 
176 
184 
185 
183 
189 
140 
141 
146 
147 
148 
149 
152 
158 
155 
161 
168 
165 
184 
181 
169 
201 
202 
210 
211 
205 
207 
208 
212 
221 
222 
287 
226 
228 
229 
250 
281 
288 
285 
251 
252 
258 
254 
255 
258 
256 



(I 



(( 



(C 



i( 



Groton . . . 
Kendal Green 
Lake Cochitnate 
Lawrence . 
Leicester . 
Long Plain 
Lowell (b) 

(c) 

(d) 
Ludlow . . 
Lynn . . . 
Mansfield . 
Middleboro* 
Milton . . 
Monson . 
Nantucket 
New Bedford (a) 
" '' (6) 
Newburj'port 
Northampton 
Plymouth . . 
Provincetown 
Springfield . 
Taunton (a) 

(c) 
(d) 

Wakefield . 

Westboro* . . 

Block Island, R 

Bristol. . . . 

Kingston (a) 

" (&) 

Olneyville . 
Providence (a) 

Canton, Conn. 
Colchester . . 
Mansfield . . . 
Middletown . . 
New Haven . . 
New London . 
North Grosvenor Dale 
Thompson . . 
Voluntown . . 
Waterbury . . 
Albany, N. Y. 
Boyd's Comer. 
Carmel .... 
New York (a) 
'' '' (b) 
Poughkeepsie . 
Setauket . . . 



(( 



4( 



Temperature. 



18.8 
13.4 
25.8 
21.5 
20.1 
11.9 
18.3 
19.5 
21.1 
21.9 
15.5 

21.1 
20.1 
23.2 
10.6 
16.1 
17.2 
18.2 
17.6 

13.7 
16.9 
19.6 
21.9 
21.5 
20.5 
20.4 
10.6 
18.2 
17.9 
17.6 
15.0 
16.8 
20.2 
17.1 
20.2 
19.3 
19.0 
18.8 
16.6 
14.5 
15.8 
11.4 
20.1 
20.2 
17.1 

21 .1 

• • 

14.7 
23.5 
14.6 



2 

o 



94 
96 
97 
100 
90 
96 
92 
95 
98 
94 
89 
97 
93 
94 
95 
84 
90 
94 
96 
98 
94 
92 
97 
97 
96 
99 
96 
99 
85 
88 
94 
92 
94 
98 
98 
96 
97 
93 
92 
96 
98 
92 
99 
89 
94 
98 
95 
98 
97 
98 
94 
99 
98 



3 

o 



- 3 


- 5 
. 2 
■ 4 

3 
. 2 

- 4 

- 3 
' 7 



3 


- 8 
10 

4 
4 


6 
8 

5 
4 
2 

. 2 

. 2 
9 
5 
5 
1 
6 
6 
2 
4 

. 5 
4 

5 
8 
7 
5 

. 1 
4 


. 5 
5 
1 

14 
9 

- 7 
12 



4 

o 



97 
96 

102 

102 
94 
93 
94 
99 

101 

101 
89 
97 
90 
94 

103 
74 
86 
90 
96 
98 
88 
84 
97 
92 
92 
97 
98 

101 
76 
88 
89 
91 
88 
92 
96 
92 

102 
89 
92 
91 
90 
85 
94 
90 
90 
98 

100 
93 
96 
84 
85 

106 
81 



5 

o 



49.0 
50.1 
49.9 
49.6 
47.5 
50.2 
48.8 
47.8 
49.8 
46.4 
46.8 

48.1 
48.3 
48.0 
49.5 
48.8 
50.1 
49.4 
50.1 

50.0 
50.7 
51.4 
49.8 
49.6 
49.8 
50.8 
50.0 
50.5 
49.4 
49.7 
52.6 
52.1 
50.6 
50.2 
49.8 
49.9 
48.2 
50.3 
50.4 
50.2 
51.1 
48.4 
48.9 
49.2 
49.4 

50.2 
. . 
53.8 
49.1 
52.3 



6 

o 



49 



49 
48 
51 



49 



50 
48 
51 



47 
49 



51 

47 
49 



51 
58 







8 
8 







2 
9 



4 
2 



6 
8 



51.4 



Precipitation. 



7 
in. 

41.02 
46.40 
46.46 
39.98 
40.74 
57.19 
42.52 



46.32 
45.01 
52.32 
45.79 
48.58 
45.78 
34.83 
47.88 
46.80 
41.78 

46.20 
42.06 
47.00 

50.07 
48.73 
44.62 
41.28 
36.68 
42.28 
49.95 
49.84 

53.19 
52.81 
55.98 
50.98 

51.61 
58.79 
44.69 
48.78 
48.69 

55.24 
48.60 
41.68 
48,09 
46.84 
89.55 
41.44 
87.68 
47.35 



8 

in. 

82 
55 

• • 

58 

. • 
13 



58 
• . 
85 
22 
47 



17 
13 

59 



20 
62 



26 
54 
62 
88 
20 
21 
25 
• . 
31 
27 
29 
55 
. • 
48 
28 
22 
28 



21 
85 

• • 
57 
50 
17 

20 

. • 
10 



Raimy Days. 



125 
93 
119 
106 
94 
126 
123 

• • 

80 
132 
120 
141 
122 
118 
117 
126 

99 
151 
135 

• . 
115 
105 
115 

188 
114 
96 
125 
126 
182 
117 
105 

124 

131 

127 

87 

126 
121 
128 
154 
107 

• . 
Ill 
124 
162 
111 
118 
120 
147 
111 
110 



10 



10 
8 

10 
9 
8 

10 

10 

• • 

7 

11 
10 
12 
10 

9 

10 
10 

8 
18 
11 
. . 
10 

9 
10 

• • 
12 
10 

8 
10 
10 
11 
10 

9 

. • 
10 
11 
11 

7 

• • 
10 
10 
11 
18 

9 

• • 
9 

10 

14 

9 

9 

10 

12 

9 

9 
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APPENDIX TO TABLE XV. 
STATIONS REPORTING PRECIPITATION ONLY. 
[Total Precipitation and Unmelted Snow in Year 1891.] 



No. 


Station. p^^^j, 


Snow- 
fall. 


No. 

1 


Station. 








, Total 
1 Precip. 


Sdow- 
£aU. 


32 


Belmont, 


N. H 36.04 




179 ' 


Robert's Dam, Mass 


47.42 


29 


40 


Lake Village, 


a 






. . 35.02 




159 ; 


Salem, " 








42.90 


56 


44 


Mine Falls, 


fc( 






• 


32.41 




160 ' 


So. Hingham, ^^ 








51.69 


40 


48 


PeDDiehack St'i 


1, " . 






1 • 


30.87 




166 


Waltham, " 








47.18 


• • 


53 


Weir's Bridge, 


(( 






. . 34.86 




171 1 


Winchester, " 






. . 45.85 


42 


55 


Wolfboro*, 


(C 






. . 35.52 




20:5 


Lonsdale, R. I. . 






. . 1 dO.*7t5 


38 


75 


Cornwall, 


Vt. . 






1 


50 


206 


Pawtacket, *' 






. . 1 48.17 


33 


187 


Ashland, 


Mass. . 






. . 49.93 




247 


Falls Village, Conn. 






. . 1 37.94 


43 


107 


Boston (6) 


;( 






. . 45.12 




224 


Hartford (6), '' 






. . 52.39 


38 


112 


Clinton, 


(( 






. . 40.00 




225 


Lake Konomoc, '• 






. . 54.16 


. . 


119 


Fiskdale, 


a 






. . 42.47 




249 


Lebanon, " 






. ! 53.88 1 


24 


130 


Leominster, 


a 






. . 44.84 


64 


227 


New Hartford, *' 








52.62 


55 


138 


Medford, 


(( 






. . ' 42.95 




240 


So. Manchester, '* 








48.97 


* . 


142 


Mt. Nonotuck, 


u 






. . 1 47.88 


43 


238 


Stevenson, " 








48.58 ' 


. • 


143 


Mystic Lake, 


(( 






. . 48.92 




234 


Wallingfoi-d, 








52.87 , 


21 


1 144 


Mystic Pmp'gSta., '' . 






. . 46.45 




245 


West Simsbury, '* 








45.72 


45 


|l56 


Randolph, 


1 






. . 49.33 


44 


257 


S. E. Reservoir, N. Y. . 






48.17 


. • 



TABLE XVI. 
MONTHLY MEAN PRESSURE AND RELATIVE HUMIDITY FOR 1891. 



No. 
1 


Station. 


January. 


February. 


March. 


Apbi 


L. 

Rel. 
Hum. 


Mai 


• 


June. 1 


Pressure. 


Rel. 
Hum. 


Pressure. 


Rel. 
Hum. 


Pressure. 


Rel. 

Hum, 


Pressure. 


Pressure. 


Rel. 
Hum. 


1 
Pressure. 


Rel. 
Hum. 


St. John, N. B. . 


29.94 


95 


29.99 


95 


30.07 


91 


29.87 


85 


29.96 


84 


29.88 


84 


4 


Eastport, Me. . . 


29.96 


74 


30.00 


76 


30.08 


72 


29.89 


72 


29.97 


74 


29.89 


77 


12 Portland . . . 1 


29.99 


81 


30.03 


4 i 


30.11 


68 


29.91 


69 


29.99 


75 


29.91 


77 


43 


Manchester(c),N.H. 


30.01 


79 


30.05 


lb 


30.13 


63 


29.94 


60 


30.01 


57 


29.94 


68 


45 


Nashua 


29.99 


81 


30.04 


11 


30.11 


69 


29.92 


63 


29.98 


62 


29.92 


69 


71 


Brattleboro(a), Vt. 


29.97 


85 


30.02 


85 


30.11 


78 


29.96 


75 


30.08 


75 


29.92 


79 


82 


Northfield .... 


30.05 


79 


30.05 


76 


30.15 


76 


29.95 


68 


30.01 


71 


29.95 


79 


177 


Amherst (c), Mass. 


29.96 


72 


30.04 


69 


30.10 


64 


29.92 


60 


29.98 


59 


29.92 


65 


104 


Blue Hill 


29.99 


82 


30.04 


80 


30.10 


71 


29.93 


68 


30.00 


69 


29.92 


74 


106 


Boston (a) .... 


30.01 


82 


30.07 


80 


30.13 


73 


29.96 


75 


30.02 


70 


29.94 


71 


182 


Concord 


30.01 


86 


30.04 


82 


30.11 


77 


29.94 


74 


30.00 


77 


29.94 


83 


129 


Leicester 


30.02 


. . 


30.06 


• • 


30.12 


. . 


29.94 


, • • 


29.96 


. . 


29.97 


. . 


176 


Lowell (cO .... 


29.98 


88 


30.02 


87 


30.03 


86 


29.90 


74 


29.97 


69 


29.93 


73 


146 


Nantucket(6) . . 


30.01 


85 


30.08 


81 


30.09 


80 


29.98 


74 


30.03 


77 


29.94 


84 


149 


Newbury port (a) . 


29.99 


73 


30.04 


71 


30.11 


66 


29.93 


64 


30.00 


67 


29.93 


73 


161 


Springfield .... 


30.01 


76 


30.08 


77 


30.10 


68 


29.94 


57 


29.99 


56 


29.93 


66 


163 


Taunton (a) . . . 


29.98 


. . 


30.03 


. . 


30.08 


. . 


29.92 


. . 


29.98 


• . 


29.90 


. • 


201 


Block Island, R. I. 


30.02 


83 


30.09 


82 


30.12 


82 


29.99 


80 


30.04 


89 


29.96 


90 


207 


Providence .... 


29.96 


79 


30.02 


78 


30.07 


70 


29.93 


66 


29.99 


69 


29.92 


70 


237 


Mansfield, Conn. . 


30.02 


. * 


30.08 


• • 


30.11 


. . 


29.96 


. . 


30.02 


. . 


29.95 


. • 


228 


New Haven . . . 


30.03 


78 


30.08 


79 


30.11 


74 


29.98 


66 


30.03 


68 


29.95 


75 


229 


New London . . . 


30.01 


77 


30.07 


77 


30.10 


68 


29.97 


QS 


30.02 


75 


29.94 


77 


251 


Albany, N. Y. . . 


30.06 


78 


30.08 


82 


30.15 


79 


29.99 


72 


30.03 


66 


29.95 


74 


254 


New York (a) . . 


30.02 


61 


30.06 


66 


30.08 


60 


29.98 


69 


30.03 


72 


29.97 


68 


255 


NewYork(6) . . 


30.04 


81 


30.04 


77 


30.10 


73 


30.00 


69 


30.03 


68 


29.96 


73 


256 


Setauket 


30.05 


. • 


30.11 


. . 


30.13 


• • 


30.00 


. . 


30.07 


. . 


30.00 


• . 




Mean 


30.00 


80 


30.05 


79 


30.10 


73 


29.95 


69 


30.01 


70 


29.94 


75 
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The changes of pressure due to the unperiodic passage of our frequent cy- 
clones and anticyclones are much more emphatic than those due to the change of 
seasons, every month being characterized by variations above and below the mean of 
decidedly greater value than the mean annual variation. Moreover, in so moderate 
an area as ours, each month has as a rule its maximum and minimum pressures 
on a single date, or at most on two dates, at the time of passage of some dominating 
cyclone or anticyclone. In the same way, the absolute maxima and minima of 
pressure for the year are frequently the product of the master cyclone and anti- 
cyclone, respectively. The former occurred in 1891 on January 12, and the latter 
on November 19, at all our stations where the barometer is recorded. This agree- 
ment in the date of the lowest pressure is somewhat unusual, for in other years, 
severjil dates have competed for this distinction ; but in 1891, the cyclone that 
came to us from the Gulf of Mexico on January 12, increasing in energy on the 
way, gave not only the lowest pressure of the year, but for many stations, the 
lowest pressure on record. 



MONTHLY MEAN PRESSURE AND RELATIVE HUMIDITY FOR 1891. 



No. 


July. 1 


AUGUS 

Pressure. 


.T. 

Rel. 
Hum. 


Septem 
Pressure. 


BER. 

Rel. 
Hum. 

88 


October. 


November. 


December. 


Year. 1 


Pressure. | 


Rel. 
Hum. 


Pressure. 


Rel. 
Hum. 


Pressure. 


Rel. 
Hum. 


Pressure. 


Rel. 
Hum. 

87 


Pressure. 


Rel. 
Hum. 


1 


29.99 


89 


29.98 


87 


30.08 


29.98 


90 


30.10 


! 88 


29.99 


29.98 


88 


4 


29.98 


83 


29.98 


81 


30.08 


83 


29.99 


77 


30.10 


72 


30.01 


72 


29.99 


76 


12 


29.98 


81 


29.97 


81 


30.10 


82 


30.02 


78 


30.13 


73 


30.06 


72 


30.02 


76 


43 


30.00 


70 


30.00 


76 


30.14 


77 


30.05 


73 


30.16 


71 


30.10 


68 


30.04 


68 


46 


29.98 


70 


29.97 


76 


30.11 


76 


30.02 


74 


30.13 


72 


30.08 


69 


30.02 


72 


71 


29.98 


82 


29.96 


84 


30.11 


86 


30.05 


85 


30.14 


84 


30.09 


86 


30.03 


82 


82 


29.98 


78 


29.99 


83 


30.14 


84 


30.07 


82 


30.16 


75 


30.10 


73 


30.05 


80 


177 


29.99 


66 


29.96 


70 


30.12 


72 


30.03 


66 


30.12 


69 


30.08 


69 


30.02 


67 


104 


30.00 


81 


29.98 


82 


30.12 


86 


30.02 


79 


30.14 


75 


30.09 


68 


30.03 


76 


106 


30.02 


72 


30.01 


78 


30.15 


78 


30.05 


75 


30.17 


70 


30.11 


67 


30.05 


74 


182 


30.03 


82 


30.02 


85 


30.14 


89 


30.03 


89 


30.16 


81 


30.11 


77 


30.04 


82 


129 


29.98 


. . 


29.96 


. . 


30.12 


. . 


29.96 


• • 


30.13 


« • 


30.12 


. . 


30.03 


. • 


176 


29.98 


76 


29.96 


85 


30.08 


87 


29.98 


86 


30.12 


75 


30.08 


72 


30.00 


80 


146 


30.04 


87 


30.02 


84 


30.15 


82 


30.02 


79 


30.16 


76 


30.14 


79 


30.06 


81 


149 


30.01 


77 


29.99 


80 


30.13 


81 


30.03 


75 


30.14 


70 


30.08 


67 


30.03 


72 


161 


30.00 


70 


29.99 


74 


30.13 


76 


30.05 


68 


30.14 


68 


30.12 


68 


30.04 


69 


163 


29.99 


. . 


29.97 


. . 


30.11 


• « 


• • 


. . 


30.13 


• • 


30.08 


. . 


• • 


• . 


201 


30.04 


90 


30.02 


89 


30.16 


88 


30.04 


82 


30.17 


83 


30.15 


80 


30.07 


85 


207 


30.01 


76 


29.99 


79 


30.12 


79 


30.01 


77 


30.12 


72 


30.08 


68 


30.02 


74 


237 


30.02 


. . 


29.99 


. . 


30.14 


• • 


30.04 


. * 


30.15 


• • 


30.13 


• • 


30.05 


• . 


228 


30.01 


77 


29.99 


81 


30.13 


82 


30.05 


78 


30.16 


74 


30.14 


73 


30.06 


75 


229 


30.02 


82 


30.00 


83 


30.14 


83 


30.04 


76 


30.16 


77 


30.14 


74 


30.05 


76 


251 


30.00 


76 


29.99 


79 


30.14 


80 


30.08 


80 


30.16 


76 


30.14 


82 


30.06 


77 


254 


30.05 


73 


30.03 


75 


30.18 


73 


30.08 


64 


30.17 


63 


30.16 


59 


30.07 


67 


255 


30.02 


75 


30.00 


81 


30.15 


80 


30.07 


75 


30.17 


75 


30.17 


74 


30.06 


75 


256 


30.07 


. * 


30.05 


• • 


30.19 


. . 


30.09 


. . 


30.20 


. . 


30.19 


• . 


30.10 


• • 


M 


30.01 


78 


29.99 


81 


30.13 


81 


30.03 


78 


30.14 


74 


30.10 


73 


30.04 


76 
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TABLE XVIL 



MAXLMUM PRESSURE AND DATE FOR 1891. 



No. 


Station. 


January. 


February. 


March. 


Apr] 


L. 


May. 


June. 1 


















1 










Highest. 


Date. 
16 


Highest. 


Date. 

1 15 


Highest. 


Date. 
20 


Highest. 


Date 
10 


Highest. 


' Date. 


Highest. 


Date. 

1 

: 10 


4 


£astpoi*t, Me. ... 


30.67 


30.57 


30.53 


30.51 


30.50 


20 


30.14 


12 


Portland 


30.65 


16 


30.67 ! 15 


30.53 


2 


30.55 


10 


30.44 


' 20 


30.16 


6 


43 


Manchester, N. H. . 


30.64 


16 


30.69 . 15 


30.57 


2 


30.57 


; 10 


30.45 


■ 20 


30.22 


6 


45 


Nashua 


30.66 


16 


30.71 15 


30.61 


2 


30.61 


i 10 


30.44 


20 


30.20 


6 


82 


Northfield, Vt. . . . 


30.69 


16 


30.70 15 


30.64 


2 


30.56 


10 


30.39 


' 20 


30.23 


6 


177 


Amherst, Mass. . . 


80.62 


16 


30.70 , 15 


30.57 


2 


30.56 


10 


30.44 


20 


30.22 


6 


104 


Blue Hill 


30.62 


16 


30.72 


15 


30.56 


2 


30.58 


10 


30.49 


20 


30.21 


6 


lOG 


Boston 


30.61 


16 


30.73 


15 


30.57 


2 


30.59 


10 


30.48 


' 20 


30.23 


6 


182 


Concord 


30.59 


16 


30.63 


15 


30.51 


2 


30.56 


10 


30.47 


20 


30.20 


6 


176 


Lowell 


30.60 


17 


30.65 


15 


30.55 


2 


30.56 


10 


30.43 


, 20 


30.22 


6 


146 


Nantucket 


30.54 


16 


30.70 15 


30.49 


2 


30.60 


10 


30.54 


20 


30.22 


6 


149 


Newbaryport .... 


30.65 


16 


30.72 15 


30.57 


2 


30.58 


10 


30.47 


, 20 


30.21 


6 


163 


Taunton 


30.59 


16 


30.73 15 


30.53 


2 


30.57 


10 


30.48 


20 


30.19 


6 


201 


Block Island, R. I. 


30.56 


16 


30.74 


15 


30.55 


2 


30.60 


10 


30.56 


20 


30.24 


6 


207 


Providence 


30.57 


16 


30.68 


15 


30.53 


2 


30.56 


10 


30.48 


20 


30.20 


6 


237 


Mansfield, Conn. . . 


30.62 


16 


30.71 


15 


30.61 


2 


30.58 


10 


30.46 


20 


30.24 


6 


228 


New Haven .... 


30.57 


16 


30.72 


15 


30.58 


2 


30.58 


10 


30.47 


20 


30.22 


6 


229 


New London .... 


30.56 


16 


30.73 


15 


30.56 


2 


30.57 


10 


30.48 


20 


30.22 


6 


251 


Albany, N. Y. ... 


30.63 


16 


30.74 


15 


30.56 


1 


30.55 


10 


30.41 


20 


30.27 


6 


254 


New York (a) ... 


30.51 


16 


30.70 


15 


30.56 


2 


30.58 


10 


30.48 


20 


30.23 


6 


255 


New York (6) ... 


30.52 


9 


30.72 


15 


30.50 


2 


30.56 


10 


30.45 


20 


30.22 


5 


256 


Setauket 


30.56 


16 


30.75 


15 


30.58 


2 


30.61 


10 


30.51 


20 


30.26 


6 



TABLE XVIII. 

MINIMUM PRESSURE AND DATE FOR 1891. 



No. 



4 
12 
43 
45 
82 
177 
104 
106 
182 
176 
146 
149 
163 
201 
207 
237 
228 
229 
251 
254 
255 
256 



Station. 



Eastport, Me. . . . 

Portland 

Manchester, N. H. . 

Nashua 

Northfield, Vt. . . . 

Amherst 

Blue Hill 

Boston 

Concord 

Lowell 

Nantucket 

Newburj'port .... 

Taunton 

Block Island, R. I. 

Providence 

Mansfield, Conn. . . 
New Haven . . . . • 
New London .... 
Albany, N. Y. . . . 
New York (a) ... 
New York (6) ... 
Setauket 



January. 



Lowest. 



28.91 
28.68 
28.71 
28.72 
28.78 
28.69 
28.75 
28.77 
28.79 
28.79 
29.00 
28.73 
28.83 
28.95 
28.81 
28.86 
28.92 
28.92 
28.84 
28.92 
29.02 
28.98 



Date. 



12 
12 
12 
12 
12 
12 
12 
12 
12 
12 
12 
12 
12 
12 
12 
12 
12 
12 
12 
12 
12 
12 



February. 



Lowest. 



29.07 
29.24 
29.33 
29.26 
29.38 
29.32 
29.26 
29.35 
29.34 
29.28 
29.26 
29.26 
29.30 
29.30 
29.28 
29.40 
29.33 
29.32 
29.42 
29.33 
29.42 
29.42 



Date. 



3 

3 

3 

3 

25 

3 

3 

3 

3 

3 

26 

3 

26 

26 

3 

26 

26 

26 

25 

3 

26 

26 



March. 



Lowest. 



Date. 



29.42 
29.37 
29.36 
29.36 
29.28 
29.36 
29.39 
29.40 
29.42 
29.40 
29.49 
29.36 
29.41 
29.48 
29.40 
29.41 
29.43 
29.44 
29.36 
29.40 
29.53 
29.47 



14 
13 
13 
13 
13 
18 
13 
13 
13 
13 
13 
13 
13 
13 
13 
13 
13 
13 
13 
13 
13 
13 



April. 



Lowest. Date. 



29.22 
29.16 
29.10 
29.99 
29.37 
29.14 
28.88 
28.97 
29.11 
29.16 
29.13 
28.91 
28.91 
29.10 
28.89 
29.14 
29.25 
29.10 
29.11 
29.34 
29.39 
29.33 



3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 



May. 



Lowest. I Date. 



29.60 
29.68 
26.70 
29.62 
29.68 
29.65 
29.61 
29.69 
29.71 
29.63 
29.66 
29.64 
29.70 
29.68 
29.57 
29.67 
29.68 
29.66 
29.74 
29.65 
29.74 
29.72 



17 
16 
16 



16 



1, 
1 



16 



June. 



Lowest. 



29.57 
29.64 
29.70 
29.67 
29.73 
29.73 
29.68 
29.70 
29.72 
29.52 
29.69 
29.67 
29.64 
29.74 
29.68 
29.71 
29.73 
29.74 
29.73 
29.74 
29.74 
29.79 



Date, 



28 
16 
16 
23 
23 
28 
28 
28 
28 
24 
28 
16 
28 
28 
28 
28 
22 
28 
22 
22 
22 
28 
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MAXIMUM PRESSURE AND DATE FOR 1891. 



No. 


July. 


August. 


September. 


October. 


November. 


December. 




Year. 




Highest. 


Date. 


Highest. 


Date. 


Highest. 


Date. 
30 


Highest. 


Date. 


Highest. 


Date. 


Highest. 


Date. 


Highest. 


Date 


). 


4 


30.38 


22 


30.26 


30 


30.36 


30.65 


12 


30.71 


19 


30.47 


20 


30.71 


Nov. 


19 


12 


30.39 


22 


30.27 


26 


30.40 


30 


30.72 


12 


30.74 


19 


30.49 


20 


30.74 


Nov. 


19 


43 


30.40 


22 


30.29 


26 


30.42 


30 


30.71 


12 


30.78 


19 


30.51 


31 


30.78 


Nov. 


19 


45 


30.40 


22 


30.27 


26 


30.47 


30 


30.75 


12 


30.80 


19 


30.48 


18 


30.80 


Nov. 


19 


82 


30.37 


22 


30.29 


26 


30.48 


30 


30.74 


12 


30.74 


19 


30.64 


31 


30.74 


Nov. 


19 


177 


30.37 


22 


30.27 


26 


30.45 


30 


30.67 


12 


30.74 


19 


30.55 


31 


30.74 


Nov. 


19 


104 


30.38 


22 


30.28 


26 


30.44 


30 


30.61 


12 


30.82 


19 


30.49 


18 


30.82 


Nov. 


19 


106 


30.40 


22 


30.30 


26 


30.42 


30 


30.65 


12 


30.81 


19 


30.47 


18,31 


30.81 


Nov. 


19 


182 


30.40 


22 


30.29 


26 


30.39 


30 


30.60 


12 


30.79 


19 


30.50 


31 


30.79 


Nov. 


19 


176 


30.46 


23 


30.31 


26 


30.35 


11 


30.66 


12 


30.77 


19 


30.47 


18, 31 


30.77 


Nov. 


19 


146 


30.38 


22 


30.29 


30 


30.39 


10 


30.51 


1 


30.80 


19 


30.53 


20 


30.80 


Nov. 


19 


149 


30.42 


22 


30.30 


26 


30.47 


30 


30.69 


12 


30.81 


19 


30.48 


20 


30.81 


Nov. 


19 


163 


30.35 


22 


30.26 


26 


30.39 


30 


. • 


. . 


30.78 


19 


30.48 


31 


30.78 


Nov. 


19 


201 


30.40 


22 


30.27 


26 


30.40 


11 


30.52 


12 


30.82 


19 


30.52 


31 


30.82 


Nov. 


19 


207 


30.38 


22 


30.29 


26 


30.43 


30 


30.58 


12 


30.78 


19 


30.47 


18 


30.78 


Nov. 


19 


237 


30.39 


22 


30.26 


26 


30.44 


30 


30.61 


12 


30.89 


19 


30.56 


31 


30.89 


Nov. 


19 


228 


30.37 


22 


30.25 


26 


30.38 


11 


30.51 


1 


30.81 


19 


30.57 


31 


30.81 


Nov. 


19 


229 


30.38 


22 


30.25 


26 


30.39 


11 


30.55 


12 


30.81 


19 


30.53 


31 


30.81 


Nov. 


19 


251 


30.38 


22 


30.29 


26 


30.42 


30 


30.72 


12 


30.78 


19 


30.65 


31 


30.78 


Nov. 


19 


254 


30.40 


22 


30.29 


26 


30.45 


30 


30.62 


12 


30.83 


19 


30.61 


31 


30.83 


Nov. 


19 


255 


30.36 


22 


30.24 


26 


30.40 


10 


30.53 


12 


30.80 


19 


30.59 


31 


30.80 


Nov. 


19 


256 


30.41 


22 


30.30 


26 


30.46 


11 


30.56 

1 


12 


30.82 


19 


30.62 


31 


30.82 


Nov. 


19" 



MINIMUM PRESSURE AND DATE FOR 1891. 



No. 

4 


July. 


August. 


Septe> 


IBER. 

Date. 


October. 


November. 


December. 


Year. 1 


Lowest. 


Date. 


Lowest. 


Date. 


Lowest. 


Lowest. 

29.27 


Date. 


Lowest. 


Date. 


Lowest. 


Date. 


Lowest. 


Dat€ 


1. 


29.54 


8 


29.60 


29.58 


7 


23 


29.27 


27 


29.12 


16 


28.91 


Jan. 


12 


12 


29.65 


8 


29.63 




29.69 


7 


29.53 


24 


29.40 


24 


29.23 


16 


28.68 


Jan. 


12 


43 


29.72 


8 


29.68 




29.78 


7 


29.63 


27 


29.40 


23 


29.29 


16 


28.71 


Jan. 


12 


45 


29.65 


8 


29.65 


•i 


29.70 


14 


29.59 


27 


29.27 


23 


29.26 


16 


28.72 


Jan. 


12 


82 


29.68 


4 


29.66 


21 


29.82 


7 


29.66 


21 


29.26 


23 


29.33 


16 


28.78 


Jan. 


12 


177 


29.63 


8 


29.66 


21 


29.72 


7 


29.56 


5 


29.18 


23 


29.33 


16 


28.69 


Jan. 


12 


104 


29.61 


8 


29.69 


2 


29.66 


7 


29.50 


23 


29.29 


23 


29.27 


16 


28.75 


Jan. 


12 


106 


29.73 


8 


29.71 




29.79 


14 


29.61 


8 


29.48 


23 


29.29 


16 


28.77 


Jan. 


12 


182 


29.72 


8 


29.71 




29.77 


7 


29.60 


8 


29.47 


23, 24 


29.29 


16 


28.79 


Jan. 


12 


176 


29.63 


8 


29.70 


2 


29.72 


7 


29.56 


31 


29.26 


23 


29.30 


16 


28.79 


Jan. 


12 


146 


29.74 


8 


29.74 


2 


29.78 


7 


29.40 


23 


29.53 


23 


29.39 


16 


29.00 


Jan. 


12 


149 


29.62 


8 


29.68 


1 


29.71 


7 


29.53 


23 


29.34 


24 


29.28 


16 


28.73 


Jan. 


12 


163 


29.68 


8 


29.68 


2 


29.64 


7 


• • 


. . 


29.39 


23 


29.28 


18 


28.83 


Jan. 


12 


201 


29.77 


80 


29.72 


2 


29.83 


14 


29.58 


23 


29.44 


23 


29.38 


16 


28.95 


Jan. 


12 


207 


29.63 


8 


29.69 


2 


29.64 


7 


29.53 


23 


29.33 


23 


29.26 


16 


28.81 


Jan. 


12 


237 


29.76 


4 


29.70 


2 


29.73 


7 


29.60 


5 


29.33 


23 


29.32 


16 


28.86 


Jan. 


12 


228 


29.73 


30 


29.70 


2 


29.84 


14 


29.63 


5 


29.31 


23 


29.38 


16 


28.92 


Jan. 


12 


229 


29.76 


4 


29.70 


2 


29.82 


14 


29.61 


5 


29.37 


23 


29.36 


16 


28.92 


Jan. 


12 


251 


29.70 


4 


29.65 


21 


29.85 


13 


29.66 


5 


29.18 


23 


29.46 


16 


28.84 


Jan. 


12 


254 


29.72 


8 


29.71 


2 


29.82 


7 


29.62 


27 


29.31 


23 


29.45 


16 


28.92 


Jan. 


12 


255 


29.75 


7 


29.72 


2 


29.87 


7 


29.66 


5 


29.30 


23 


29.45 


16 


29.02 


Jan. 


12 


256 


29.80 


30 


29.75 


2 


29.81 


7 


29.68 


5 


29.30 


24 

1 


29.46 


16 


28.98 


Jan. 


12 
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TABLE XIX. 



MONTHLY TEMPERATURE NORMALS AND DEPARTURES FOR IH91. 



l^«. 


Statioh. 


No. 

of 

Yean. 


Jamuart. 1 


February. 


March. 


April. 1 


Mat. 


No. 


Mean. , 


Dep. 


Mean. Dep. 


Mean. 


Dep. 


Mean. 


Dep. 


Mean. Dep 

1 


1 


St. John, 


N.B. 


31 


18.3 


-1-4.2 


20.8 


4-1.4 


27.4 


-hl.l 


37.6 


4-1.0 


47.2 


4-0.3 


3 Belfast, 


Me. 


32 


19.1 


-1-3.5 


22.1 4-0.4 


29.9 


—0.3 


41.2 


4-1.5 


52.1 


—1.6 


4 Eastport, 


(( 


19 


20.3 


-h3.9 


22.2 4-0.6 


28.6 


4-0.4 


38.4 


-hl.2 


47.4 


4-0.2 


10 Orono, 


4( 


23 


15.8 


-h5.4 


19.0 


4-3.1 


27.3 


4-1.6 


40.1 


4-1.2 


52.5 


1.3 


12 Portland, 


(( 


20 


22.8 


-hl.l 


25.6 


—0.3 


31.7 


—1.3 


43.3 


4-0.3 


24.1 


—4.3 


37' Concord, 


N.H. 


23 


21.7 


-f-2.6 


23.7 


4-2.3 


30.7 — 0.7| 


44.7 


4-1.5 


57.1 


—1.9 


39 Hanover (a), 


(( 


21 


16.7 


-1-4.5 


18.9 


4-4.8 


26.9 


4-1.7 


41.3 


-h4.2 


55.6 


—2.6 


78 Lunenburg, 


Vt. 


40 


15.5 


+ 6.7 


17.2 


4-5.9 


25.5 


4-3.4 


38.0 


4-5.0 


52.8 


-hl.8 


83 Straflford, 


ti 


17 


16.6 


4-5.6 


19.0 


4-3.4 


26.3 


4-1.2 


41.4 


4-3.0 


56.4 


—2.6 


101 


Amherst (a), 


Mass. 


54 


23.6 -1-5.0 1 


24.9 


4-4.3 


32.7 


-hO.7 


45.3 


4-3.2 


56.9 


—1.2 


106 


Boston (a), 


(i 


21 


26.7 


-1-4.4 


28.2 


4-3.8 


32.2 


4-1.4 


44.2 


4-3.8 


56.2 


—0.4 


108 


Cambridge (a), 


i( 


69 


25.0 


-1-3.0 


26.2 


4-2.9 


33.8 —1.5 


44.3 


4-3.3 


56.1 


—1.5 


120 


Fitchburg (a), 


(( 


35 


22.6 


+ 4.0 


24.3 


4-3.2 


30.4 —0.2 


42.6 


4-3.5 


55.5 


4-0.1 


147 


New Bedford (a) 


(( 

1 


79 


28.3 


-1-2.8 


29.0 


4-3.8 


34.9 —1.1 


44.5 


4-1.8 


54.6 


—1.4 


149 


Newburyport (a] 


1, " 


13 


25.5 


-1-3.5 


27.1 


4-3.7 


32.3 \ +0.6 


44.3 


4-3.2 


55.2 


-1.0 


161 


SpringCeld, 


(( 


24 


25.0 


-1-4.3 


26.1 


4-4.3 


32.8 1 4-1.4 


46.4 


4-4.0 


59.3 


—0.4 


201 


Block Island, 


R.I. 


11 


31.6 


-1-3.3 


32.0 


4-2.9 


34.5 4-0.7 


43.7 


-hl.2 


52.3 


—0.4 


207 Providence (a), 


(( 


60 


27.1 


-1-4.9 


27.9 


4-5.7 


34.4 


4-0.2 


45.5 


4-4.6 


56.3 


4-1.1 


226 Middletown, 


Conn. 


33 


25.2 


4-3.8 


27.0 


4-4.5 


33.3 


4-1.0 


45.6 


4-3.3 


57.1 


—0.7 


228 New Haven, 


(( 


105 


26.8 


4-4.0 


28.3 


4-4.0 


35.8 


—0.7 


46.8 


4-1.8 


57.3 !— 1.3| 


229 New London, 


(C 


21 


29.0 


4-2.8 


29.9 


4-2.5 


35.3 


4-0.3 


45.8 


4-1.8 


56.4, 1.7 1 


231 


Thompson, 


(( 


30 


21.4 


4-3.7 


25.8 


4-3.8 


31.1 


—0.1 


44.2 


4-1.2 


56.7 


—3.31 


235 


Waterbury, 


cc 


16 


25.4 


4-1.8 


27.6 


4-3.4 


33.2 


0.0 


46.4 


4-0.7 


57.8 —1.3 


251 


Albany, 


N.Y. 


18 


23.3 


4-1.5 


25.1 


4-3.1 


31.8 i 4-0.7 


45.8 


4-2.8 


59.3 2.1 


254 


New York (a) , 


C( 


20 


29.4 


+4.4 


30.9 


-1-5.6 


36.0 


—0.2 


48.1 


4-1.6 


60.5 1 —2.7 




Mean for New England. 




23.2 


4-3.8 


25.1 


4-3.3 


31.5 


4-0.4 


43.5 


4-2.5 


55.2 


-.2 




Mean for Maine. 






19.5 


4-3.5 


22.2 


4-1.0 


29.4 


4-0.1 


40.8 


4-1.0 


51.5; 1.81 




Mean for Massachusetts. 




25.2 


4-3.9 


26.5 


4-3.7 


32.7 4-1.3 


44.5 


4-0.2 


56.3 , — 0.8| 




Mean for Connecticut. 




25.6 


4-3.2 


27.7 


4-8.6 


33.7 


4-0.1 


45.8 


4-1.8 


57.1 


1.7 



Notes. — (4) Eastport: January, February, March, October and November, mean for 18 years 
(83) Straflford: January and Febiniary, mean for 16 years. 
(120) Fitchburg (a) : January, mean for 34 years. 
(147) New Bedford (a) : October to December, mean for 80 years. 
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MONTHLY TEMPERATURE NORMALS AND DEPARTURES FOR 1891. 



No. 


JUNB. 


July. 


August. 


September. 


OCTOBKR. 


November. 


December. 1 Year. 1 


Mean. 


Dep. 


Mean. Dep. 

1 


Mean. 


Dep. 


Mean. 
55.4 


Dep. 


Mean. 


Dep. 


Mean. 


Dep. 


Mean. Dep. 


Mean. Dep. 1 


1 


55.1 


-hO.9 


60.6 


—2.1 


60.3 


+ 1.4 


+ 2.2 


45.8 


1.1 


35.2 


+ 1.9 


1 
1 

22.9 + 8.7 


40.6 


+ 1.7 


3 


61.2 


2.2 


66.3, 3.1 


64.9 


—1.1 


57.4 


+ 3.3 


46.9 


—1.0 


36.1 


+ 0.9 


24.2 i+ 8.0 


43.4 


+0.7 


4 


55.2 


—0.1 


60.3 —2.5 


60.5 


+ 0.5 


55.8 


+ 2.6 


46.8 


—0.6 


36.3 


+ 2.1 


25.6 


+ 7.4 


41.4 


+ 1.3 


10 


62.4 


+0.3 


67.4 2.2 


65.5 


+ 0.8 


57.5 


+ 3.2 


45.8 


—0.2 


34.0 


+ 2.9 


21.6 


+ 10.0 


42.4 


+ 2.1 


12 


63.5 


—2.2 


68.6 


—3.6 


67.0 


—1.0 


60.2 


+ 2.6 


49.3 


—1.9 


38.2 —0.2 


27.9 


+ 7.6 


46.0 


—0.3 


37 


65.4 


—1.8 


70.5 —4.1 


68.2 


—0.6 


60.5 


+ 3.0 


49.1 


1.8 


37.6 —1.0 


26.5 


+ 8.2 


46.3 +0.5| 


39 


65.0 


— 1.5 


69.8 


2.6 


66.2 


1.6 


57.6 


+ 3.4 


45.8 


0.6 


32.9 


0.0 


21.3 + 8.2 


43.1 


+ 1.5 


78 


64.1 


+ 1.7 


68.1 —0.3 


65.4 


+ 1.4 


56.6 


+ 7.1 


44.7 


+ 2.0 


31.3! + 5.1 


19.4 +11.6 


41.6 


+4.3 


83 


65.5 


—0.9 


69.0 ' 3.3 


67.6 


+ 2.0 


59.4 


+ 3.7 


46.6 


0.0 


34.2 


+0.2 


22.1 + 9.1 


43.7 


+ 1.8 


101 


66.1 


+ 1.5 


70.5 


—4.1 


68.2 


+ 0.3 


60.2 


+ 3.5 


48.7 


+2.7 


3g.3 


0.0 


27.1 


+ 9.8 


46.9 


+ 2.1 


106 


65.6 


—0.6 


71.0, 2.0 


69.1 


+ 0.9 


62.4 


+ 4.3 


51.6 


0.0 


40.4 +1.0 


31.0 + 9.4 


48.2 +2.2| 


108 


66.6 


—2.2 


71.7'— 4.3 


69.5 


—0.3 


61.8 


+ 2.8 


50.2 


—1.4 


39.2 —0.6 


29.3 + 8.0 


47.8 


+0.7 


120 


65.6 


—0.3 


70.2 2.6 


67.7 


+0.9 


59.7 


-1-3.9 


48.0 


—0.6 


36.6 +0.1 


29.1 


+ 6.5 


46.0 


+ 1.5 


147 


64.0 


—1.4 


69.5 3.9 


68.3 


+ 1.2 


59.3 


+ 5.3 


52.0 


—2.3 


41.8 —0.9 


32.0 


+ 7.1 


48.2 


+0.9 


149 


64.8 


—0.5 


69.0 


1.9 


67.1 


+ 1.2 


60.7 


+ 3.4 


49.5 


—0.3 


39.6 -fO.l 


30.4 


+ 7.5 


47.1 


+ 1.6 


161 


68.6 


+0.3 


73.2 3.6 


70.5 


+ 1.6 


63.0 


+ 3.7 


50.7 


—0.4 


38.7 +1.1 


28.4 


+ 9.7 


48.5 


+ 2.1 


201 


62.1 


—1.1 


68.0 —3.0 


68.0 


+ 1.2 


63.6 


+ 2.1 


54.0 


—0.9 


45.3 


1.9 


36.6 


+ 5.1 


49.3 


+0.8 


207 


66.0 


+ 1.5 


71.5 


—1.1 


69.5 


+ 2.6 


62.1 


+4.0 


51.2 


+0.1 


40.4 


+ 1.2 


30.3 


+ 10.5 


48.5 


+ 2.9 


226 


66.1 


—0.1 


70.5 


3.5 


68.6 


+ 1.4 


61.3 


+3.5 


50.1 


—0.8 


39.4 +0.1 1 


28.8 


+ 9.1 


47.8 


+ 1.8 


228 


67.0 


«0.8 


71.7 


—4.1 


70.2 


+ 0.4 


62.7 


+ 3.7 


51.4 


—0.6 


40.5 


+0.3 


30.8 


+ 8.4 


49.1 


+ 1.2 


229 


65.5 


—1.1 


70.8 


—4.2 


69.7 


+ 0.9 


63.4 


+3.0 


53.1 


—1.7 


42.0 —0.8 


32.9 


+ 6.7 


49.5 


+0.7 


231 


65.6 


—3.8 


69.8 


—4.6 


67.3 


+ 0.9 


60.8 


+ 3.8 


50.1 


—2.5 


38.6 —0.7 


27.7 


+ 8.9 


46.6 


+0.6 


235 


67.4 


—0.1 


71.7 


—3.8 


69.5 


+ 0.4 


62.9 


+3.1 


51.8 


—2.7 


40.0 3.0 


29.4 


+ 5.6 


48.6 


+0.3 


251 


68.4 


—0.1 


72.3 


—3.2 


70.5 


+ 0.7 


63.0 


+ 4.4 


51.0 


—0.8 


39.3 —0.5 


28.8 


+ 8.2 


48.2 


+ 1.2 


254 


70.4 


+ 1.0 


75.1 


—2.7 


72.9 


+ 2.5 


65.8 


+ 5.8 


54.8 


—0.1 


42.5 


+ 1.8 


32.9 


+ 9.3 


51.6 


+ 2.2 


M 


64.7 


0.7 


69.5 


—3.1 


67.6 


+0.6 


60.4 


+ 3.6 


49.4 


—0.7 


38.2 


+0.3 


27.8 


+ 8.3 


46.4 


+ 1.4 


M' 


60.6 


1.0 


65.6 


—2.8 


64.5 


0.8 


57.7 


+ 2.9 


47.2 


0.9 


36.2 


+ 1.4 


24.8 


+ 8.0 


43.3 


+ 1.0 


M" 


64.5 


—0.5 


70.7 


3.2 


68.6 


-1-0.8 


61.0 


+3.8 


50.1 


—0.3 


39.2 


+0.1 


29.6 


+ 8.3 


47.5 


+ 1.6 


M"' 


66.3 


—1.2 


70.9 


—4.0 


69.1 


+ 0.8 


62.2 


+ 3.4 


51.3 


—1.7 


40.1 


—0.8 


29.9 


+ 7.7 


48.3 


+0.9 



(149) Newburjport (a) : January to May, mean for 12 years. 
(161) Springfield : December, mean for 25 years. 
(201) Block Island: September to December, mean for 12 years. 

(231) Thompson: February, March, April, May, mean for 35 years; June 37 years ; July, August, 
September, 38 years. 
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ANNALS OF HARVARD COLLEGE OBSERVATORY. 



TABLE XX. 
MONTHLY PRECIPITATION NORMALS AND DEPARTURES FOR 1891, 



1 




No. 


January. February. 1 


March. 


April. 1 


May. 1 


No. Statiok . 




01 


1 








1 








Years. 


Mean. Dep. Mean. 


Dep. 
+ 0.36 


Mean. Dep. 


Mean. 


Dep. 
—0.79 


Mean. 


Dep. 


1 


St. John, 


N.B. 


31 


5.03 +3.43 


4.90 


4.88 


—1.721 


3.34 


4.33 


—1.72 


4 Eastport, 


Me. 


19 


4.13 4-1.37 


4.07 —0.94 


4.88 — 2.13| 


3.26 


—1.89 


4.09 


—2.45 


8 LewiBton, 


(C 


17 


4.26 14-3.84 


4.41 —0.52 


4.84 


+ 2.19 


3.33 


—0.44 


3.37 


—0.77 


10 Orono, 


(i 


23 


4.16 4-3.50 


4.11 —1.18 


4.30 


+0.90 


2.90 


+0.36 


3.53 


—0.72 


12 Portland, 


(( 


20 


3.74 4-3.98 


3.67 +0.64 


3.55 


+ 1.93 


2.96 


—1.07 


3.26 


+0.21 


37 Concord, 


N.H. 


85 


3.22 4-2.49 


2.74 +0.80 


3.16 


+ 1.03 


2.86 


—0.45 


3.16 


—0.82 


39 Hanover, 


4( 


• • 


2.90 '4-1.62 


2.28 


+0.12 


2.48 


—0.16 


1.96 


+0.25 


8.09 


—1.19 


78 Lunenburg, 


Vt. 


40 


3.01 '4-0.74 


2.87 


—0.92 


3.25 


—1.09 


2.67 


—0.49 


3.55 


—0.08 


83 Strafford, 


ii 


17 


3.57 4-2.53 


3.09 +0.21 


3.50 


—0.30 


2.34 


+0.06 


3.33 


—0.23 


101 Amherst, 


Mass. 


56 


3.42 4-4.75 


3.18 1+0.89 


3.44 


—0.30 


3.14 


+0.43 


3.86 


—2.05 


106 Boston, (a). 


a 


21 


4.36 4-0.03 


3.58 +0.08 


4.27 


—0.33 


3.51 


—1.80 


3.49 


—1.93 


108 Cambridge, (a), 


(4 


50 


4.16 -fl.93 


3.56 +1.00 


3.88 


+ 1 .02 


3.64 


—1.20 


3.62 


—1.52 


110' Chestnut Hill, 


^i 


19 


4.46 4-2.52 


3.72 1 + 1.57 


4.28 


+ 1.35 


3.68 


—0.70 


3.41 —1.361 


114 Cotuit, 


(4 


12 


4.07 '4-3.43 


4.10 +1.65 


3.62 !+0.04 


3.20 


—0.55 


3.52 


— O.90 


122 Framingham, 


ii 


17 


4.30 -1-2.72 


4.00 +1.12 


4.70+1.93 


3.32 


+0.44 


3.12 


—0.95 


127 Lake Cochituate, 


44 

1 


40 


3.88 4-2.79 


3.62 +1.40 


4.24 . + 1.25 


3.98 —0.36 


3.87 


—2.20 


133 Lowell {b)y 


44 


37 


4.16 +2.89 


3.62 +1.21 


4.29 ' + 1.71 


3.72 —0.16 


3.60 


—1.31 


134 Ludlow, 


44 


16 


4.01 4-3.86 


3.65 +1.05 


4.02 1.03 


2.64 +0.23 


3.13 


—1.58 


135 Lynn, 


44 


19 


4.25 4-2.17 


3.87 +1.25 


4.58 '—0.07 


3.54 —1.09 


3.28 


—0.99 


143 Mystic Lake, 


44 


16 


4.27 4-1.99 


3.95 +1.03 


4.49 1 + 1.70 


3.27 +0.23 


3.27 


—0.72 


147 


New Bedford (a 


), " 


78 


3.95 4-4.41 


3.83 1 + 3.17 


4.24+1.57 


3.95 —1.17 


3.99 


—1.55 


149 


Newbury port (a), *' 


13 


5.20 4-1.66 


4.52 , + 0.3l 


4.26 "+0.25 


3.02 


—0.92 


3.76 


—1.37 


161 


Springfield, 


44 


44 


3.54 ' + 4.32 


3.52 +0.81 


3.70 —0.10 


3.26 —0.71 


4.08 


—1.90 


166 


Waltham, 


44 


67 


3.21 +2.50 


2.74 +2.09 


3.55 +2.41 


3.72 —0.58 


3.60 


—1.67 


201 Block Island, 


R.I. 


11 


4.30 —0.05 


4.88 —0.91 


3.89 1.47 


2.89 —1.70 


3.73 —2.32 


203 


Lonsdale, 


44 


12 


4.91 +2.70 


5.01 +1.07 


3.93 +1.85 


3.02 +0.74 


3.90 —1.81 


207 


Providence, 


44 


60 


4.00 +4.14 


3.65 1 + 2.35 


4.05 +1.50 


3.68 1—0.10 


3.62 —1.33 
4.32 —2.29 


221 


Canton, 


Conn. 


30 


3.88 +5.41 


3.86 +0.60 


4.19 1+0.91 


3.36 


+ 0.55 


224 


Hartford, 


44 


20 


4.46 


+ 4.80 


3.92 +1.18 


3.93 +1.53 


3.15 


+ 1.00 


3.30 —1.31 


226 


Middletown, 


44 


33 


4.37 +4.87 


4.06 +2.03 


4.64 +1.32 


3.24 


+0.66 


3.66 —2.04 


228 


New Haven, 


4C 


19 


4.34 


+ 2.43 


4.30 +1.58 


4.74 —1.06 


3.78 


—1.43 


3.46 —1.54 


229 


New London, 


44 


21 


4.44 


+ 1.92 


4.11 +2.35 


4.85 —0.86 


3.80 


—0.68 


3.47 —2.05 


234 


Wallingford, 


44 


33 


4 60 


+ 4.55 


4.31 +2.42 


4.75 +0.30 


3.69 


+0.18 


4.42 —2.08 


251 


Albany, 


N.Y. 


18 


3.01 


+ 3 11 


2.64 +1.50 


2.93 +0.19 


2.61 


—0.34 


2.96 —1.27 


252 


'Boyd's Corner, 


44 


25 


4.02 


+ 5.74 


3.97 i+2.03 


3.96 —0.60 


3.45 


+0.32 


3.64 —2.28 


254 


New York (a). 


4i 


20 


3.58 


+ 2.54 


3.73 


+ 0.39 


3.82 —0.21 


3.18 


—0.80 


2.84 


—0.39 




Mean for New England. 




4.05 


+ 2.90 


3.78 


+ 0.92 


4.09 +0 56 


3.26 


—0.39 


3.59 


—1.40 




Mean for Maine. 






4.07 


+ 3.15 


4.06 


—0.50 


4.39 i+0.72 


3.11 


—0.76 


3.56 —0.93 




Mean for Massachusetts. 




4.08 


+2.80 


3.70 


+ 1.24 


4.10 +0.76 


3.44 


—0.53 


3.57 —1.47 




Mean for Connecticut. 




4.35 


+4.00 


4.11 


+ 1.69 


4.52 


+ 0.36 


3.50 


+0.05 


3.77 


—1.88 



Notes. — (4) Eastport: January, Februar}', March, October, November, mean for 18 years. 
(37) Concord : June and August, mean for 36 3'ears; September to December, 34 years. 
(39) Hanover: January, mean for 43 years; Februar}- to April, 45 years; May to July, 48 years; 

August, 44 years ; September to December, 21 years. 
(83) Strafford : January and February, mean for 16 years. 
(101) Amherst (a) : August to December, mean for 57 years. 
(108) Cambridge (a) : October to December, mean for 51 years. 
(114) Cotuit : January to May, mean for 11 years. 



NEW ENGLAND METEOROLOGICAL SOCIETY. 1891. 



195 



MONTHLY PRECIPITATION NORMALS AND DEPARTURES FOR 1891. 



June. 


July. 


August. 


September. 


October. 


November. 1 December. 1 Year. 1 


Mean 

8.44 


Dep. 


Mean 


Dep. 


Mean 


Dep. 


Mean 


Dep. 


Mean 


Dep. 


Mean 
5.54 


Dep. 


Mean Dep. 


Total 


Dep. 


—0.24 


3.91 


—0.59 


3.80 


+ 1.61 


3.97 


+ 1.17 


4.82, + 1.99 


1.80 


4.82—1.81 


52.78 


+0.89 


3.75—0.74 


4.29 


1.68 


3.45 


+ 0.61 


8.40—0.75 


4.60'— 0.17 


4.46 


2.15 


4.14 1.15 


48.52 


—12.07 


3.69—0.05 


3.88 


+ 1.89 


3.39 —0.42 


8.59—2.59 


4.16 


—1.76 


4.63 


1.97 


4.561+0.71 


48.11 


—0.39 


3.40—0.20 


3.40 


+0.16 


3.56+1.11 


3.44 +0.24 


4.42 


—1.57 


4.39 1.51 


4.07 


+ 0.69 


45.68 


+ 1.78 


3.48—0.71 


3.81 


+0.97 


3.45—2.80 


3.24—1.80 


3.88—0.66 

1 


3.97—1.59 


3.65 


+ 0.52 


42.66 


+0.62 


3.29 +0.03 


3.86—0.521 


8.96 


1.01 


8.52—1.43 

1 


4.06—1.48 


3.55 1.82 


2.94 


+ 1.17 


40.32 


—1.96 


3.40 -f 0.15 


3.04 


+ 1 30 


3.44 


0.28 


2.77,-1.23 


2.63 1.13 


2.90 


0.90 


2.54 


+0.85 


82.38 


1.05 


3.51—1.59 


3.96 


+ 1.07 


3.70 


1.03 


3.34'- 1.20 

1 


3.53 3.02 


3.24 


0.74 


2.95 


0.62 


39.58 


—8.97 


3.45 +0.07 


4.86 


—0.51 


3.84 


0.34 


3.56—1.96 

1 


3.23 1.23 


3.68 


—1.68 


8.23 


+0.27 


41.18 


3.06 


3.77 


+ 1.05 


4.56 


+0.23 


4.88 


+0.32 


3.47—1.22 


3.82—1.01 


3.80—1.091 


3.57 


+ 1.31 


44.41 


+3.31 


3.28 


—0.22 


8.58 


+0.15 


4.41 


—0.54 


3.12,-0.83 


4.19+1.87 


4.59 


—2.24 


3.45 +0.13 


45.88 


6.13 


3.05 


+0.52 


3.46 


—0.53 


4.61 


—1.40 


3.58—0.95 


3.54+1.28 


3.90 


—1.68 


3.68—0.39 


44.68 


1.92 


3.02+1.02 


3.67 


—0.23 


4.30 


—0.28 


3.22—0.15 


4.11 +1.59 


4.41 


1.71 


3.38 


+0.35 


45.66 


+ 8.97 


2.84—1.19 


3.80 


—1.11 


3 64 


+ 0.49 


3.71, + 1.86 


4.72 +5.42 


3.41 


—1.69 


8.58 


+0.19 


43.71 


+ 7.64 


2.87 +0.50 


3.57 


—0.50 


4.19 


+ 1.03 


3.09—0.74 


4.36 0.66 


4.03 0.99 


3.67 


-1-0.09 


45.22 


+3.99 


3.31 +0.49 


4.23 


—1.24 


4.94 


—0.03 


3.59—1.47 


4.29—0.15 


4.44 1.58 


3.59 


0.42 


47.98 


1.52 


3.38 


+0.28 


3.89 


—0.72 


4.65 


—2.51 


3.25—1.47 


3.80—0.88 


3.81 


—1.90 


8.76 


0.55 


45.93 


—8.41 


3.76 


+0.07 


4.64 


+ 1.20 


8.89 


—0.57 


3.50'— 1.73 


8.61 


+ 0.12 


3.44 


0.44 


3.48+1.37 


43.77 


+ 2.55 


2.96 


+0.87 


3.72 


—0.34 


4.45 


—1.54 


3.24—0.81 


4.09 


+ 1.86 


4.16 


—1.85 


3.32 +0.09 


45.46 


0.45 


3.00 


+ 1.53 


4.06 


—0.90 


3.93 


+0.17 


3.08—0.77 


4.02 


+0.92 


8.99 


1.21 


3.37 +0.25 


44.70 


+4.22 


3.17 


—1.62 


3.35 


—1.38 


4.26 


—2.17 


3.55—1.24 


3.92 


+3.05 


4.28 


— l.ll 


4.10—0.72 


46.59 


+ 1.24 


2.96 


+ 0.83 


3.64 


+0.03 


3.57 


—1.53 


8 09—1.43 


3.92 


+0.40 


3.83 


—1.49 


3.97!— 0.70 


45.74 


3.96 


3.79 


—0.29 


4.50+1.87 


4.52 


—0.51 


3.55—2.14 


4.20 


—0.81 


3.81 0.81 


3.56+1.24 


46.04 


+0.97 


3.15 


+ 0.87 


3.76—0.93 


4.51 


+0.81 


3.87—0.84 


3.80 


+0.54 


4.05 1.38 


3.06 +0.84 


42.52 


+4.66 


3.03 


1.20 


3.10+0.28 


3.00 


+ 0.51 


3.06—1 87 


4.60 


+ 2.73 


8.84 0.95 


3.72—0.91 


44.04 


—7.36 


2.98 


+ 1.12 


3.52 +0.74 


4.38 


+ 1.53 


3.42—0.93 


4.52 


+0.12 


3.61 0.97 


4.041+0.53 


47.24 


+ 6.69 


3.28 


+0.22 


3.27 +0.04 


4.28 


+ 1.98 


3.14—0.37 


3.69 


+ 1.01 


4.09 1.25 


3.89+0.86 


44.64 


+8.55 


4.72 


1.61 


4.70 +0.51 


5.01 


—0.15 


3.83—2.87 


4.97 


—2.32 


4.39—0.58 


3.77+1.27 


51.00 


—0.07 


2.96 


—0.88 


4.70—0.29 


4.61 


—0.69 


3.27,4-1.19 


3.71 


—0.14 


3.59 0.95 


3.9i; + 1.44 


45.51 


+ 6.88 


3.59 


—0.89 


4.42+0.56 


4.91 


—1.39 


3.61—0.15 


4.10 


+ 0.12 


3.91—0.90 


8.86 


+ 1.22 


48.37 


+ 5.41 


3.19 


—1.29 


5.32 —0.80 


5.38 


—2.24 


3.91,4-0.05 


4.16 


+0.46 


3.87—1.66 


8.61 


+0.13 


50.06 


—5.87 


3.39—0.58 


4.28—0.91 


4.99 


0.00 


3.57'— 0.97 


4.57 


+ 1.93 


3.95—0.58 


3.48+0.26 


48.90 


—0.17 


3.72—2.38 


4.35 +1.08 


5.12 


—2.11 


3.70+0.14 


4.18 


+ 0.04 


8.93,-1.07 


4.23 +0.74 


51.00 


+ 1.86 


8.78—1.13 


4.12+1.99 


3.88 


+ 2.00 


3.55—1.61 


8.42 


—1.29 


3.06—0.66 


2.83 +0.40 


38.79 


+ 2.89 


'8.73—1.92 


4.63—1.60 


4.92 


+ 0.69 


4.22—2.55 


4.28 


—2.07 


3.87—0.01 


3.91 +1.74 


48.60 


0.51 


3.40—1.92 


4.33—0.39 


4.67 


—0.16 


3.58—1.09 


3.56 


—0.96 


3.20 


—0.90 


3.28 +0.32 


43.12 


—8.59 


3.35—0.19 


3.94—0.03 


4.21 


—0.45 


3.31 —0.90 


4.04 


+ 0.19 


3.94 


—1.32 

1 


3.63 +0.31 


45.30 


+0.20 


8.58;— 0.42 


3.84 +0.21 


3.46 


—0.25 


3.42—1.10 


4.26 


—1.04 


4.86—1.80 


4.10+0.19 


46.24 


—2.52 


8.22 


+0.31 


3.86—0.27 


4.28 


— 0.55 


3.36—0.93 


4.04 


+0.87 


4.00—1.41 


3.77 +0 21 45.42 


+ 1.01 


8.60 


—1.26 


4.68+0.02 


5.00 


—1.10 


3.65 


—0.35 


4.28 


+ 02 


3.94—0.96 


8.81, +0.84 49.14 


+ 1.42 



(184) Ludlow : Januaiy, mean for 14 years. 

(135) Lynn : July to December, mean for 20 yeare. 

(147) New Bedford (a) : October to December, mean for 79 years. 

(149) Newburyport (a) : January to May, mean for 12 years. 

(166) Waltham : Januaiy, mean for 65 years ; February, 62 years ; August, December, 66 years. 

(201) Block Island : September to December, mean for 12 years. 

(284) Wallingford : April to July, mean for 34 years. 
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ANNALS OF HARVARD COLLEGE OBSERVATORY, 



TABLE XXI. 
MAXIMUM WIND VELOCITY AND TOTAL WIND MOVEMENT FOR 1891 



1 


1 


Jakuart. 
Max. Total 


Fkb 
Max. 


BUABT. 


M 

Max. 


ARCH. 


A 

Max. 


PRIL. 


1 

Max. 


tfAT. 


JUICB. 1 


No. Statiov. 1 


Total 


Total 


Total 


Total 


Max.! 


Total 






Vel. 


Mov'm t. 


Vel. 


MoVmt. 


Vel. 

80 


MoTmt. 


Vel. 


Movm't. 


Vel. 
24 


Mov'm't. 


Val. 


MOT'lP't. 


1 
1 


St. John, N.B. . 


40 


6933 


34 


7462 


8435 


41 . 


5678 


6159 


24 


5974 


4 ' Eastport, Me. . . 


48 


9380 


33 


8243 


42 10739 


60 


6455 


24 


4680 


35 


6037 


12 Portland .... 


50 


6507 


36 


6095 


33 ■ 8061 


40 


5923 


39 


5703 


24 


5083 


43 Manchester(c),N.H. 


25 


4075 


25 


4155 


28 


5834 


30 


4907 


30 ' 


3856 


22 


3192 


45 Nashua .... 


32 


3657 


31 


4147 


30 


5807 


28 


4992 


29 


3937 


18 


2784 


71 Brattleboro(a),Vt. 


55 


7983 


45 


7456 


40 


7440 


40 


7886 


55 


7106 


30 


4926 


82 Northfield .... 


45 


6294 


40 


8343 


60 1 7945 


36 


7217 


54 ' 


6476 


86 


5926 


177 Amherst(c), Mass. 


57 


4954 


52 


4759 


46 ; 6261 


53 


5484 


46 


4610 


46 


3713 


104 Blue Hill 


78 


15340 


65 


15459 


69 , 17249 


63 


14026 


45 


12709 


41 


10716 


106 Boston (a) .... 


48 


8725 


41 


9215 


45 


10907 


60 


9048 


36 


8338 


28 


7527 


146 Nantucket .... 


50 


9156 


40 


9330 


50 12694 


52 


8304 


38 


8144 


46 


7482 


149 Newburyport (a) . 


34 


3843 


30 


3820 


32 5558 


37 


4115 


30 


3318 


19 


2218 


201 Block Island, R.I. 


85 


13693 


72 


12961 


84 16755 


70 


12537 


36 


10665 


44 


10365 


228 New Haven, Conn. 


46 


6902 


33 


6108 


84 8783 


88 


6528 


31 


5856 


26 


5011 


229 New London . . . 


54 


5750 


36 


5358 


48 7904 


36 


6104 


25 


5826 


21 


4336 


251 Albany, N. Y. . . 


44 


5678 


30 


5971 


28 


6733 


26 


5960 


30 


5289 


24 


4568 


254 NewYork(a) . . 


. . 


5729 


. . 


5290 


. . 


7247 


• • 


5163 


. . 


4972 


• • 


4115 


255 NewYork(6) . . 


44 


9292 


38 


8351 


45 


11254 


37 


8806 


38 


8629 


35 


6502 




Mean 




7438 




7374 




9200 




7174 




6432 




5582 
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MAXIMUM WIND VELOCITY AND TOTAL WIND MOVEMENT FOR 1891. 



1 
No. 


July. 


Ai 


'GUST. 


Septembbr. 


October. 


November. 


December. 


Year. 1 


Max. 


Total 


Max. 


Total 


Max. 


1 Total 


Max. 


Total 


Max. 


Total 


Max. 


Total 


Max. 


Total 


1 


Vel. 
19 


Mov*m*t. 


Vel. 

• 


Mov'm't. 


Vel. 
24 


[Mov'm't. 


Vel. 


Mov'm't. 


Vel. 


MoVm't. 


Vel. 
40 


Movm't. 


Vel. 


Mov'm't. 


4840 


28 


4489 


5226 


28 


6393 


46 


7705 


1 

1 7817 


46 


77111 


4 


26 


4650 


30 


4948 


28 


5099 


38 


7487 


38 


7407 


47 


! 8717 


60 


83842 


12 


27 


5959 


24 


5007 


26 


5078 


33 


5981 


46 


6542 


48 


7082 


50 


73021 


43 


19 


3345 


18 


3101 


20 


2715 


28 


4207 


26 


4437 


33 


4799 


33 


48623 


45 


19 


3011 


19 


3109 


18 


2785 


22 


3913 


32 


4316 


30 


4119 


32 


46577 


71 


30 


5927 


25 


4007 


20 


4208 


30 


5156 


78 


8107 


40 


9307 


78 


79509 


82 


30 


6079 


30 


4725 


33 


5313 


42 


5914 


45 


7630 


48 


7924 


60 


79786 


177 


30 


3907 


22 


3324 


28 


3201 


39 


4319 


56 


5215 


53 


5465 


57 


55212 


104 


43 


10678 


51 


10577 


37 


10177 


51 


14081 


59 


14879 


70 


17218 


78 


163109 


106 


30 


7627 


36 


7099 


27 


6482 


40 


9257 


48 


8733 


52 


10360 


60 


104118 


146 


46 


6600 


30 


6540 


48 


6173 


58 


11530 


54 


9818 


50 


9978 


58 


105449 


149 


27 


1825 


30 


1901 


28 


1766 


28 


3764 


32 


3901 


38 


4496 


38 


40525 


201 


36 


8765 


46 


9381 


34 


7965 


72 


15585 


63 


13439 


60 


14975 


85 


147086 


228 


28 


5355 


40 


4934 


22 


4512 


30 


6459 


39 


7011 


48 


6977 


48 


74436 


229 


26 


4848 


28 


4735 


23 


3995 


34 


6171 


46 


6725 


52 


7082 


54 


68534 


251 


36 


5135 


36 


3812 


34 


4299 


38 


4539 


50 


5913 


48 


4253 


50 


62150 


254 


• • 


4058 


• • 


3479 


• • 


3503 


. . 


5868 


• • 


5620 


• • 


6152 


• • 


61196 


255 


31 


7051 


27 


6213 


28 


5847 


42 


•9685 


47 


8970 


53 


10082 


53 


100782 






5537 

1 




5077 

< 




4908 




7239 




7576 




8156 




81726 



TABLE XXII. 



MONTHLY SUMMARY OF OBSERVATIONS FOR 1891. 



TABLE XXIII. 

DAILY PRECIPITATION AT CERTAIN STATIONS SELECTED 

GEOGRAPHICALLY. 
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SUMMABT OF OBSERVATIOXS FOK JANUARY. 1891. 



1 


Statiom. 


TEMPERATURE. 


PRECIPITATION. 


Refcroic. iMter to No(«t. 


■ 

s 

a 
S 

a 


• 

e 

a 
S 

*s 

i 

a 


1 

a 

3 


• 
g 

a 
E 

a 

4 


• 

1 


• 

E 

9 

.i 
6 


« 
7 


Meaic. 


a 

ca 


Snoirfall. 


No. of d«js with 
piTcipiUtion. 


s 




• 

•a 


U 

S ^ 
bo 

og 
12 






1 


2 


5 


8 9 


10 


13 


14 




New Brunswick, 


o 


o 


O 


o 




o 




o o 

1 


t/1. 


iu. 


in. 






1 


St. John . . . . 


29.8 


15.0 


14.8 


46 


23 


— 1 


14, 17 


22.4 ! 22.5 


8.46 


28 


8 


H c 




Maine, 


























, 


2 


Bar Harbor . , 


33.2 17.9 1 15.3 


49 


12 





14 


25.6 , . . 


7.21 


23 


8 


14 


3 


Belfast 




1 


42 


/Tf 


2 

—3 


14 
14 


. . 22.6 
22.6 . . 




24 

40 


8 
14 


11 a eg 
13 


14 


Calais 


31.0 14.1 1G.9 


49 


9 
12, 22 


9.52 


4 


Eastport . . . . 


30.3' 18.2 12.r 


49 


12 


— 1 


14 


24.2 




5.50 


. . 


. . 


16 


5 


Fairfield . . . , 


29.6 11.5 18.1 


47 


22, 23 


-20 


1 


20.5 




6.12 


14 


14 


15 


7 


Kent's Hill . . . 


28.6 13.3 15.3 


47 


22 


—A 


14 


20.9 


• m 


6.2H 


25 


28 


16 


8 


Lewiston . . . . 


. 30.1 12.lt 18.0 


46 


30 


-19 


1 


21.1 21.7 


8.10 


28 


24 


14 b 


9 


Ma3'field . . . . 


. . 


1 


• • 


• • 


• . 


• • 




• • 


. . 


. . 




10 


Orono 


. 29.5 11.2 18.3 


48 


23 


-17 


1 


20.4 21. -i 


7.66 


. . 


10 


17 b 


n 

4 ^\ 


Petit Menau . . 


. • 


• • • • 


45 


11, 12 


10 


1, 20 


• • 


28.6 


• • 


. . 


. . 


• • a b 


12 Portland . . . . 


. 30.4 17.4 13.0 


48 


30 


1 


1 


23.9 




7.72 


24 


18 


16 


15 


West Jonesport 


• . 


• • 


• • 


45 


12, 23 





14 


• • 


25.9 


• • 


. . 


• • 


. . ab 




27ew Hampshire 
















1 








t 


33 


Berlin Falls . . 


. 28.9 


4.0 24.9 


44 


22 


-26 


1 


16.5 . . 










84 


Berlin Mills . . 


. 29.8 


4.8 25.0 


46 


23 


-27 


1 


17.3 . . 


4.58 


22 


• • 


10 


37 


Concord . . . , 


. 33.4 


15.2 18.1 


46 


22 


—6 


10 


24.3 . . 


5.71 


22 


24 


13 


1^0 


Grafton . . . . 


. 33.3 


9.1 24.2 


48 


23 


-17 


1 


21.2 . . 


• . 








3D 


Hanover (a) . , 


. 28.9 


13.0 15.9 


44 


22 


-14 


4 


21.0 21.2 


4.52 


17 


• • 


14 b 


58 


'' (6) 


32.1 


9.4 22.7 


48 


30 


-17 


4 


'20.7 20.6 


4.41 


15 


16 


11 d 


59 


Littleton . . . . 


. 27.1 


9.0 18.1 


48 


22 


-14 


1 


18.0 


19.2 


4.11 


21 


18 


16 c 


42 
43 
45 
57 


Manchester {b] 


34.2 IG.O 18.1 


50 


22 


-2 


9, 10 


25.1 


25.9 


7.06 


27 


10 


16 b 


(c) 


33.7 17.5 1G.2 


53 


22 





9 


25,6 


• • 


6.10 


26 


14 


16 


rsashua . . . 


. 34.5 IG.l 18.4 


52 


22 


—4 


10 


;25.3 25.8 


6.61 


26 


12 


16 c 


r^ewton . . . , 


' 33.0 16.8 16.1 


48 


12, 30 





4 


24.9 . . 


6.39 


20 


15 


15 


4^ 

49 


North Conwa}' . 


. 32.2 11.0 21.2 


46 


30 


-10 


17 


21.6 . . 


6.31 


22 


. . 


10 


Plymouth . . . 


• 31.9 10.1 21.8 


44 


22, 23 


-13 


1 


21.0 . . 


6.09 


20 


24 


12' 


51 


Stratford . . . . 


30.8 10.7 20.1 


46 


23 


-19 


1 


20.8 . . 


4.65 


14 


12 


8 




52 


AValpole . . . . 


30.6. 9.7 20.9 


50 


22 


-12 


1 


20.2 . . 


5.68 


11 


# • 


12 




54 


West Milan . , 


. 30.2 


5.5 24.7 


44 


23 


-30 


1 


17.8' . . 


4.86 


23 


• . 


13 






Ver7)iOfit. 
















1 












71 


Brattleboro* (a) 


32.5 15.4 


17.1 


48 


22 


— 5 


10 


23.9 24.0 


6.92 


18 


30 


12 c 


72 


(b) 


32.6 17.7 14.9 


49 


22 


— 1 


10 


25.2 24.1 


• • 


. • 


24 


. . c 


73 


Burlington . . , 


> 30.2 13.7 16.5 


46 


2 


-4 


16 


21.9 22.2 


2.85 


23 


12 


18 c 


74 


Chelsea . . . . 


' . • 1 . ■ 


. * 


40 


2 


3 


4, 16 


. . 20.4 


4.88 


24 


18 


13 a 6 


88 


Ilartland . . . 


31.6 12.2 19.4 


48 


28 


-10 


10 


M 1 . «/ 1 • . 


6.27 


15 


18 


14 




77 


Jacksonville . . 


. 34.2 


11.4 22.8 


45 


22 


—9 


4 


22.8 ' 22.8 


6.85 


14 


24 


15 c 


78 


Lunenburgli . . 


. 29.1 ' 15.6 13.5 


45 


23 


—3 


16 


22.4 22.2 


3.75 


21 


30 


15 b 


82 


Northfield . . 


• 26.6 8.7 17.9 


44 


22 


-15 


4 


17.6 




8.79 




20 


17 


87 


Saxton's River . 




























83 


Strafford . . . . 








44 
48 
43 


22 
21 
22 


—4 
—4 
—6 


. . 

4 
10 

3 


• • • • 
. . 22.2 


6.10 
7.52 

• • 


• • 

31 i 
20 

. . 


• • 

18 

. * 


13 ab 

1 A '- - 


85 
89 


Vernon 




. • 


. . 


WeathersfieldC 


t. 29.2 


13.9 


15.3 


21.6 




\ 

1 


it C 
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No. 


Station. 


Temperature. 


Precipitation. 


Notes. 






1 


2 


3 


4 


5 


6 


7 


8 


9 


10 


U 


12 


13 


14 






o 





O 


O 




O 




O 


O 


ill. 


in. 


in. 








Maasadiusetts, 






























101 


Aiuhei'8t(a) . . 


• • 


• • 


• . 


52 


22 


1 


4 


• . 


28.6 


8.17 


18 


• • 


• . 


ab 


102 


" (*) . • 


34.6 


16.8 


17.8 


50 


22 


—1 


10 


25.7 


26.3 


6.61 


19 


7 


13 


b 


177 


" (c) . . 


36.0 


16.8 


19.2 


52 


22 





10 


26.4 


27.6 


6.75 


18 


6 


13 


e 


180 


Andover . . 


33.9 


20.2 


13.7 


51 


22 


5 


4 


27.0 


26.8 


4.25 


13 


8 


12 


b 


104 


Blue Hill (sum't; 


35.2 


21.5 


13.7 


52 


22 


11 


4 


28.3 


28.2 


6.71 


14 


1 


14 


d 


105 


'' '' (base) 


36.4 


22.6 


13.7 


54 


22 


7 


9 


29.7 


. . 


7.35 






. . 




174 


" '' (valley; 


36.8 


21.8 


15.0 


54 


22 


5 


9 


29.3 


• . 


6.91 






. . 




106 


Boston (a) . . . 


37.6 


24.6 


13.0 


56 


22 


12 


4 


31.1 


. a 


4.39 






14 




175 


Brewster .... 


• . 


• • 


. . 


. . 


• 


. . 


• • 


• • 


. . 


. . 






. . 




108 


Cambridge (a) . 


85.1 


20.8 


14.3 


51 


22 


9 


5 


28.0 


. . 


6.09 






15 




109 


(b) . 


36.6 


21.9 


14.7 


54 


22 


11 


4,9 


29,2 


• . 


6.68 






15 




110 


Chestnut Hill . 


36.8 


21.8 


15.0 


54 


22 


9 


9 


29.3 


. . 


6.98 


11 




13 




182 


Concord .... 


35.4 


19.4 


14.0 


52 


22 


2 


9 


27.4 


27.4 


5.45 




2 


14 


f 


114 


Cotuit 


37.0 


25.5 


11.5 


50 


2 


12 


14 


31.2 


. . 


7.50 






12 




116 
117 


Deerfield .... 








45 
52 


28 
22 


2 

8 


10 
14 


28.4 


25.7 


7.57 




i 


9 


ab 


Dudley 


36.2 


20.6 


1*5.5 


120 


Fitchburg (a) . 


• • 


. . 


. . 


42 


12,22 


5 


9 


• • 


26.6 


7.06 


24 


15 


15 


a b 


121 


(6) . 


34.6 


18.7 


15.9 


51 


22 


2 


4 


26.7 


• • 


6.95 


22 


10 


13 




186 


Florida 


. . 


• . 


. * 


. . 


. . 


. . 


• . 


• • 


. . 


. . 


. . 


. . 


. . 


% 


122 


Fraraiiigliam . . 


36.8 


19.8 


17.0 


51 


22 


8 


4 


28.3 


• . 


7.02 


6 


• . 


18 




123 


Gilbertville . . . 


34.2 


17.5 


16.7 


48 


22 


1 


9 


25.8 


. a 


6.53 


20 


8 


13 




124 


Groton (a) . . 


35.7 


20.6 


15.1 


49 


22,23 





4 


28.2 


. . 


6.61 


23 


12 


14 




125 


" (6) . . 


. . 


» • 


. . 


• • 


• . 


. . 


• . 


• • 


• . 


• • 


. . 


. . 


. . 




178 


Kendal Green . 


34.3 


23.4 


10.9 


50 


22 





9 


28.8 


. . 


6.91 


16 


. . 


11 




127 


Lake Cocbituate 


39.7 


18.1 


21.6 


57 


22 


—1 


9 


28.9 


. • 


6.67 


. . 


. • 


17 




128 


Lawrence . . . 


35.6 


17.9 


17.7 


50 


22 


2 


9 


26.8 


. . 


6.11 


20 


7 


8 




129 


Leicester .... 


34.0 


19.2 


14.8 


50 


22 


9 


14 


26.6 


26.6 


7.19 


. • 


2 


11 


d 


131 


Long Plain . . • 


35.5 


26.3 


9.3 


51 


2 


10 


9 


30.9 


. . 


10.08 


5 





13 


a 


133 


Lowell (6) . 


34.2 


18.5 


15.7 


52 


22 


2 


9 


26.3 


. . 


7.05 


. . 


4 


15 




136 


" (c) . . . 


34.5 


17.9 


16.7 


51 


22 





9 


26.2 


. . 


. • 


• . 


4 


. . 




176 


*' (tf) . . . 


35.6 


20.4 


15.2 


52 


22 


7 


4 


28.0 


. . 


. . 


. . 


. . 


11 




134 


Ludlow 


34.1 


16.0 


18.1 


50 


22 





9 


25.0 


. • 


7.87 


19 


6 


17 




135 


Lynn 

Mansfield .... 


34.4 


20.5 


13.9 


47 


22 


10 


9 


27.4 


• • 


6.42 


. . 


• . 


14 




183 


. • 


• • 


• . 


52 


22 


9 


9, 10 


• • 


28.9 


8.20 


10 


. . 


15 


a b 


139 


Middleboro* . . 


37.3 


21.0 


16.3 


53 


12,22 


3 


9 


29.2 


. . 


7.90 


9 


• . 


13 




140 


Milton 


38.0 


19.3 


18.8 


54 


7 


6 


9 


28.6 


31.8 


6.56 


15 


2 


14 


b 


141 


Monson 


38.2 


15.4 


22.8 


49 


2 


—2 


9 


26.8 


. • 


7.33 


14 


. . 


14 




173 


Nahant 


35.9 


25.2 


10.7 


50 


22 


17 


9 


30.6 


• . 


• • 


. • 


. . 


. • 




146 


Nantucket . . . 


38.9 


28.9 


10.0 


52 


12 


12 


14 


33.9 


• . 


4.51 


• . 


. . 


13 




147 


New Bedford (a] 


37.6 


23.3 


14.3 


48 


22 


12 


9 


30.4 


31.1 


8.36 


. . 


. . 


8 


b 


148 


u u (5> 


39.6 


24.9 


14.7 


50 


h 


11 


9 


32.2 


. . 


9.17 


3 





12 


h 


149 


Newburyport (a) 


36.7 


21.6 


15.2 


51 


22 


7 


1 


29.1 


29.0 


6.86 


19 


6 


16 


b 


152 


Northampton . 


35.7 


21.7 


14.0 


49 


22 


5 


10 


28.7 


• • 


. • 


. . 


. • 


• . 


i 


153 


Plymouth . . . 


• • 


• • 


• • 


53 


2 


18 


13 


• • 


33.6 


8.36 


2 


. . 


12 


ab 


154 


Pnnceton . . . 


• . 


9 


# 







^ 






















155 


Provincetowu . 


38.3 


27.6 


10.7 


49 


22 


14 


14 


32.9 


• • 


6.71 


6 





• • 

16 




158 


Salem {aS . . . 
South Hmgham 


• • 


• • 


A • 


# 


• . 








^ 


^ 


9 













160 


• • 


22.7 


• • 


• • 


. . 


4 


1 


• • 


• • 


7.58 


14 


• • 


16 




161 


Springfield . . . 


34.9 


20.6 


14.3 


52 


22 


4 


4 


27.7 


29.3 


7.86 


24 


6 


14 


b 


162 


Swampscott • . 


• • 


• • 


• • 


. . 


. . 


. . 


. . 


a . . . 


* . 


. . 


. . 


. . 




163 


Taunton {a) . . 


40.0 


24.5 


15.5 


54 


22 


11 


9 


31.2 31.6 


8.34 


8 


T 


12 


b 


164 


'* 0) . . 


39.5 


23.5 


16.0 


54 


22 


11 


4 


31.5 


• 


8.38 


10 





15 




165 


*' {c) . . 


39.9 


22.1 


17.8 


55 


22 


6 


9 


31.0 


• • 


8.51 


• • 


• . 


17 




184 


'* (d). . 


36.1 


20.4 


15.7 


53 


12 


9 


9 


28.6 


29.3 


8.40 


8 


• . 


13 


b 


181 


Wakefield . . . 


36.3 


19.4 


16.9 


52 


22 


4 


1 


27.8 


• . 


6.23 


12 


2 


10 




168 


Wellesley . . . 


3.94 


19.4 


20.0 


55 


22 


3 


9 


29.4 


. . 


4.98 


. . 


. • 


9 




169 


W estboro' . . . 


3.82 


23.0 


15.2 


50 


22 


—2 


9 


30.6 


. • 


6.05 


20 


12 


15 




172 


Worcester (a) . 


• • 


^ 




















. . 


• . 













185 


(6) . 


35.3 


• • 


• • 


57 


1 


• 


• • 


• • 


• . 


5.41 


• • 


• • 


10 
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SUMMARY OF OBSERVATIONS FOR JANUARY, 1891— (CONCLUDED). 



No. 



201 
202 
210 
211 

204 
205 
207 
208 
212 

221 
222 
223 
237 
226 
228 
229 
250 
230 
231 
233 
235 

251 

2'y2 
253 
254 
255 
258 
25G 



Statiox. 



Tbmpbraturx. 



Rhode Island. 
Block Island . • 

Bristol 

Kingston (a) . • 

Newport . . . • 
Oineyville . . . 
Providence (a) . 

(c) . 

Connecticut. 

Canton 

Colchester . . . 
Hartford (a) . . 
Mansfield . . • • 
Middletown . . 
New Haven . . 
New London . . 
N.QrosvenorDale 

Shelton 

Thompson . . • 
Voluntown . . . 
Waterbury . . . 

New York, 

Albany 

Boyd's Corner . 

Carmel 

New York (a) , 

'* '' (b) . 

Poughkeepsle . , 

Setauket . . . , 



39.7 
37.5 
37.8 
41.3 
42.9 
39.5 
37.7 
38.0 
39,8 

35.9 
38.7 
35.7 
35.8 
36.4 
37.5 
38.9 
87.4 
39.2 



29.2 

26.5' 

23.5 

22.6 

28.0 

26.7 

26.2 

22.9 

24.6 

19.6 
22.7 
22.1 
20.5 
22.0 
24.0 
24.6 
22.7 
20.7 



38.9 
35.0 

32.1 

37.9 



22.1 

19.5 

17.6 

20.1 



10.5 
11.0 
14.3 
18.7 
14.9 
12.8 
11.5 
15.1 
15.2 

16.3 
16.0 
13.6 
15.3 
14.4 
13.5 
14.3 
14.7 
18.5 



41.4 28.4 
36.0:14.2 
39.5! 28.1 



16.8 
15.5 

14.5 

17.8 



4 


5 


52 


2 


49 


J 


50 


2 


69 


12 


53 


30 


51 


2 


51 


22 


50 


24 


51 


22 


52 


29 


52 


.22 


49 


22 


51 


22 


53 


22 


51 


22 


51 


22 


50 


22 


54 


*>*) 
z^ 


52 


22 



20 
14 
15 
12 
18 
16 
16 
13 
14 

2 
11 

8 
8 
8 

10 

13 

8 

8 



50 22, 20 



13.0 
21.8 
11.4 



48 
52 
52 
54 
60 
54 
53 



22 
22 
22 

2 

2 
22 
2, 22, 18 



6 
3 

9 

7 
7 

17 

16 

—7 



7 

9 
A; 
4,8 
8 
9 
9 
9 
9 

9 
9 
4 
9 
9 
4 
9 
9 
9 



9 
9 

9 

10 
I 
4 
4 
9 
6 



8 

34.6 
32.0 
30.6 
32.0 
35.4 
33.1 
32.0 
30.4 
32.2 

27.8 
30.7 
28.9 
28.6 
29.2 
30.8 
31.8 
30.0 
30.0 



32.4 
31 .5 



32.0 



28.8 
29.0 



29.6 



30.5 31.4 



,24.8: . . 

. . 29.0 
29.0 . . 

• . 33.8 
34.9! . . 
25.1 1 . . 
33.8 33.5 



PKKCIPITATIOII. 



10 

4.25 
8.06 
8.45 
7.31 



11 12 



3 

7 

6 

10 



8.14 
7.90 
7.86 

9.29 



8 
8 
8 



8.93 
8.52 
9.24 
6.77 
6.36 
8.67 
7.36 



14 
11 
12 

9 
10 



8.20 i 10 
10.06 19 



6.12 
9.76 
9.71 
6.12 
5.73 
6.58 
6.39 



25 
22 
10 











. 




18 16 10 







4 





13 

14 
17 
13 
15 



Notes. 



17 

14 
15 



13 
14 
15 
15 
17 
15 



14 

15 

19 
14 
15 
14 
16 
16 
13 



14 



^3 

b 



b 
b 



a b 
I 

e 



STATIONS REPORTING PRECIPITATION ONLY — JANUARY, 1891. 



N 



o. 



32 

40 

44 

48 

53 

55 

75 

187 

107 

111 

112 

119 

130 

138 

142 

143 

144 

150 

156 



Station. 



(( 



a 



(( 



Vt. 

jMufeS 



(( 



(( 



(( 



(4 



(( 



(( 



t 4 



u 



a 



a 



Tot Hi 
Piecip. 



Belmont, X.II. 

Lake Village, *' 

Wine Falls, 

Pennichuck Station, 

Weir's Bridge, 

Wolfboro', 

Cornwall, 

Ashland, 

Boston (6), 

Chicopee, 

Clinton, 

FiskdaJe, 

Leoniinsler, 

Med ford, 

Mt. Nonotnck, 

Mystic Lake, 

Mystic Punipinor Sta. 

Newburyj>ort (6), 

Randolph, 



6.09 
6.71 
6.36 
6.34 
6.74 
6.44 
8.60 
7.12 
6.11 

6*10 
6.31 
6.97 
6.32 
7.1)4 
6.26 
5.99 

7.30 



Snot 
fall. 






18 

• . 
5 



17 



24 



13 



No. 



179 
159 
166 
171 
203 
206 
247 
224 
225 
249 
227 
246 
238 
248 
232 
234 
245 
207 



Statiok. 



Robert's Dam, Mass. 
Salem {h), *' 

Waltham, " 

Winchester, *' 
Lonsdale, R. I. 

Pawtucket, " 

Falls Village,Conn. 
Hartford (6), *» 
Lake Konomoc, *' 
Lebanon 
New Hartford, 
No. Woodstock, " 
Stevenson '' 

So. Manchester, '* 
Uncasvilje, •' 

Wallingford, 
W. Sinisbury, 
S. E. Reservoir, N. Y. 









Total 


Snow- 


Prccip. 


fall. 


6.14 


6 


6.21 


16 


5.71 


• • 


6.20 


8 


7.61 


12 


6.57 


13 


7.44 


21 


9.26 


13 


8.81 


• . 


9.03 


8 


8.62 


18 


10.1*6 


• • 
10 


7.14 


• • 


7.42 


7 


9.15 


7 


7.94 


16 


8.88 


• • 



Notes. — a Maximum and minimum temperatures from thermometers not self-registering, b — Tri-daily readings of thermometer at 
7 A.M., 2 and 9 p.m.; mean obtained by formula: i (7 + 2 +9 +9). c— Tri-daily readings of thermometer at other hours than 7 a.m., 2 and 
9 r.M.; a reduction to these hours applied in calculating the monthly mean (Smithsonian Contributions, Vol. xxi). d — Two daily 
readings of thermom'^^er at 8 a.m. and 8 p.m.; a correction applied in calculating means (see above), e — Mean temperature from bonrlv 
readings. /"—Two daily readings of thermometer at 7 a.m. and 7 p.m ; a correction applied in calculating means (see above), a — maxf- 
mum on 12th, 22d, 30th. A— Maximum on 2d, 12th, 22.1, 20d, 24th, 30th. t— 26 days, j— Maximum on 2d, 12th, 22d. ib— Minjmum on 
7th, 9lh, 14th. /—minimum on 4tlj, 5th, 10th. 
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TEMPERATURE. 


PRECIPITATION. 


8 

1 

3 


• 

s 


• 

g 












Mean. 


bo 


Snowfall. 


•I- 


fw4 








1 


Station. 


a 
6 

9 


S 
'a 

2 


i 


• 

B 

s 

a 

1 

4 


• 


• 

s 
*s 


• 


c 

I 




a 

woo 


. 

•a 
U 


12 


1-2 

II 

•si 

o 

13 


1 




1 


3 


5 


6 


7 


8 


9 


10 


14 






o 


o 


O 


O 




o 




O 


o 


in. 


in. 


in. 








New Brunswick 


1 




























1 


St. John . . . . 
Maine, 


. 31.4 


13.5 


17.9 


42 


25 


—7 


5 


22.4 


22.2 


5.26 


19 


4 


14 


c 


2 


Bar Harbor . , 


. 34.8 


16.9 


17.8 


48 


26 


—7 


5 


25.8 


• • 


4.68 


10 


1 


15 




8 


Belfast 








45 


25 


8 


5 




21.7 




12 


5 




€1 /* 


14 


^■^^^ ^^ ^^ ^^ ^ " ^^F ^^ ^ ^ ^ ^ ' 

Calais 


. 29.6 


1*1.8 


1*7. 8 


49 


25 


—8 


15 


2*0.7 


8.9*1 


m- mm 

14 


12 


• • 

12 


u c 


4 


Eastport . . . . 


. 29.6 


16.0 


13.6 


45 


26 


8 


5 


22.8 


. . 


3.13 


• . 


. • 


16 




5 


Fairfield . . . . 


34.0 


8.9 


25.1 


48 


16 


-25 


15 


21.5 


• . 


2.23 


10 


15 


11 




7 


Kent's Hill ... , 


31.6 


12.1 


19.5 


48 


16 


-11 


5 


21.8 


• . 


3.41 


20 


14 


11 




8 


Lewiston . . . . 


> 31.7 


10.7 


21.0 


51 


16 


—8 


15 


21.2 


22.7 


3.89 


16 


17 


15 


b 


9 


Mayfield . . . . 


' • • 


• • 


. . 


• . 


• • 


• • 


• . 


. . 


• . 


. a 


• . 


. . 


. . 




10 


Orono . . . . . 


. 32.8 


10.5 


22.3 


47 


25 


-17 


15 


21.7 


22.1 


2.98 


• • 


10 


16 


h 


11 


Petit Menan • . 


> a . 


. . 


• • 


40 


25, 26 


—5 


5 


. . 


25.6 


• • 


. . 


• • 


• • 


ab 


12 


Portland . . . . 


. 33.1 


17.5 


16.6 


51 


16 


4 


5 


25.3 


. . 


4.31 


15 


• . 


15 




15 


West Jonesport 
New Hampshire 


• • 

• 


. . 


• . 


42 


1 


3 


5 


. . 


27.0 


• . 


. . 


• • 


• • 


a b 


33 


Berlin Falls . . 


. 30.7 


3.7 


27.0 


48 


25 


-27 


15 


17.2 


• . 


. . 


. . 


. . 


. . 




34 


Berlin Mills . 


. 31.5 


4.8 


26.7 


49 


25 


-23 


5, 15 


18.2 


• • 


1.84 


17 


33 


10 




37 


Concord . . . 


. 34.9 


17.0 


17.9 


52 


16 


—9 


5 


26.0 


• a 


3.54 


20 


18 


12 




60 


Grafton . . . 


. 36.4 


9.7 


26.7 


51 


25 


-17 


5 


23.0 


• . 


. . 


• . 


. . 


• • 




39 


Hanover (a) . 


. 32.8 


13.8 


19.0 


47 


16 


-16 


5 


23.3 


23.7 


2.40 


17 


19 


15 


b 


58 


'* (6) 


35.8 


11.5 


24.3 


50 


1 


-18 


5 


23.6 


23.5 


2.56 


16 


15 


12 


d 


59 


Littleton . . . 


. 32.5 


9.8 


22.6 


50 


25 


-17 


5 


21.2 


21.3 


2.15 


14 


12 


12 


c 


42 


Manchester {b] 


) 37.0 


17.2 


19.8 


54 


25 


-10 


5 


27.1 


27.8 


3.19 


19 


9 


15 


b 


43 


" (c) 


1 36.2 


18.2 


18.0 


56 


25 


—7 


5 


27.2 


• . 


8.26 


19 


9 


14 




45 


I*^ashua . . . 


. 37.3 


17.1 


20.2 


58 


25 


-5 


5 


27.2 


28.2 


4.25 


21 


12 


15 


c 


57 


Newton . . . . 


> 38.3 


17.1 


21.2 


55 


25 


—7 


5 


27.7 


. . 


• . 


. • 


10 


14 




47 


North Conway 


. 33.8 


9.1 


24.7 


54 


16 


-16 


15 


21.4 


• . 


4.02 


18 


. . 


10 




49 


Plymouth . . 


. 33.2 


a.6 


24.6 


48 


16 


-12 


5 


20.4 


• . 


3.35 


22 


30 


15 




51 


Stratford . . . . 


► 36.0 


11.6 


24.4 


50 


24 


-22 


5 


23.8 


• • 


2.18 


10 


15 


9 




52 


Walpole . . . . 


. 34.3 


12.9 


21.4 


47 


25 


-11 


5, 15 


23.6 


. • 


2.95 


20 


• • 


13 




54 


West Milan . . 
Ve)*monL 


. 33.4 


5.8 


27.6 


52 


25 


-28 


5 


19.6 


. . 


3.64 


17 


. • 


12 




71 


Brattleboro* (a) 


► 35.6 


16.8 


18.8 


50 


24 


-8 


5 


27.2 


29.5 


4.17 


26 


89 


• • 


c 


72 


(6) 


> 37.5 


18.8 


18.7 


50 


24 


4 


5 


28.2 


27.1 


. . 


• . 


• • 


. • 


c 


73 


Burlington . . 


. 34.1 


16.8 


17.3 


51 


25 


—3 


5 


25.4 


25.0 


1.01 


6 


1 


13 


c 


74 

88 


Chelsea . . . , 








43 

50 


16 
1 


-17 
-13 


5 
5 


2*4.5 


19.0 


2.86 
4.18 


18 
13 


29 
10 


16 
12 


ab 


Hartland . . . 


. 36.0 


13.0 


2*3.0 


77 


Jacksonville . . 


. 36.2 


10.8 


25.4 


50 


24 


-16 


15 


23.5 


22.7 


5.25 


80 


22 


14 


c 


78 


Lunenburgh . , 


. 81.9 


14.4 


17.5 


47 


24, 25 


-15 


12 


23.1 


23.1 


1.95 


14 


18 


12 


b 


82 


Northfield . . . 


. 30.4 


11.4 


19.0 


51 


25 


-17 


5 


20.9 


• • 


2.18 


. . 


12 


13 




87 


Saxton's River . 


. 34.3 


8.4 


25.9 


51 


16 


-17 


5 


21.4 


24.0 


3.13 


14 


15 


14 


b 


83 
85 
89 


Strafford . . . . 








46 
48 
45 


16, 25 

25 
16, 24 


-14 
-10 
-12 


5 

5, 15 

4 


• • 
22.2 


22.4 
26.2 

• • 


3.30 
2.76 

• • 


27 
27 

• • 


20 

• • 

• • 


11 
11 

• • 


a b 
ac 


Vernon 


• • 


• • 


• • 


WeathersfieldC 


t. 30.8 


13.7 


• • 
17.1 
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No. 


Statiok. 




TKMrKRATURK. 




9 


Prkcipitatiom 


. 


Notes. 






1 


2 


3 


4 


5 


6 


7 


8 


10 


U 


12 


13 


14 









C 


O 


o 




O 




O 


O 


in. 


in. 


in. 








Masscic/iuseUs. 






























101 


Amhei*8t(a) . . 


• • 


. . 


• . 


58 


25 


—5 


15 


. . '29.2 


4.07 


17 


• • 


. . 


b 


102 


" (^) . . 


36.5 


18.2 


18.3 


54 


25 


—6 


15 


27.4 27.5 


3.84 


16 


2 


13 


b 


177 


" (c) . . 


37.6 


17.6 


20.0 


54 


25 


—6 


15 


27.6 29.7 


4.23 


16 


3 


13 


e 


180 


Andover . . 


36.6 


20.8 


15.8 


59 


25 


—3 


5 


28.7 28.5 


3.91 


. . 


• • 


14 


b 


104 


Blue Hill (stim't) 


38.3 


21.5 


1(J.8 


57 


25 





5 


29.9 29.4 


5.01 


16 


5 


17 


d 


105 


'' *' (base) 


39.9 


22.5 


17.4 


60 


25 


1 


5 


31.2 




5.39 


• • 


. . 


• • 




174 


" " (valley) 


39.5 


22.0 


17.5 


58 


25 


3 


5 


30.7 


• • 


4.97 


• • 


. . 


• • 




106 


Boston (a) . . . 


39.5 


24.4 


15.1 


62 


25 


2 


5 


32.0 




3.66 


14 


. . 


15 




175 


Brewster .... 


. . 


. . 


. . 


. . 


. . 


. . 


• • 


. . 




. . 


• . 


. . 


• • 




108 


Cambridge (a) . 


37.5 


20.7 


16.8 


59 


25 


1 


5 


29.1 




4.56 


. • 


• . 


13 




109 


(b) . 


39.3 


21.1 


18.2 


61 


25 


3 





30.2 




4.61 


. . 


. . 


15 




110 


Chestnut Hill . 


40.9 


22.0 


18.9 


62 


25 


2 


5 


31.4 




5.29 


9 


. . 


16 




182 


Concord .... 


36.8 17.6 


19.2 


60 


25 


1 


5, 15 27.2 28.91 


4.78 


17 


. . 


16 


f 


114 


Cotuit 


39.0 25.9 


13.1 


51 


21 


6 


5 32.4 


. . 


5.75 


9 


2 


13 


■r 


116 


Deerfield .... 


. . 


a . 


. . 


49 


24, 25 


—7 


15 


• • 


27.5 


. • 


• . 


• • 


. . 


ab 


117 


Dudley 


37.9 


19.6 


18.3 


59 


25 ^ 


1 


5 


28.8' . . 


4.39 


10 


2 


11 




120 


Fitcliburg (a) . 


• . 


. . 


. . 


54 


25 ^ 


—4 


5 


. . 127.5 


4.56 


23 


7 


17 


ab 


121 


(b) . 


36.6 17.6 


19.0 


56 


25 


—4 


5 27.1 ! . . 1 


4.19 


24 


10 


16 




186 
122 


Florida 








47 
62 


24 
25 


—8 

—1 


5 

9 


. . '>•> ^ 1 


4.82 
5.12 


27 




14 

16 


ab 


Framingham . . 


40.9 


21.4 


19.5 


31.1 


A. .. . ^ 


123 


Gilbertville . . . 


37.6 


19.3 


18.3 


56 


25 


1 


28 


28.4 




3.30 


24 


4 


13 




124 


Grotou (a) . . 


37.8 


20.2 


17.6 


56 


25 


—3 


5, 15 


29.0 




4.0^ 


26 


15 


16 




125 *' {b) . . 


38.2 


16.3 


21.9 


55 


25 


—6 


5 


27.2 




. . 


• • 


6 


• • 




178 Kendal Green . 


35.9 


25.6 


10.3 


62 


25 





5 30.8 




5.18 


21 


• • 


13 




127 


Lake Cocbituate 


42.9 


17.5 


25.4 


63 


25 


—5 


15 30.2 




5.02 


• • 


• • 


14 


g 


128 


Lawrence . . . 


38.5 


18.5 


20.0 


58 


25 


2 


5 28.5 




4.55 


18 


3 


13 


^^ 


129 


Leicester .... 


36.0 


17.8 


18.2 


56 


25 


—2 


5 


26.9127.7 


4.24 


• • 


. * 


12 


d 


131 


Long Plain . . . 


37.4 


26.6 


10.8 


52 


25 


5 


5, 15 32.0 




7.16 


2 





18 


a 


133 


Lowell (b) . . 


37.0 


20.2 


16.8 


58 


25 


—2 


5 


28.6 


, , 


4.83 


. • 


6 


16 




136 


'' (c) . . . 


37.1 


20.2 


16.9 


59 


25 


—4 


5 


28.6 


• • 


. . 


. • 


6 


• 




176 


- (d) . . . 


38.2 


20.6 


17.6 


60 


25 


—3 


5 29.4 




. . 


. a 


• • 


10 




134 


Ludlow 


36.5 


17.1 


19.4 


53 


25 


—4 


5, 15:26.8 




4.70 


19 


5 


16 




135 


Lynn 

Mansfield .... 


37.4 


20.1 


17.3 


56 


25 





5 


28.8 




5.12 


• • 


• • 


12 




183 


. . 


* . 


• . 


61 


25 


1 


5 


• • 


31.2 


6.61 


9 


3 


17 


ah 


139 


Middleboro' . . 


41.8 


23.2 


18.6 


60 


25 


5 


15 


32.5 . . 


5.69 


6 


T 


17 




140 


Milton 


38.5 


20.6 


17.9 


62 


25 


4 


5 


29.6 32.8 


5.34 


16 


3 


17 


b 


141 


Monson 


39.6 


16.4 


23.2 


54 


25 


—3 


15 


28.0 


• • 


5.38 


* • 


. • 


15 




173 


Nabant 


38.0 


25.1 


13.0 


55 


26 


5 


5 


31.6 


• 

• • 


• a 


. . 


• « 


. a 




146 


Nantucket . . . 


39.4 


28.9 


10.5 


51 


25 


10 


5 33.8 


• • 


3.30 


. . 


. . 


16 




147 


New Bedford (a) 


40.2 


24.6 


15.6 


53 


25 


4 


15 32.4 


32.8 


7.00 


• • 


« . 


12 


b 


148 


" '* (6) 


42.2 


25.6 


16.6 


56 


25 


5 


15 


33.9 


. . 


5.78 


5 


. . 


19 




149 


Newbury port (a) 


39.7 


22.3 


17.4 


59 


25 





5 


31.0 


30.8 


4.83 


20 


10 


16 


b 


152 


Northampton • 


36.6 


20.4 


16.2 


53 


25 





15 


28.5 


. . 


4.47 


• • 


• • 


10 




153 


Plymouth . . . 


• ■ 


• • 


• • 


61 


25 


6 


5 


* . 


35.2 


5.32 


• • 


1 


16 


ah 


154 


Princeton . . . 


« 9 


m ^ 








9 


9 


• • 






9 # 


9 a 


% 9 


# 9 




155 


Province town . 


40.0 


26.1 


13.9 


49 


25 


8 


5 


33.0 


• a 


4.54 


7 


T 


17 




160 


South Hinghani 


• • 


22.6 


. • 


. . 


. • 


—3 


5 


• • 


. . 


5.98 


13 


. . 


16 




161 


Springfield . . . 


36.0 


21.8 


14.2 


55 


25 





15 


28.9 


30.4 


4.34 


18 


4 


15 


b 


162 


Swampscott . . 


. . 


. • 


« • 


• • 


• . 


• • 


• • 


• • 


• • 


• • 


. • 


• • 


. . 




163 


Taunton (a) . . 


42.3 


25.3 


17.0 


61 


25 


6 


5, 15 


33.8 


33.5 


5.67 


3 


T 


16 


b 


164 


" (*) . . 


41.8 


24.3 


17.5 


61 


25 


6 


5, 15 33.0 


• • 


5.85 


8 





19 




165 


" (c) . . 


42.0 


23.3 


18.7 


62 


25 


4 


5, 15 32.6 


• • 


5.82 


• • 


• • 


16 




184 




39.6 


20.9 


18.7 


61 


25 


3 


15 


30.2 


30.8 


5.37 


9 


2 


15 


h 


181 


Wakefield . . . 


39.4 


20.0 


19.4 


61 


25 





5 


29.7 


. • 


4.60 


19 


5 


12 




168 


Wellesley • . . 


40.8 


21.4 


19.4 


53 


25 





10, 15 


31.1 


. a 


6.45 


. . 


• . 


11 




169 


Westboro' . . . 


39.1 


22.4 


16.7 


55 


25 


1 


5 


30.8 


• . 


4.21 


15 


6 


17 


a 


172 


Worcester (a) . 


. • 


• • 


• • 


• • 


• • 


« « 


• • 


• • 


. . 


. . 


. . 


. . 


• . 




185 


(6) . 


40.1 


20.9 


19.2 


56 


25 


2 


5 


30.5 


31.5 


4.36 


16 

1 


a . 


14 


b 
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No. 


Statiok. 




Tkmpkraturk. 








Pbecuttation 


. 


Notef. 




1 


2 


3 


4 


5 


6 


7 


8 


9 


10 


U 


12 


13 


14 




Rhode Island. 






























201 


Block Island . . 


40.9 


28.9 


12.0 


52 


3 


12 


5 


34.9 


. • 


3.97 


T 


• • 


17 




202 


Bristol 


39.9 


27.1 


12.8 


52 


25 


8 


15 


33.5 


32.2 


6.29 


7 





17 


h 


210 


Kingston (a) . . 


40.0 


24.3 


15.7 


57 


25 


6 


15 


32.1 


• • 


7.20 


8 





15 




211 


ih) . . 


42.2 


21.1 


21.1 


58 


25 


5 


15 


31.6 


32.1 


7.26 


8 


T 


16 


h 


204 


Newport .... 


44.4 


26.9 


17.5 


60 


24 


10 


5 


35.6 


. • 


. . 


• • 


. a 


• • 




205 


Olneyville . . . 


43.2 


27.1 


16.0 


61 


25 


10 


5, 15 


35.2 


• . 


. . 


• • 


T 


• • 




207 


Providence («) . 


41.1 


25.9 


15.2 


60 


25 


9 


15 


33.0 33.6| 


6.00 


13 


. . 


16 


e 


208 


(b) . 


41.1 


22.8 


18.3 


56 


24 


5 


15 


32.0 


. . 


5.38 


10 


1 


16 




212 


(c) . 
Connecticut. 


40.8 


23.8 


16.9 


58 


25 


6 


15 


32.3 


• . 


6.07 


12 


2 


17 




221 


Canton 


37.7 


21.4 


16.3 


56 


24 


—5 


•0 




29.6 


• • 


4,46 


15 


4 


9 




222 


Colchester . . . 


40.2 21.9 


18.3 


58 


25 


7 


5, 9 


31.0 


• • 


• . 


. . 


• • 


. • 




223 


Hartford (a) . . 


36.2 


22.9 


13.3 


56 


25 


4 


15 


34.6 


• • 


4.12 


10 


• • 


13 




287 


Mansfield . . • • 


38.2 


20.0 


18.2 


58 


25 


2 


15 


29.1 


29.3 


5.64 


14 


2 


15 


b 


226 


Middletown . . 


39.9 


24.2 


15.7 


62 


25 


8 


15 


32.0,31.51 


6.09 


7 


3 


16 


b 


228 


New Haven . . 


39.1 


25.5 


13.6 


54 


25 


8 


5 


32.3 




5.88 


6 


. . 


17 




229 


New London . . 


39.5 


25.3 


14.2 


53 


18 


7 


15 


32.4' . . 


6.46 


7 





18 




250 


N.QrosvenorDalc 


38.5 


22.4 


16.1 


57 


25 


5 


15 


30.4 30.7 


5.45 




3 


13 h 1 


280 


Shelton 


37.5 


21.1 


16.4 


60 


25 


7 


27 


29.3 


• • 


5.28 




• . 


12 




281 


Thompson . , . 


• • 


• • 


. . 


. . 


• . 


• • 


. • 


• . 


. • 


• • 




• . 


• • 




233 


Voluntown . . . 


40.4 


23.4 


17.0 


57 


25 


6 


15 


31.9 32.1 1 


7.39 




. . 


17 6 1 


235 


Waterbury . . , 


39.1 


22.8 16.3 


56 


25 


4 


28 


31.0 


• . 


5.65 




3 


16 






New York. 






























251 


Albany 


35.2 21.3 


13.9 


54 


25 


—5 


15 


JLo.£ i • . 


4.14 


. . 


4 


17 




252 


Boyd's Comer . 


• . • . 


. . 


54 


25 


8 


15 


. . 33.2 


6.00 


15 


« • 


14 


a b 


253 


Carmel 


40.8 22.3,18.5 


54 


17 


3 


28 


31.6, . . 


5.91 


12 


• • 


15 




254 


New York (a) . 


. . 


• . 


• . 


59 


17 


14 


5 


. . 136.5 


4.12 


5 





16 


e 


255 


" *' (h) . 


44.2 


30.8 


13.4 


61 


25 


13 


5 


37.5 




4.69 


• . 


• . 


16 




258 


Poughkeepsie . . 


39.0 


20.8 


18.2 


55 


25 


1 


15 


28.9' . . 


4.40 


a . 


. . 


12 




250 


Setauket .... 


42.7 


28.7 


14.0 


61 


25 


14 


5 


3.'). 7 35.1 


6.26 


2 





15 h 1 





STATIONS 


REPORTING PRECIPITATION ONLY.— FEBRUARY. 1891. 






1 


Total 


Snow- 




Total 


i Snow- 


No. 


Station. 




Precip. 


, fall. 


No. 


Statioic. Precip. 


fall. 


32 


Belmont, N.II. . , 




4.13 


• . 


179 


Robert's Dam, Mass. . 


. . . 4.47 


10 


40 


Lake Village, *' 




, 


3.98 


• / 


159 


Salem (5), *' 




4.90 


19 


44 


Mine Falls, ** 






4.23 


. . 


166 


Waltham, ** 




1 4.83 


• • 


48 


Pennichuck Station, *' 






4.11 


. . 


171 


Winchester, " 




5.17 


18 


53 


Weir's Bridge, *' 






3.94 


• • 


203 


Lonsdale, R. J. 




6.08 


14 


55 


Wolfboro', ' ' 






4.22 


• • 


206 


Paw tucket, *' 




5.40 


8 


75 


Cornwall, Vt. . . 






2.25 


12 


247 


Falls Village, Conn. . , 




3.71 


12 


187 


Ashland, JVIass. 








5.35 


12 


224 


Hartford (6), '* 




5.10 


11 


107 


Boston {b)y • 


u 








5.27 


12 


225 


Lake Konomoc, '* 




7.30 


. . 


111 


Chicopee, ' 


>( 








3.72 


16 


249 


Lebanon '* 




5.66 


8 


112 


Clinton, ' 


( 








4.28 


. • 


227 


New Hartford, *' 




4.13 


11 


119 


Fiskdale, 


( 








3.41 


24 


246 


No. Woodstock, " 




. . 


• • 


130 


Leominster, * 


u 








3.69 


22 


248 


So. Manchester, " 




5.15 


. . 


138 


Medford, * 


u 








4.44 


• • 


238 


Stevenson * << 




5.87 


• • 


142 


Mt. Nonotuck, * 


• ( 








5.63 


19 


232 


Uncasville, •' 




7.25 


. . 


143 


Mystic Lake, * 


>( 






. 4.98 


8 


234 


Wallingford, " 




6.73 


7 


144 


Mystic Pumping Sta. , 


l( 








4.85 


. . 


245 


W. Simsbury, " 




3.96 


12 


150 


Newburyport (6), * 


.( 






» ' • • 


• • 


257 


S. E. Reservoir, N. Y. . , 




6.00 


• • 


156 


Randolph, " 








6.14 


12 











Notes. — a Maximura and 
7 A.M., 2 and 9 P.M.; mean obtained ^ ... 
9 P.M.; a reduction to these hours applied 



V I'.n.f tt reuuviiuji lu lucse uuurs nppiieu m caicuiaiiiig iiie inuiuiiiy iiieuii ^oniiuii»uiiJiui vyuiiii iuuuuub, tui. jl.jki/, u — xwu uaiijr 
readings of thenr.onR'^Vr at 8 a. m. and 8 p.m.; a correction applied in calculating means (see above), e — Mean temperature from hourly 
readinjrs. /"—Two daily readings of thermometer at 7 a.m. and 7 p.m ; a correction applied in calculating means (seeabove). g — Mean 
for 24 days. 
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SUMMARY OF OBSKBVATIONS FOR MABCH, U91. 




TEUPEBATUBE. 



I 



Statioh. 



New Brunswick. 
St. John . . . . 

Maine. 
Bar Harbor 
Belfast . . 
Calais . . 
Eastport . 
Fairfield . 
Kent's Hill 
Lewiston . 
Majfield . 
Orono . . 
Petit Menan 
Portland . . 
West Jonesport 



New Hampshire, 
Berlin Falls . . 
Berlin Mills . . 
Concord . . . . 
Grafton . . . . 
Hanover (a) . . 

Littleton . • • • 
Manchester (b) 

(c) 
Nashua • • • 
Newton • • • 
North Conway 
Plymouth • . 
Stratford • . . 
Walpole . . . 
West Milan . 



e 

9 

E 

a 



"1 



• 




s 




a 




B 


& 


a 


Q 


s 


<2 


a 


e 


t 


g 


S 


s 


2 


3 


o 


o 



E 

3 

E 

a 



« 

s 



Hkaji. 



E 

3 

E 

a 



& 



35.3 21.9 13.4 48 



37.2 23.3 13.9 



37.5 
34.6 
38.3 
34.4 
37.3 



38.0 



36.7 



Vermont. 
Brattleboro' (a) 

(6) 
Burliugton . . . 
Chelsea .... 
Haitland . . . 
Jacksonville . . 
Lunenburgh . . 
Northfield . . . 
Saxton's River . 
Strafford .... 

Vernon 

Weathersfield Ct. 



35.2 
35.6 
3§.4 



21.9 
23.4 
18.2 
19.7 
19.1 



19.4 



24.0 



36.4 
38.9 
38.3 
40.2 
38.9 
41.0 
39.2 
38.6 
87-2 
41.5 
36.6 
89.0 



40.8 
39.7 
38.9 



11.3 
12.8 
21.7 



15.6 
11.2 
20.1 
14.7 
18.2 



18.6 



12.7 



40.6 
38.0 
33.4 



19.3 
17.4 
15.7 
22.5 
23.6 
22.7 
22.2 
17.1 
18.4 
16.1 
19.6 
11.2 



22.7 
25.0 
22.1 



23.9 
22.8 
16.7 



16.3 
19.7 
16.1 



34.7 



20.3 



17.1 
21.5 
22.6 
17.7 
15.3 
18.3 
16.9 
21.5 
18.8 
25.4 
17.0 
27.8 



18.1 
14.7 
16.8 



24.3 
19.3 
17.3 



4 


5 


o 




48 


23 


52 


29 


50 


29 


50 


h 


46 


13 


51 


29 


49 


29 


54 


29 


45 


24, 29 


53 


29 


45 


23,24 


53 


29 


55 


29 


50 


23 


49 


23 


52 


29 



6 

o 





2 
2 
1 
2 
-13 
—2 



52 
53 
55 
55 
55 
56 
52 
51 
56 
60 
51 
58 



54 
54 
60 
46 



-10 

—5 

15 

2 

4 



-22 
-20 



2 
2, 3 
2 
2 
2 



J! o 



a 

o 



n 



8 

O 



9 

o 



28.4 28.5 



30.2 

29.7 
29.0 
28.2 



1, 2 ,27.0 
2 
2 
3 

2, 3 



29 
24 
22 
29 
29 
29 
29 
29 
29 
29 
28,30 
11 



21 

29 
23 
23 



14.4 



58 
54 
49 



48 
50 
47 



8 
22 
29 



-14 

-19 

-16 

— 1 

2 

1 



—6 

—6 

-15 

-11 

-18 



2 
3 



2 
2 
2 



1 
—2 
-11 



22, 29 

% 

29 



-18 
—7 
-15 



-12 

—8 
—5 



2 
2 
2 
2 
2 
2 
3 
2 
3 
2 
2 
2 



2 
2 
2 
2 



28.2 
28.7 
30.4 



23.2 
24.2 
30.0 



29.6 

• • 

28.3 
22.0 
28.9 
30.3 

31 .0 



PRECIPITATION. 



'n'Z 



Snowfall. 



I 



as I 



-St. 



Og '!« 



10 

in. 

3.16 



U 

in. 

11 



2 
9 
2 



27.8 
28.2 
27.0 
31.4 
31.2 
31.8 
30.7 
27.8 
27.8 
28.8 
28.1 
25.1 



30.2 
32.4 
30.5 



28.6 
29.1 

30.8 

31.9 



5.18 9 
8 



4.39 
2.75 
4.75 
4.37 
7.03 

5.20 

5.48 



21 



15 
10 
11 



4.91 
4.19 



21 
12 



30.2 
31.6 
30.4 
23.7 



2 
2 
1 



28.4 26.8 
28.8 28.9 
24.8 



27.5 



27.5 
27.3 



2.32 
2.02 
2.30 
4.30 
3.94 
5.43 
3.96 
6.22 
3.85 
2.04 
3.14 
3.70 



8.89 

1.70 
3.21 
3.72 
4.23 
2.16 
2.68 



8.20 
2.59 



12 
8 
10 
11 
10 
15 
18 
22 
12 
10 
10 
17 



18 

. . 
14 
16 
10 
12 
16 



22 
13 



12 

in. 



14 




T 
T 
T 








T 
T 
10 

14 



12 



13 



12 
. . 



7 

2 11 
12 

T 

18 




7 
12 



10 

> • 
18 



11 

8 



8 

7 

8 

11 

15 

11 

7 

10 

11 

8 

8 

15 



11 
17 
8 
15 
13 
15 



9 
5 



e 



& 



14 



9 



a e 
h 



b 

ab 
b 
ab 

ab 



b 
d 



c 
c 
c 
a 

c 
b 



ab 
a c % 
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No. 


Station. 


Tkmfbratubk. 


Prbcipitation. 


Notes. 






1 


2 


3 


4 


5 


6 


7 


8 


9 


10 


U 


12 


13 


14 






o 


C 


o 


o 




O 




O 


O 


in. 


in. 


in. 








MoBBacJiuaetts, 














• 
















101 


Amherst (a) • . 


• . 


• • 


• . 


60 


23 


-10 


20 


. • 


3.33 


3.14 


7 


• • 


. • 


b 


102 


" 0) . . 


40.7 


23.6 


17.1 


56 


.29 


1 


2 


32.3 


32.0 


2.89 


12 





8 b 


177 


" (c) . . 


42.2 


23.1 


19.1 


56 


29 


—1 


2 


32.7 


33.7 


2.99 


9 





9 e 


180 


Andover . . 


38.7 


24.2 


14.5 


54 


29 


—3 


2 


31.4 


31.0 


7.87 


18 





8'6 


104 


Blue HUl (sum't) 


38.9 


24.4 


14.5 


51 


22 


—1 


2 


31.7 30.5 


4.88 


15 





13 , d 


105 


'' ** (base) 


41.5 


25.7 


15.8 


54 


22 


1 


2 


33.6 




5.06 


. . 




• • 




174 


" ** (valley) 


41.2 


25.2 


16.0 


54 


22 


1 


2 


33.2 




4.85 . . 




• • 




106 


Boston (a) . . • 


40.0 


27.3 


12.7 


55 


13 


3 


2 


33.6 




3.94 


. . 




14 




108 


Cambridge (a) , 


39.3 


25.3 


14.0 


51 


13, 29 


1 


2 


32.3 




4.90 


• . 




10 




109 


(b) . 


40.6 


25.1 


15.5 


52 


13, 29 


1 


2 


32.8 


. . 


5.74 


* . 




10 




110 


Oiestnut Hill . 


42.8 


25.3 


17.0 


54 


29 





2 


33.8 




5.63 


14 


' 6 


10 




182 


Concord .... 


40.4 


22.5 


17.9 


55 


29 


1 


2 


31.4 


31 .2 


5.70 


21 




15 


f 


114 


Cotuit 


39.8 


27.5 


12.4 


50 


22, 23 


8 


2 


33.6 . . 1 


3.66 


8 




7 


J 


116 


Deerfield .... 








56 


29 


9 


9 




32.2 

• • 










ab 


117 


Dudley 


40.'3 


• • 
23.0 


17.3 


56 


30 


—3 


2 


31.6 


5.32 


• • 

10 


6 


11 


120 


Fiteliburg (a) . 


. . 


. . 


• . 


50 


8, 29 


1 


2 


• • 


30.2 


5.17 18 





9 


a b 


121 


{b) . 


39.9 


22.1 


17.8 


53 


28 


—2 


2 


31.0 


• • 


5.15 14 





8 




186 
122 


Florida 








50 
61 


29 
13, 30 


—8 



2 
2 


33.0 


26.3 


0.98 
6.63 


6 


2 


9 
10 


a b 


Framingliam . . 


41.8 


24.1 


• • 

17.7 


123 


Gilbertville . . . 


41.9 


22.4 


19.5 


58 


30 


—2 


2 


32.2 


. . 


3.70 


12 





9 




124 


Groton (a) . . 


41.7 


24.0 


17.7 


54 


29 


—1 


2 


32.8 


. . 


5.31 


18 





10 




125 


'' (6) . . 


41.1 


22.2 


18.9 


58 


11, 29 


—2 


5 


31.6 


. • 


• • 


• • 





. . 




178 


Kendal Green , 


39.4 


28.2 


11.2 


56 


29 





2 


33.8 


. . 


6.26 


17 


. . 


8 




127 


Lake Cochituate 


45.1 


22.3 


22.8 


60 


29 





2 


32.7 


. . 


5.49 


• • 


. . 


10 




128 


Lawrence . . . 


42.8 


22.6 


20.2 


59 


29 


1 


2 


32.7 


. . 


5.10 


16 


. . 


12 




129 


Leicester .... 


38.3 


21.3 


17.0 


50 


29 


3 


2 


29.8 29.8| 


5.09 


• . 





11 


d 


131 


Long Plain . . . 


38.7 


29.1 


9.6 


60 


22 


3 


2 


33.9 


. . 


7.34 


6 





13 


a 


133 


Lowell (b) . 


40.2 


24.2 


16.0 


56 


29 


2 


2 


32.2 


. . 


6.00 


. . 





10 




136 


'' (c) . . . 


40.1 


23.1 


17.1 


54 


29 





2 


31.6 


. . 


. • 


. . 


. . 




176 


*' id) . . . 


41.8 


23.9 


17.9 


56 


29 





2 


32.8 


. . 


• • 


. . 


. . 


8 




134 


Ludlow 


39.7 


20.7 


19.0 


52 


29 


—7 


2 


30.2 


. . 


2.99 


12 





12 




135 


Lynn 

Mansfield .... 


39.4 


25.0 


14.4 


48 


29 


1 


2 


32.2 


• . 


4.51 


« • 




10 




183 


• • 


. . 


• • 


55 


22 





2 


. . 


32.8 


5.63 


14 




12 


a b 


139 


Middleboro' . . 


42.1 


25.3 


16.9 


61 


22 


4 


2 


33.7 


• • 


4.90 


7 




10 




140 


Milton 


40.8 22.5 


18.3 


53 


22 





2 


31.6 


• • 


4.58 


14 




10 




141 


Monson 


42.9 


20.0 


22.9 


57 


23 


8 


2 


31.4 


« • 


3.01 


9 • 




13 




173 


Nahant 


• • 


« • 


• • 

























146 


Nantucket . . . 


39.6 


30.3 


9.3 


54 


22 


16 


2 


• • 

35.0 


• • 

• • 


1.86 


• • 

• • 




12 




147 


New Bedford (a) 


41.5 25.5 16.0 


58 


23 


4 


2 


33.5 


33.8 


5.81 


6 




5 


b 


148 


{b) 


42.6 27.3 45.3 


60 


23 


4 


2 


35.0 


. • 


5.61 


5 





11 




149 


Newbury port (a) 


41.2 25.5 


15.7 


50 


29 


2 


2 


33.4 


32.9 


4.51 


18 


T 


12 


b 


152 


Northampton . 


40,6 25.7 


14.9 


57 


29 


1 


2 


33.2 


• • 


3.83 


• • 


• • 


6 




153 


Plymouth . . . 


. . . . 


. . 


55 


13 


7 


2 


^ % 


35.2 


5.04 


• # 


• • 


11 


ab 


154 


Princeton . . . 


• • 


« • 


. . 


% 9 





% 












• 







155 


Provincetown . 


40.1 


28.7 11.4 


50 


22 


16 


2 


• • 

34.4 




3.69 


# 9 

7 





7 




160 


South Hingham 


• • 


24.1 


. . 


. . 


• • 


1 


2 


• • 


. . 


5.78 


12 





12 




161 


Springfield . . . 


40.4 


25.8 


14.6 


55 


29 


1 


2 


33.1 


34.2 


3.60 


12 





8 


b 


162 


Swampscott . . 


• • 


• . 


. . 


. . 


• • 


• • 


« « 


^ ^ 


9 


• • 


• • 


. . 


• • 




163 


Taunton (a) . . 


45.1 


27.5 


17.6 


60 


23 


5 


2 


36.3 


34.9 


« . 


• • 





11 


b 


164 




44.5 


26.6 


17.9 


60 


22 


5 


2 


35.5 


« • 


5.19 


6 





9 




165 


(c) . . 


44.5 


25.7 


18.8 


60 


22 


4 


2 


35.1 


. . 


5.93 


. . 


. . 


13 




184 


(d) . . 


43.1 


24.8 


18.3 


60 


23 


2 


2 


33.9 


33.7 


4.99 


8 





9 


b 


181 


Wakefield . . . 


43.5 


23.3 


20.3 


59 


30 


—2 


2 


33.4 


• • 


6.46 


22 





10 




168 


Wellesley . . . 


• • 


• • 


• • 


# 


a « 


9 a 


a 


^ 9 


s % 


9 • 


• • 


• • 


• • 




169 


Westboro' . . . 


44.6 


25.0 


19.6 


58 


11, 29 





2 


34.8 


• • 


5.89 


18 





14 


a 


172 


Worcester (a) . 


. . 


• • 


. . 


• • 


7 

• • 


• • 


• # 


• • 


• • 


. • 


• • 


• • 


. . 




185 


(6) . 


39.9 


21.1 


18.8 


57 

1 


30 


—1 


2 


30.5 

• 
1 


• * 


4.59 


. . 


. . 


9 
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SUMMARY OF OBSERVATIONS FOR MARCH. 1891— (CONCLUDED). 



No. 


Statiok. 1 








Tkmpkratubs. 






PRSCiprrATioir. 


Note*. 1 




1 


1 


2 


3 


4 


5 


6 


7 


8 


9 


10 


U 


12 13, 14 1 




Rhode Island. 






























201 


Block Island • . 


40.2 


30.1 


10.1 


59 


13 


9 


2 


35.2 


. . 


2.42 


T 


. . 


11 




202 


Bristol .... 


42.5 


28.3 


14.2 


02 


23 


5 


2 


35.4 


36.3 


5.12 


5 





8 h 


210 


Kingston (a) . . 


42.1 


26.0 


16.1 


57 


23 


5 


2 


34.0 


. . 


6.96 


6 





7 ■ 


211 


(6) . . 


43.1 


26.4 


16.7 


59 


25 


1 


2 


34.8 


32.8 


7.97 


6 





5 , h 


204 


Newport .... 


46.7 


30.0 


16.7 


60 


30 


9 


2 


38.4 


• . 


. . 


. . 


. . ■ . . 




205 


Olneyville . . . 


44.2 


29.6 


14.6 


58 


22 


6 


2 


36.9 


. . 


. . 


. . 


. . 1 


207 


Providence (a) . 


43.2 


28.4 


14.8 


58 


22 


6 


2 


35.8 34.6 


5.55 


8 


. . 


10 


C 


208 


(4) . 


43.9 25.6 


18.3 


57 


22 


2 


2 


34.8' . . 


5.07 


8 


, 


9 




212 


(c) . 


43.4 26.0; 17.4 


58 


22 


4 


2 


34.7 . . 


6.36 


8 





9 






Connecticut, 




























221 


Canton 


40.9 


22.9 


18.0 


58 


8 


— 2 


2 


31.9, . . 


5.10 


6 





6 




222 


Colchester . . . 


44.1 


25.6 


18.4 


60 


29 


4 


2 


QO.O « • 


. . 


. • 


. . 


. . 




223 


Hartford (o) . . 


41.3 


25.8 


14.7 


57 


29 


3 


2 


83.5,33.8 


5.44 


9 


. . 


9 


d 


237 


Mansfield. . • . 


41.1 


23.5 


17.6 


54 


29 





2 


32.3 '31.9 


4.42 


7 





12 


b 


226 


Middletown . . 


43.2 


26.8 


16.4 


61 


23 


5 


2 


35.0 34.3 


5.96 


6 


. . 


11 


b 


228 


New Haven . . 


42.5 


27.7 


14.8 


63 


23 


3 


2 


35.1 


. . 


3.68 


4 


. • 


11 




229 


New London . . 


42.2 


29.0 


13.2 


61 


23 


7 


2 


35.6 


. . 


8.99 


4 





12 




250 


N.QrosvenorDale 


40.7 


26.2 


14.5 


53 


29 


5 


2 


33.4 33.0 


5.35 


1 12 


. . 


9 


b 


230 


Slielton 


44.8 


24.9 


19.9 


60 


23 


7 


1,2 


34.8 


. . 


4.56 


. . 


1 


8 




231 


Thompson . . . 


38.1 


26.2 


11.9 


53 


29 


— 1 


2 


32.2 


31.0 


. • 


. . 


. . 


. . 


a h 


233 


Vol unto wn . . . 


43.7 


25.9 


17.8 


62 


23 


4 


2 


34.8 


84.5 


4.85 


8 


. . 


9 


b 


235 


Waterbury . , . 
New York. 


42.6 


27.0 


15.6 


60 


30 





2 


84.8 


88.2 


5.08 


5 




1 

I 


8 


b 


251 


Albany 


40.3 


24.3 


16.0 


60 


23 


2 


2 


82.5 


. . 


8.12 


. • 


. . 


15 




252 Boyd's Comer . 


. . 


. . 


. . 


63 


23 


5 


2 


. • 


36.0 


3.36 


4 


1 


10 


ab 


253 Cannel 


42.7 


25.5 


17.2 


60 


24 


1 


2 


34.1 


. . 


S.89 


4 


• • 


10 




254 


New York (a) . 


a . 


• « 


. . 


58 


24 


9 


2 


• • 


35.8 


3.61 


2 


0| 11 


e 


255 


'* ** (6) . 


44.7 


30.8 


13.9 


61 


30 


9 


2 


37.8 


. . 


4 22 


. . 


1 

1 . . 


13 ! 


258 


Poughkcepsie . . 


43.0 


23.9 


19.1 


65 


23 





6 


33.4 


. • 


2.88 


• * 


1 


10 


250 Setauket .... 


42.3 


80.0 


12.3 


57 


10 


12 


2 


36.1 i 35.01 


8.84 


2 


1 

• • 


10 h 



STATIONS REPORTING PRECIPITATION ONLY.— MARCH. 1891. 







Total 


Snow- 




ToUl 


Snow- 


No. 

! 


Station. 


Precip. 


fall. 


No 


SrATioK. 1 procip. 


&U. 


32 


Belmont, N.H. . 


. 4.27 


. . 


179 


Robert's Dam, Mass 


6.18 


13 


40 


Lake Village, " 


. 4.36 


• . 


159 


Salem (6), *' 










4.92 


21 


44 


Mine Falls, *' 


. 5.26 


• . 


166 


Waltham, ** 










5.96 


. . 


48 


Pennichuck Station, " 


. 4.78 


. . 


171 


Winchester, *' 










5.95 


16 


53 


Weir's Bridge, *' 


. 4.45 


. . 


203 


Lonftdale, R. I. 










5.78 


9 


55 


Wolfboro', '' 


. 4.16 


. . 


206 


Pawtncket, *' 










5.41 


9 


75 


Cornwall, Vt. . . 


. 1.91 


8 


247 


Falls Village, Conn. . 










2.17 


5 


187 


Ashland, Mass. . 


. 6.32 


. . 


224 


Hartford (6), ** 










5.46 


8 


107 


Boston {b)j " . . 


. 5.35 


11 


225 


Lake Konomoo, ^< 










6.11 


. . 


HI 


Chicopee, ** . . 


. 4.60 


. . 


249 


Lebanon ** 










4.78 


6 


112 


Clinton, " , . 


. 5.20 


. • 


227 


New Hartford, ** 










5.50 


8 


119 


Fiskdale, '* . . 


. 2.86 


. . 


246 


No. Woodstock, '' 










• . 


. . 


130 


Leominster, " . . 


. 5.57 


14 


248 


So. Manchester, '* 








. 8.61 


. . 


138 


Medford, ** . . 


. 5.35 


• • 


238 


Stevenson " 










4.16 


4 


142 


Mt. Nonotuck, " . . 


. 2.66 


9 


232 


Uncasville, •' 










5.72 


6 


143 


Mystic Lake, '' . . 


. 6.19 


23 


234 


Wallingford, *' 










5.05 


7 


144 


Mystic Pumping Sta.,** . . 


. 5.68 


• • 


245 


W. Simsbury, " 










4.32 


7 


150 


Newburyport (6), " . . 


. 5.05 


• • 


257 


S. K Reservoir, N. Y. , 










3.42 


• • 


156 


Randolph, " . , 


. 5.50 


13 











Notes. — a. Maximum and minimum temperatures from thermometers not self-registering, b — Trr-daily readings of thermometer at 
7 A.M., 2 and 9 p.m.; mean obtained by formula: 1 (7 + 2 +9 + 9). c— Tri-daily readings of thermometer at other hoars than 7 a.m^ 2 and 
9 P.M.; a reduction to these hours applied in calculating the monthly mean (Smithsonian Contributions, Vol. xxi). d — Two dai jr 
readings of thermometer at 8 a.m. and 8 p.m.; a correction applied in calculating means (see above), e — Mean temperature from hourly 
readings. f—Two daily readings of thermometer at 7 a.m. and 7 p.m ; a correction applied in calculating means (see above), y — Mean 
temperature from bi-hourly readings. A— Maximum on 12th, Idth, 24th, 29th. t— Maximum oi 22d, 23th, 29th, Slst. 
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B 
5I 



2 
3 
14 
4 
5 
7 
8 
9 

10 
11 
12 
15 



83 
84 
87 
60 
89 
58 
59 
42 
43 
45 
57 
47 
49 
51 
52 
54 



71 
72 

73 
74 

88 
77 
78 
82 
87 
83 
85 
89 



Station. 



Xew Bitinstvick, 
1 St. John . 



• • • 



Maine. 
Bar Harbor . , 

Belfast 

Calais 

East port . . • . 
Fairfield .... 
Kent*s Hill . . . 
LewistoD .... 
Mayfield .... 

Orono 

Petit Menau . . 
Portland .... 
West Jonesix>rt 



New Hampshire. 
Berlin Falls . . 
Berlin Mills . . 
Concord , . . . 
Grafton . . . . 
Hanover (a) . . 

" (6) 
Littleton . . . . 

Manchester (b) 

(c) 

Nashua • • • 

Newton . . . 

North Conwa}' 

Plymouth . . 

Stratford . . . 

AValpole . . . 

AVest Milan . 



TEMPERATURE. 



c 
J 



C 

s 

2 



1 

O 



B 

s 

E 

'5 

c 

cS 
9* 



tc 

c 



c 



E 

s 

S 



2 

o 



3 

O 



45.1 32.7 12.4 61 



51.9 34.7 



51.3 
45.6 
54.5 
51.0 
52.6 



32.7 
38.5 
31.5 
32.3 
32.4 



9i 



17.2 



18.6 
12.1 
23.0 
18.7 
20.2 



50.2 32.3 17.8 



51.8 35.3 



51.6 
53.4 
56.4 



Vermont, 
Brattleboix)' (a) 

(&) 

Burlington • • • 
Chelsea • • • • 
Hartland • • • 
Jacksonville . . 
Lunenburgh • • 
Northfield . . . 
Saxton's River . 
Strafford • • . . 

Vernon 

Weathersfield Ct 



53.2 
56.7 
52.8 
57.0 
57.4 
60.0 
58.4 
56.2 
56.0 
54.0 
57.1 
52.8 



60.2 
59.5 
55.5 



25.3 
27.1 
35.9 



16.5 



57.9 
56.8 
50.9 
51.6 



54.4 



33.7 
32.3 
30.2 
35.7 
35.4 
35.5 
34.5 
30.0 
30.7 
30.0 
33.1 
25.6 



32.4 
37.1 
36.1 



26.3 
26.3 
20.5 



32.9 
29.2 
34.2 
31.0 



32.6 



19.5 
24.4 
22.6 
21.3 
22.0 
24.5 
23.8 
26.2 
25.3 
24.0 
24.0 
27.2 



27.8 
22.4 
19.4 



66 
62 
64 
61 
71 
73 
72 
62 
69 
50 
76 
60 



73 
79 
80 



25.0 
27.6 
16.7 
20.7 



74 

80 
77 
80 
80 
81 
78 
82 
82 
82 
78 
76 



82 
80 
78 
70 
80 
74 
75 
78 



28 



28 
14 
14 
14 
28 
22 
22 
22 
28 
28 
22 
14 



22 
22 
18 



21.8 



78 
76 



E 

3 

e 

*5 



6 

o 

21 



25 
30 
23 
27 
21 
19 
19 
17 
22 
30 
26 
30 



6 
5 

18 



22 
22 
22 
27 
27 
27 
18 
22 
27 
22 
22 
22 



22 
22, 27 

27 

22 

27 

18 

27 
22, 27 



22 
22 



14 

• . 
21 
20 
22 
20 
20 
14 
18 
10 
14 
2 



18 
20 
23 
18 
13 
6 

16 
10 



4) 

Q 



— I- 



1 



6 
3 
1,6 
1 
6 
G 
6 
6 
6 
6 
6 
6 



6 
6 
6 



18 
17 



1 
6 
6 
6 
6 
6 
6,7 
6 
6 
6 



6 
6 
5 
5 

6 
7 
6 
6 



Mean. 



c 

d • 

s 

o 



8 

o 

38.9 



43.3 

42.0 
39.6 
43.0 
41.6 
42.5 

41 .3 

4 3 .6 



38.5 
40.2 
46.2 



7 
5 



43.4 
44.5 
41.5 
46.3 
46.4 
47.7 
41.4 
43.1 
43.4 
42.0 
45.1 
39.2 



46.3 
48.3 
45.8 

45.4 
43.0 
42.6 
41.3 






V 






38.6 



42.7 



41.7 
38.4 
41.3 
39.7 

39.V 



45.5 
44.5 
41.2 
47.3 

47.V 



41.9 



PRECIPITATION. 



43.5 



47.1 
47.3 
44.8 
89.2 

41 .8 
43.0 



tfi 

UQQ 

H 



10 

ill, 

2.55 



2.87 

2.95 
1.37 
1.97 
1.85 
2.89 
3.75 
3.26 

1.89 



Snowfall 



o 
H 






4 

8 

10 
. . 

6 
12 

8 
12 



3.01 
2.41 



44.4 



45.2 



2.21 
2.39 
2.21 
2.08 
1.63 
2.95 
2.44 
3.16 
2.31 
1.84 
3.12 
2.92 



8.69 

2.77 
2.85 
2.72 
3.73 
2.18 
2.41 



16 
10 



11 
11 

8 

6 

7 

6 

4 

12 

6 

7 

20 

13 



2.40 
8.37 



10 
15 
10 
23 



14 
18 
18 






g,' 



a 



v 



12 

in. 
















. 











E-3 

. p. 
o 

to; 



13 



8 



10 
. . 

8 
11 
11 

9 
10 

8 
13 

a . 

10 



13 
6 



6 

5 

11 

9 
8 
7 
5 
7 
6 
7 
6 
10 



8 
12 

5 
11 

7 
10 



2 

o 
S 

S 

« 
o 

a 

t 
& 

14 



a c 



9 
b 

a b 

b 

a b 

a b 



b 
d 
c 
b 



c 
c 
c 
a b 

c 

b 



b 
a c 
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SUMMARY OF OBSERVATIONS FOR APRIL, IHOl— (CONTINUF.D). 



^O. 


Station. 




Tkmpkratvrk. 






9 


PUECIPITATIOX. 


Note». 






1 


2 


3 


4 1 5 


6 


7 


8 


10 


U 


12 


1 13 


14 









U 


O 


O I 


o 




O 


O 


in. 


in. 


in. 


1 






Massa^c/iusetts, 






























101 


Amlierst(a) . . 


. . 


. • 


• . 


78 


22 


19 


6 


. . 


48.5 


3.57 


7 


. < 


. . 


b 


102 


" (*) • • 


57.6 


35.6 


22.0 


77 


22,30 


18 


6 


46.6 46.9| 


2.74 


11 


c 


) 7 


b 


177 


" (c) . . 


59.5 


35.6 


23.9 


80 


27 


18 


6 


47.5 


49.4 


2.66 


11 


c 


) 6 


e 


180 


Andover . . 


57.9 


37.6 


20.3 


79 


27 


24 


6,8 


47.8 


• a 


2.53 


. • 


a a 


7 




104 


Blue Hill (sum't; 


53.5 


35.1 


18.4 


77 


19 


23 


6 


44.3 45.2 


2.75 


T 


c 


1 6 


d 


105 


** '' (base) 


58.6 


37.6 


21.0 


78 


19 


23 


6 


48.1 . . 


2.77 


. . 




. . 




174 


** *' (valley] 


58.6 


36.5 


22.1 


78 


19 


25 


6 


47.5 . . 


2.91 


. . 




> . . 




106 


Boston (a) . . . 


56.8 


39.3 


17.5 


78 


27 


27 


6 


48.0 . . 


1.71 


• . 




7 




108 


Oarabriilge (a) . 


56.2 


3^.1 


17.1 


75 


18 


26 


6 


47.6 . . 


2.44 


. a 




6 




109 


(b) . 


57.1 


38.9 


18.3 


76 19, 22 


28 


6 


48.0, . . 


2.72; . . 




6 




110 


aiestnut Hill . 


61.1 


37.9 


23.2 


78 


18 


24 


6 


49.5 . . 


2.98' . . 




8 




182 


Concord .... 


58.3 


36.7 


21.6 


79 


27 


24 


5 


47.5 46.8 


2.63 


4 




7/1 


114 


Cotuit 


51.8 


35.0 


16.8 


72 


19 


24 


6 


43.4 . . 


2.65 


• • 




7 




116 


Deerfield .... 


. . 


. . 


• . 


81 


18, 27 


27 


6 


• . 


48.3 


. . 


• • 




• • 


ab 


117 


Dudley 


58.9 36.3 


22.6 


78 


28 


18 


6 


47.6 


• . 


1.91 


5 


' (1 


) 7 


9 


120 


Fitchburg (a) . 


. . 


. . 


• . 


74 


27 


28 


h 


• . 


46.1 


4.26 


18 


c 


1 7 abh\ 


121 


(6) . 


58.2 


35.5 


22.7 


80 1 


27 


20 


6 


46.9 




4.17 


13 


c 


) 6 




186 
122 


Florida 








80 
77 


27 

• 

t 


18 
24 


5 

6 


49.0 


4 2 .8 


8.18 
8.76 


17 




5 

8 


ab 

• 


Framingliam . . 


6b.*8 


37.'2 


23.6 


123 


Gilbertville . . . 


39.3 


33.9 


25.4 


76 


19 


18 


6,7 


46.6 




2.93 


9 


. « 


. 5 




124 


Groton (a) . . 


59.3 


36.2 


23.0 


78 


14, 18 


20 


6 


47.8 




3.29 


12 


c 


) 7 




125 


" (6) . . 


. • 


• • 


• • 


. . 


• . 


• . 


. . 


. • 




. . 


. . 


. • 


. . 




178 


Kendal Green • 


56.6 


42.6 


14.0 


76 


14, 23 


25 


6 


49.6 




8.64 . . 


. < 


5 




127 


Lake Cocbituate 


65.5 


36.0 


29.5 


83 


19 


17 


6 


50.8 




8.62 . . 


. 1 


7 


9 


128 


Lawrence . . . 


61.8 


35.1 


26.7 


84 


27 


23 


7 


48.4 




3.28 


8 


c 


) 7 




129 


Leicester .... 


55.4 


34.9 


20.5 


75 


27 


18 


6 


45.1 


43.8 


2.47 


9 


c 


\ 6 


d 


131 


Long Plain . . . 


53.7 


39.2 


14.5 


70 


19 


20 


6 


46.4 




3.80 


. . 


c 


) 9 


a 


133 


Lowell (h) , 


57.4 


36.6 


20.7 


76 


18 


23 


6 


47.0 




3.56 


. . 


c 


) 6 




136 


" (c) . . . 


57.5 


35.8 


21.7 


80 


27 


21 


6 


46.6 




• . 


. a 




1 . a 




176 


*' (cO . . . 


60.1 


36.5 


23.6 


81 


27 


23 


6 


48.3 




. . 


. . 




8 




134 


Ludlow 


57.1 


33.3 


23.8 


78 


27 


14 


6 


45.2 




2.87 


8 




8 




135 


Lynn 

Mansfielil .... 


54.9 


37.0 


17.9 


74 


19 


24 


6 


46.0 




2.45 


• . 




6 




183 


• . 


• • 


• • 


80 


19 


28 


6 


. • 


46.6 


8.07 


. . 




9 


ab 


139 


Middleboro' . , 


58.9 


35.1 


23.7 


79 


19 


19 


6 


47.0 




8.69 


T 




8 




140 


Milton 


56.9 


38.3 18.6 


78 


19 


24 


1 


47.6 


• . 


2.91 


T 




5 




141 


Monson 


61.6 


33.9 27.7 


83 


19, 27 


12 


7 


47.8 




8.07 






. 7 




173 


Nahant 


• • 


• . 


. • 


a . 


. . 


. . 


• • 


. . 




• • 






» . . 


% 


146 


Nantucket . . . 


50.1 


38.3 


11.8 


65 


28 


30 


6 


44.2 




1.47 






9 




147 


New Bedford (a) 


55.4 


36.5 


18.9 


74 


19 


25 


6 


46.0 45.8 


2.78 






. 10 


b 


148 


a (5> 


56.3 


37.2 


19.1 


77 


19 


25 


6 


46.8 . . 


2.89 




"( 


) 12 




149 


Newbury port (a) 


58.4 


37.1 


21.3 


79 


14 


27 


6 


47.8,47.5 


2.10 


' 1 


c 


) 10 


b 


152 


Noitliampton • 


56.9 39.0 


17.8 


78 


22 


23 


9 


48.0 


. . 


4.85 




a 1 


. 5 




153 


Plymouth . . . 


• . 


• . 


. . 


79 


19 


32 


6 


• . 


48.6 


4.02 




. < 


9 


ab 


154 


Princeton . • . 


. . 


34.0 


. . 


• • 


. . 


16 


6 


. . 


• . 


1.75 




. < 


4 




155 


Provincetown , 


53.3 


37.3 


16.0 


70 


19 


25 


2 


45.3 


• • 


8.28 


T 


( 


) 6 




160 


South Hingliani 


. . 


33.5 


. . 


. . 


. . 


18 


6 


. • 


• • 


8.12 




* < 


7 




161 


Springfield . . . 


58.7 


39.7 


18.9 


79 '22, 27 


25 


6 


49.2 


50.4 


2.55 


*8 


• 


8 


b 


162 


Swampscott . . 


. . 


• • 


• . 


. . 


. . 


. . 


• • 


. • 


• . 


• • 




. 


> . . 




163 1 Taunton (a) . . 


60.4 


37.9 


22.5 


81 


19 


24 


6 


49.2 


47.6 


8.97 




c 


) 10 


b 


164 


'* w . . 


60.5 j 37.8 22.7 


81 


19 


23 


6 


49.1 


• • 


8.31 




c 


) 12 




165 


*' (c) . . 


59.6135.5 24.1 


79 


29 


18 


6 


47.6 


. . 


4.05 




. 


8 




184 


'* id) . . 


59.0 137.7 


23.4 


80 


19 


21 


6 


48.4 


47.0 


4.09 


T 


c 


1 7 


b 


181 


Wakefield . . . 


61.1 


35.7 


25.4 


79 


• 
J 


23 


6, 7 


48.4 


. . 


8.04 




. 


6 


J 


168 


Wellesley . . . 


• • 


. . 


. . 


. . 




. . 


. . 


. . 


a . 


. . 




. < 


» . • 




169 


Westboro' . . . 


61.0 38.2 22.8 


81 


19 


22 


6 


49.6 


. . 


2.63 


' 7 


. 


7 


a 


172 


Worcester (a) . 


. • . . ' . . 


• « 


. . 


. . 


. . 


. . 


• . 


t 
• • 1 • • 


. 


• . 




185 


(6) . 


59.4 


32.1 


27.3 


76 


28 


22 


6 


45.8 


. . 


2.02 


• . 


c 


\ 6 


9 



SUMMARY OF OBSERVATIONS FOB APRIL, 1891— (CONCLUDED). 
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No. 


Station. 






7 


'emfekai 

5 


TKE. 




1 
i 


PUECIPITATION 


■ 


Note*. 




1 


2 


3 


4 


6 


7 


8 


9 


10 


11 


12 


13 


14 




R/iode Island. 






























201 


Block Island . . 


50.3 


39.5 


11.8 


67 


19 


30 


6 


44.9 


. . 


1.19 


. . 


. . 


7 




202 


Bristol 


53.9 


39.5 


14.4 


71 


19 


28 


6 


46.7 


45.9 


3.87 


T 





10 


b 


210 


Kingston (a) . . 


56.8 


36.9 


19.9 


78 


19 


23 


6 


46.9 


• . 


4.20 


T 





8 




211 


(b) . . 


57.4 


35.4 


22.0 


76 


19 


20 


k 


46.4 


44.9 


4.70 








8 


b k 


204 


Newport .... 


57.0 


40.3 


16.7 


72 


30 


29 


5 


48.6 


• • 


• • 


• . 


. . 


• . 




205 


Olneyville . . . 
Pi-ovidence (a) . 


59.6 


41.5 


18.1 


76 


19, 30 


28 


6 


50.6 


. . 


• • 


. . 


. . 


1 


207 


59.9 


41.5 


18.4 


80 


30 


28 


6 


50.7 


50.1 


3.58 


T 


a a 


8 


c 


208 


{b) . 


60.3 


38.1 


22.2 


80 


27,30 


25 


6 


49.2 


• • 


3.38 


T 





10 




212 


(0) . 

Connecticut. 


59.2 


38.7 


20.5 


80 


I 


25 


6 


49.0 


• • 


3.78 


. . 





10 


I 


221 


Canton 


58.9 


35.5 


23.4 


79 


14 


15 


6 


47.2 


• • 


3.91 


16 





6 




222 


Colchester . . . 


59.2 


37.8 


21.4 


79 


80 


22 


6 


48.5 


• • 


• . 


. . 


a a 


. . 




223 


Hartford (a) . . 


60.5 


38.8 


21.7 


81 


27 


24 


6 


49.6 


. • 


2.86 


4 





8 




237 


Mansfield . . • • 


56.6 


36.4 


20.2 


77 


27 


20 


6 


46.5 


46.1 


3.51 


6 


• • 


8 


b 


226 


Middletown . . 


60.0 


38.6 


21.4 


80 


19 


24 


7,8 


49.3 


48.9 


3.90 


3 


a . 


9 


b 


228 


New Haven . , 


57.5 


39.8 


17.7 


79 


19 


24 


8 


48.6 


• • 


2.35 


. . 


. . 


8 




229 


New London . . 


55.5 


39.8 


15.7 


75 


19 


27 


6 


47.6 


• • 


3.12 


T 





11 




250 


N.QrosvenorDale 


57.6 


38.9 


18.7 


77 


19 


22 


6 


48.2 


48.2 


3.58 


. . 


• . 


7 


b 


230 


Sbelton 


• • 


• • 


• . 


. . 


. • 


• • 


. • 


• • 


• . 


• • 


. . 


. . 


. . 




231 


Thompson . . . 


52.9 


40.2 


12.7 


76 


30 


20 


7 


46.5 


45.4 


. . 


• . 


. . 


a . 


a b 


233 


Voluntown . . . 


58.1 


37.5 


20.6 


77 


80 


22 


6 


47.8 47.8 


5.31 


. . 


. a 


7 


b 


235 


Waterbury . , . 
New Toik. 


• . 


• • 


• . 


. . 


. . 


• . 


. . 


. • 


• • 


3.86 


11 





8 




251 


Albany 


57.9 


39.3 


18.6 


81 


27 


25 


7 


48.6; . . 


2.27 


. • 


• • 


11 




252 


Boyd's Corner . 


. . 


a • 


. . 


81 


27 


28 


6 


. . 


50.7 


3.77 


13 





8 


a b 


253 


Carmel 


60.4 


39.5 


30.9 


81 


27 


20 


5 


50.0 


• . 


3.14 


12 


• • 


8 




254 


New York (a) . 


. . 


• • 


• . 


80 


19 


29 


5 


. . 


49.7 


2.38 


. • 





6 


e 


255 


** " {b) . 


60.8 


43.3 


17.5 


80 


19 


28 


5 


52.0 


. . 


2.37 


. • 


. . 


10 




258 


Poughkeepsie . . 


61.8 


36.1 


25.7 


83 


27 


20 


9 


49.0 


. . 


2.16 


3 





10 




25(5 


Setauket .... 


58.4 


41.1 


17.3 


78 


19 


31 


m 


49 7 '49.0 


3.22 


. a 


• • 


8 U 1 



STATIONS REPORTING PRECIPITATION ONLY.— APRIL. 1891. 









Total 


Snow- 






ToUl 


Snow- 


No. 


Statiom. 




Precip. 


fall. 


No 


Station. 


Precip. 


faU. 


32 


Belmont, 


N.IL . . 


2.55 




170 


Robert's Dam, Mass 


2.89 




40 


Lake Village, 


(( 


2.14 




159 


Salem (6), " 










2.18 




44 


Mine Falls, 


n 


2.75 




166 


Waltham, " 










8.14 




48 


Pennichuck Station 


4i 


2.55 




171 


Winchester, " 










2.80 




53 


Weir's Bridge, 


(( 


1.46 


• • 


203 


Lonsdale, R. I. 










3.76 




55 


Wolfboro', 


4( 


2.59 




206 


Paw tucket, " 










3.34 




75 


Cornwall, 


Vt. . . . 


1.94 


10 


247 


Falls Village, Conn. , 










3.75 


15 


187 


Ashland, 


JVIaSS. a a 


4.05 




224 


Hartford (6), '* 










4.15 


6 


107 


Boston (6), 


(( 


2.53 




2-25 


Lake Konomoc, " 










3.86 


. . 


111 


Chicopee, 


(( 


3.10 




249 


Lebanon " 










3.81 


2 


112 


Clinton, 


4( 


2.90 




227 


New Hartford, " 










5.05 


18 


119 


Fiskdnle, 


(( 


2.14 


10 


241 


Newington, " 










2.00 


7 


130 


Leominster, 


(( 


3.34 


10 


246 


No. Woodstock, *' 










2.80 




138 


Medford, 


(( 


2.37 




248 


So. Manchester, " 










3.13 




142 


Mt. Nonotuck, 


" 


3.13 




238 


Stevenson " 










2.86 




143 


Mystic Lake, 


(( 


3.50 




232 


Uncasville, •'* 










4.48 




144 


Mystic Pumping Sta.," . . . 


2.85 




234 


Wallingford, " 










3.87 




150 


Newburyport (6) , 


a a . 


1.G4 




245 


W. Simsbury, '' 










2.73 


10 


156 


Randolph, 


• « . 


2.G7 




257 


S. E. Reservoir, N. Y. . 










2.76 


* • 



Notes. — a Maximum and minimum temperatures from thermometers not self-registenng. 5~Tri-daiIy readings of thermometer at 
7 a.m., 2 and 9 p.m.; mean obtained by fonnula: I (7-|- 2-|-9 + 9). c— Tn-tljiily readings of thermometer at other hours than 7 a.m., 2 and 
9 r.M.; a reduction to tlicse hours applied in calculating tlic monthly mean (Smithsonian Contributions, Vol. xxi). d — Two dai y 
eradings of thermometer at 8 A. m. and 8 p.m.; a correction applied m calculatini; means (see above), e — ^Mean temperature from hourly 
eradings. /—Two daily readings of thermometer at 7 a.m. and 7 p.m ; a correction applied in calculating means (see above). ^— Mean 
for28davs. A— Minimum on 5th, 6th, 7th. t— Maximum on 18th, 22d, 27th. ^—Maximum on 14th, 19tn, 22d. ib—Minimum on 6th, 7th 
8th. I— Maximum on 19th, 27th, 30th. m— Miiimum on 5th, 6th, 8th. 
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SUMMARY OK OBSERVATIONS FOR MAV, IWil. 









TKilPKUATrnE. 






1 PIUvCIPITATIOX. 


• 





1 


1 






Ubax. 


1 Snowfall, js 






9 3 1 












tc 


^ e 


i 




Btatiok. 


1 • 




1 

1 




a 

• 


El 

|5 








o 

e-1 


1 

9 


Number. 




S 

c 


c 


£ 

e 

s 


s 

; s 

1 *K 

"4" 




£ 

3 

c 
s 

a 


1 




3- 


• 

1 


c o 

CO 

o8 
12 


o 

13 


a 
£ 

1 




1 


2 


3 


5 


6 


7 


8 1 9 


10 11 


14 






o c c 


c 




c 




o , c 


I'll. ' in. 


tu. 








^ew Brujistvu'k. 


' 1 














1 








1 . St. Joha .... 

1 


54.0 42.0 12.0 


63 


2 


36 


G 


48.0 


47.5 


2.61 


. . 


• a 


11 


C 




Maine. 


1 


























2 \ Bar Harbor . . | 


58.8 40.G 


18.2 


70 


28 


32 


6 


49.7 


. . 


1.57 


. . 


• •; 9 




3 


Belfast 








72 
75 


21 

28 


40 
29 


7 
7 


A A 


.•)0-.^) 


* . 


. . 




1 

• • 

. 8i 


a c 


14 


Calais 


Gl.'4 39.8 


21. G 


50. G 1 . . 


2.82 T 


4 


East port .... 


55.0 


40.3 


14.7 


70 


28 


34 





47.6 . . 


l.Gl 






1 10 




5 


Fairlieia .... 


G4.6 


38.7 


25.9 


79 


31 


24 


6 


51. G' . . 


2.2G 


. . 




6 




7 


Keut's Hill . . . 


Ci.3 


40.8 


19.5 


75 


31 


30 


6 


51.0 . . 


2.18 


. . 




, 9 ' 




8 LewistoD • . • . | 


61.7 


40.5 


21.2 


74 


31 


32 


U 


51.1 '50.9 


2. GO T ," 




13 


^9 


9 
10 


Mavfield • • . • 








77 

7G 


28 
31 


24 
30 


6 
G 


. . 149.0 
51.2 51.2 


2.37 T 

2.81, . . 




, 9 

: 12 


ah 
b 


Orono 


G2.0 40.3 


• • 

21.7 


11 


Petit Mcnaa . . 


. . . . 


• • 


58 


A 


35 


16 


. . 45.3 


. . . . 




. a 


a b h 


12 


Portland .... 


57.4 42.1 25.3 


G'J 


14 


32 


5 


49.8 1 . . 


3.47 


. . 




16 ' 

1 




15 


West Jonesport 


. . . . 


• • 


Gl 


12 


34 


6 


. . |46.5 


. • 


. . 




. . 


ab 




New Hampshire, 


1 












i 


■ 








33 


Berlin Falls . . 


G3.2 33.1 30.1 


80 


10 


23 


7,24 


•18.2 . . 


. . . . 




. . 




34 


Berlin Mills . . 


Cl.O 37.5 23.5 


83 


10 


25 


7, 24 


49.2 


. . 


2.97 


. . 




11 




37 


Concord .... 


G7:4 43.0 24.4 


88 


10 


32 


5, 6 


55.2 


. . 


2.34 


. . 




6 




60 


Grafton .... 


. • • . 


. . 


. . 


. . 


. . 


• • 


1 


. . 


. . 




t . . 




39 


Hanover (a) . . 


64.0,41.5 


22.5 


79 


10 


29 


6 


52.8 


53.0 


1.90 


T 




9 


b 


58 


*• W 


G7.0 38.3 


28.7 


82 


30 


27 


6 


52.6 


52.2 


1.97 


. . 




6 


d 


59 


Tattle ton .... 


63. 7 


38.9 


24.6 


83 


10 


27 


19 


51.3 


49.5 


3.36 


2 




9 


b 


42 


Manchester (/>) 


G7.0 


44.0 


23.0 


88 


10 


32 


19 


55.5 


54.9 


2.56 


T 




9 


b 


43 


(c) 


67.0 43.4 


23.6 


88 


10 


32 


6 


55.2 


. • 


1.90 


T 




7 




45 


Nashua .... 


69.4 


42.9 


26.5 


90 


10 


32 


19 


56.1 


00.8 


2.13 


. . 




6 


c 


57 


Newton .... 


66.0 


41.7 


24.3 


82 


11 


29 


5 


53.8 


. . 


2.54 


. • 




5 




47 


North Conway . 


66.5 


38.2 


28.3 


88 


10 


2J 


18 


52.4 


. . 


1.93 


• • 




5 




49 


Plymouth . • . 


67.5 


37.2 


30.3 


90 


10 


28 


7, 24 


52.4 


50.6 


2.28 


T 




9 


b 


51 


Stratford .... 


68.0 


39.2 


28.9 


87 


10 


28 


19 


53.6 


. . 


2.68 


. . 




8 




52 


Walpole .... 


66.0 


39.1 


26.9 


srj 


10 


27 


6 


52.6 


. . 


2.31 


. . 




5 




54 


West Milan . . 


65.8 


34.4 31.4 


84 


10 


24 


24 


50.1 


• • 


2.17 


T 




10 






Ve^fffont, 






























71 


Brattleboro* (a) 


70.3 42.6 


27.7 


90 


10 


27 


6 


56.4 


55.1 


2.27 


. . 




. . 


c 


72 


(6) 


68.2 1 43.9 


24.3 


87 


10 


29 


6 


56.0 


55.2 


. . 


T 




. • 


c 


73 


Burlington . • . 


67.2 46.4 


20.8 


82 


31 


29 


27 


56.8 


55.3 


2.16 


T 




8 


c 


74 

90 


Chelsea .... 






76 
83 


10 
10 


26 
23 


19 
19 


50.6 


48.3 


2.91 
2.89 


1 




10 
12 


ab 


East Berkshire . 


63 .*8 37.*4 


26.3 


88 


Hartland . . . 


. . • • 


• . 


. . 


. . 


• • 


. . 


• • 


. • 


2.24 






9 




77 


Jacksonville . . 


66.9 37.6 


29.3 


85 


10 


24 


19 


52.2 


52.2 


2.67 


T 




12 


e 


78 


Lunenburgh • . 


65.1 


45.6 


19.5 


83 


10 


34 


5 


55.4 


54.6 


3.47 






6 


b 


82 


Northfield . . . 


62.8 


38.6 


24.2 


85 


10 


27 


19 


50.7 


. . 


2.46 






13 




87 


Saxton's River . 


• • 


. • 


• • 


• • 


. . 


. • 


. . 


• . 


• . 


. • 


• • 




. • 




83 
85 
89 


Strafford • • • . 








78 
80 
83 


10 

■ 

t 
10 


30 
30 
27 


19 
6, 19 

7 


52.'2 


53.8 
55.3 

. . 


8.10 
1.75 

. . 


1 

• 




9 
4 

• • 


ab 
a ci 


Vernon 


• • 


. . 


# • 


WeatherefieldCt. 


64.*2 


40.1 


24.1 
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^^' SXATIOlf. 




Tkmperature. 








Precipitation. 


Kote*. 






1 


2 3 


4 


5 


6 


7 


8 i 9 


10 


11 


12 


13 


14 






o 


c 


o 







o 




O 


o 


ma 


in. 


ut. 








Ma88achu8etts. 






























101 


Amherst (a) . . 


• . 


. . 


. . 


84 


10 


30 


19 


a a 


55.8 


1.81 


• . 




a a 


b 


102 


" (*) . . 


67.5 


42.0 


25.5 


86 


10 


25 


6 


54.8 


55.1 


1.82 


. 


1 




8 


b 


177 


" (c) . . 


69.2 


42.0 


27.2 


87 


10 


25 


6 


55a6 


57.3 


1.97 


T 






10 


e 


180 


Andover . . 


64.8 


45.0 


19.8 


88 


10 


30 


6 


54.9 


53.6 


2.37 


. 1 






9 


b 


104 


Blue Hill (smn't; 


64.7 


43.7 


21.0 


85 


10 


29 


6 


54.2 


52.6 


2.39 


. 






7 


d 


105 


'' " (base) 


66.0 


45.1 


20.9 


86 


10 


30 


G 


55.5 1 . a 


2.27 . 






a . 




174 


" *' (valley] 


66.9 


42.3 


24.6 


87 


10 


26 


6 


54.6 . . 


2.12 a 






a a 




106 


Boston (a) . . . 


64.6 


47.0 


17.6 


81 


11 


33 


6 


55.8, . . 


1.56 


. 






8 




108 


Cambridge («) . 


65.0 


44.1 


20.9 


81 


10 


31 


6 


54.6 . . 


2.10 


• 






7 




109 


(b) . 


66.5 


45.0 


21.5 


80 


10, 11 


33 


6 


55.8 . . 


2.44 . . 






9 




110 


Cliestnut Rill . 


70.1 


44.4 


25.7 


88 


10 


30 


6 


57.2 . . 


2.05 . . 






5 




182 


Concord .... 


67.4 


43.2 


24.2 


87 


10 


28 


6 


55.3,51.0 


1.63 . . 






7 


f 


114 


Cotiiit 


61.4 


43.8 


17.6 


74 


22, 31 


31 


6 


52.6 


• • 


2.62 








8 




116 
117 


Deer field .... 








88 
87 


10, 11 
11 


36 
27 


6 
6 


56.2 


57.3 

a a 


• • 

1.56 








a . 

7 


ab 


Dudley 


69.4 


42.9 


'2e.o 


120 


Fitcliburg (a) . 


. . 


. • 


a . 


82 


10, 11 


35 


5 


a a 


55.6 


1.79 








7 


ab 


121 


(6) . 


67.6 


43.9 


23.7 


88 


10 


29 


6 


55.7 


. . 


1.76 








5 




186 
122 


Florida ..... 








85 
85 


10 
11 


25 
30 


5 

6, 19 


57.3 


50.6 

• • 


2.20 
2.17 


^ 






10 

7 


ab 


Framingliaui . . 


• • 

71.4 


43.3 


28.1 


123 


Gilbertville . . . 


69.3 


41.8 


27.5 


84 


11 


26 


6 


52.5 


• • 


2.68 








6 


• 
J 


124 


Groton (a) . . 


6S.0 


44.2 


24.3 


84 


11 


30 


6 


56.4 


• • 


2.36 








9 




125 


" w . . 


67.5 


• • 


. « 


86 


11 


. . 


. . 


a • 


• • 


a . 








. . 




178 


Kendal Green . 


63.6 


49.1 


14.5 


83 


11 


34 


5, 6 


56.4 


• • 


1.32 








5 




127 


IwJike Cocliituate 


72.4 


42.3 


30.1 


91 


10 


25 


6 


57.4 


• • 


1.67 








7 




128 


Lawrence . . . 


70.2 


43.9 


26.3 


89 


10 


30 


6 


57.0 


• • 


2.48 








9 




129 


Leicester .... 


65.1 


42.6 


22.5 


83 


10 


27 


6 


53.9 


52.1 


1.55 








8 


d 


131 


Long Plain . . , 


G3.1 


49.5 


13.6 


81 


10 


28 


6 


56.3 


. a 


2.04 








10 


a 


133 


Lowell {h) , 


66.5 


44.6 


21.8 


84 


11 


31 


6 


55.5 


• • 


2.29 








11 




136 


'' (c) . . . 


()6.5 


42.4 


24.0 


88 


10 


28 


6 


54.4 


a . 


• • 








. a 




176 


- (cO . . . 


68. 1 


12.3 


25.8 


90 


10 


29 


6 


55.2 


a a 


• . 








6 




134 


Ludlow 


67.4 


39.4 


28.0 


83 


10, 11 


22 


6 


53.4 


a . 


1.55 








8 




135 


Lynn 

Mansfield .... 


63.1 


43.5 


19.6 


79 


22 


29 


6 


53.3 


. . 


2.29 








8 




183 


. • 


. • 


. • 


87 


11 


37 


6 


a a 


56.0 


1.03 








9 


a b 


139 


Middleboro' . . 


67.5 


40.6 


26.9 


82 


10 


24 


4 


54.0 


a . 


2.19 








9 


j 


140 


Milton 


65.1 


38.6 


26.5 


79 


10 


25 


18 


51.8 


. • 


2.03 








7 




141 


Monson 


68.9 


41.2 


27.7 


86 


11 


22 


7 


55.1 


. . 


1.86 








9 




173 


Nabant 


58.4 


45.4 


13.0 


74 


22 


32 


6 


51.9 


. . 


• • 








. . 


J 


146 


Nantucket . . . 


57,3 


45.4 


11.9 


70 


10 


37 


6 


51.4 


. . 


2.05 








7 


•r 


147 


New Bedford (a) 


63.3 


44.0 


19.3 


78 


22 


30 


6 


53.6 


53.2 


2.44 








5 


b 


148 


u (5; 


64.3 


43.9 


20.4 


78 


10, 22 


31 


6 


54.1 


• ft 


2.22 








12 




149 


Newburyport (a] 


64.9 


44.7 


2i).-2 


80 


22 


32 


6 


54 a8 


54.2 


2.39 








9 


b 


152 


Northampton • 


67.1 ,47.0 


20.1 


79 


81 


31 


6 


57.0 


• • 


2.32 








6 




153 


Plymouth . . . 


• • 


. • 


• . 


81 


10 


39 


5 


• • 


56.4 


1.99 








7 


ab 


154 Princeton . . . 


. • 


42.0 


• • 


• . 


a . 


26 


6 


. . 


• . 


2al0 








6 




155 


Province town . 


61.6 


45.6 


16.0 


75 


11 


3.'> 


6 


53.6 


• . 


la69 


T 






7 




160 


South Hingliam 


• • 


41.3 


. . 


. a 


. . 


26 


6 


• • 


. . 


1.90 








7 




161 


Springfield . . . 


68.9 


47.3 21.6 


84 


10, 11 


31 


6 


58.1 


58.9 


2.18 








7 


b 


162 


Swampscott . . 


. . 


. • 


. . 


• • 


• • 


• • 


. a 


. . 


• • 


a . 








. . 




163 


Taunton (a) . . 


69.8 


44.6 25.2 


85 


10 


28 


6 


57.2 


55.6 


2.56; a . 






11 


b 


164 


'* W • . 


68.3 


43.8 


24.5 


84 


11 


28 


6 


56.0 


• a 


2.60 


. < 






8 




165 


'' (c) . . 


68.2 


41.7 


26.5 


84 


10, 11 


24 


6 


55.0 


• a 


2.56 


T 




9 




184 


'* (d) . . 


69.4 


42.3 


27.1 


87 


11 


25 


6 


54.6 


56.1 


2.62 


T 




9 


b 


181 


Wakefield . . . 


67.9 


43.6 


24.3 


84 


11 


29 


6 


55.7 


. a 


2.35 


• a 




8 




168 


Wellesley . . . 


68.8 


43.0 


25.8 


87 


10 


28 


19 


55.9 


. . 


1.63 


a « 


t 




5 


J 


169 


Westboro' . . . 


68.5 


45.4 '23.1 


92 


11 


28 


6 


57.0 


• . 


1.85 


. < 


t 




7 


a 


172 


Worcester (a) . 


• • 


* • 


. • 


■ • 


. . 


• • 


. • 


a a 


a a 


• • 


• « 


» 




• • 




185 


(6) . 


67.5 


43.3 


24.2 


84 


11 


29 


6 


55.4 


. • 


• • 


« 1 


1 




5 
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No. 


Statiok. 




Tkmpkraturk. 




8 




Pbecipitatioh. 


Notes. 




1 


2 


3 


4 


5 


6 


7 


9 


10 U 12 13 , 


14 




Rhode Island, 




























201 


Block Island . . 


57.9 


45.9 


12.0 


70 


22 


86 


6 


51.9 . . 


1.41 


• . • 


. 9 




202 


Bnstol 


62.9 


46.5 16.4 


75 


22 


35 


6 


54.7 54.1 


1.93, . . . 


. 10 


b 


210 


Kinc^tOD (a) . . 


64.7 


43.6 


21.1 


81 


10 


29 


6 


54.2 . . 


2.43 T . 


. 8, 




211 


(6) . . 


65.0 


43.5 


21.5 


79 


10 


80 


6 


54.2 53.1 


1.76, . . . 


. 7 


b 


204 


Newport .... 
Olneyville . . . 
Providence (a) . 


63.5 


46.6 


16.9 


74 


81 


84 


6 


55.0 . . 








205 


67.3 


49.5 


17.8 


82 


10 


36 


6 


58.4 . . 








207 


69.2 


48.8 


20.4 


84 


10 


35 


6 


59.0 57.4 


2.29 . . . 


. 8 


c 


208 


{b) . 


69.4 


44.2 , 25.2 


84 


81 


80 


6 


56.8 i . . 


2.40 . . . 


. 9 




212 


(c) . 


67.5 


45.0 22.5 


80 


11 


31 


6 


56.2' . . 


2.40 . . . 


. 8 






Connecticut. 


















1 






221 


Canton 


69.6 


42.8 26.8 


86 


11 


27 


6 


56.2 . . 


2.03 T . 


. 5 




222 
223 


Colchester . . . 
Hartford (a) . . 


67.1 
68.8 


43.9 '2^'^ 


82 
85 


22 
10 


29 
29 


6 
6 


55.5 1 
56.9 








k 
d 


45.1 


23.7 


55.0 


2.43 . . ' . 


. 9 


237 


Mansfield. . • • 


66.1 


42.6 


23.5 


83 


11 


28 


6 


54.4 '54.1 


2.50 . . ! . 


. 8 


h 


226 


Middletown . . 


68.9 


45.3 


23.6 


84 


10 


30 


6 


57.1 56.4 


1.62 T ; . 


. 5 


b 


228 


New Haven . . 


65.5 


46.4 


19.1 


86 


9 


31 


6 


56.0 


• • 


1.92 .. 1 . 


. 5 


, 


229 


New London . . 


62.9 


46.5 


16.4 


79 


22 


81 


6 


54.7 


• • 


1.42 


T 


. 11 


1 


250 


N.GrosvenorDale 


65.4 


43.7 


21.7 


81 


11 


30 


6 


54.5 


55.8 


1.91 


. • • 


. 7 


^ 1 


230 


Slielton 


. . 


• . 


• . 


• . 


• . 


• . 


• . 


• • 


• • 


• • 


• • i • 


• . . 


1 


231 


Thompson . . . 


63.3 


47.9 


15.3 


81 


10 


30 


6 


55.6 


53.4 


• . 


1 
• • > • 


• • . 


a b 


233 


Vol unto wn . . . 


67.8 


42.2 


25.6 


81 


10 


29 


6 


55.0 


55.3 


2.03 . . . 


. 7 


b 


285 


Waterbury • . . 


68.9 


44.1 


24.8 


86 


11 


82 


6 


56.5 


• • 


1.84 , • • 1 • 


. 9 






New Toi'k, 




























251 


Albany 


68.3 


46.2 


22.1 


89 


10 


34 


6 


57.2 


• . 


1.69 


* * 1 * 


. 12 




252 


Boyd's Corner . 


• • 


• • 


• . 


90 


10 


38 


5 


• • 


59.8 


1.36, . . . 


. 6 


a b 


253 


Carniel 


70.5 


45.9 24.6 


86 


11 


30 


6 


58.2 


• • 


1.30 T . 


. 6 




254 


New York (a) . 


• • 


• • 


• • 


82 


22 


82 


6 


• • 


57.8 


2.45 . . . 


. 8 


« 


255 


" '* (b) . 


68.4 


51.4 17.0 


84 


10 


38 


5, 6 


59.9 


• • 


3.10 . . . 


. 11 




258 


Poughkeepsie . • 


70.3 


41.3 29.0 


88 


9 


30 


4 


55.8 


• • 


1.64 


T . 


7 




520 


Seiauket .... 


66.1 


48.1 18.0 


83 


9 


35 


6 


57.1 


56.0 


1.24 


• . . 


. 5 


^ 1 



STATIONS REPORTING PRECIPITATION ONLY.— MAY. 1891. 



No. 



Statioic.' 



82 

40 

44 

48 

53 

55 

75 

187 

107 

111 

112 

119 

130 

138 

142 

143 

144 

150 

156 



Belmont, N. H. 

Lake Village, 

Mine Falls, 

Pennichnck Station, 

Weir's Bridge, 

Wolfboro', 

Cornwall, Vt. 

Ashland, Mass 

Boston ([*), 

Chicopee, 

Clinton, 

Fiskdale, 

Leominster, 

Medford, 

Mt. Nonotuck, 

Mystic Lake, 

Mystic Pumping Sta., 

Newburyport (^), 

Randolph, 



Total 
Precip. 



Snow- 
fall. 



2.71 

2.84 

2.24 

2.14 

2.66 

2.21 

2.40 

1.85 

2.69 

1.82 

2.08 

2.23 

2.34 

2.46 

1.97 

2.55 

2.31 

2.25 

1.50 



I 



No 



SrATIOH. 



179 
159 
166 
171 
203 
206 
247 
224 
225 
249 
227 
241 
246 
248 
238 
232 
234 
245 
257 



Robeit's Dam, Mass. 

Salem (6), ** 

Waltbam, " 

Winchester, ** 

Lonsdale, R. I. 

Pawtucket, *' 

Falls Village, Conn. 

Hartford (6), '* 

Lake Eonomoc, *' 

Lebanon, 

New Hartford, 

Newington, 

No. Woodstock, " 

So. Manchester, *' 

Stevenson, 

Uncasville, 

Wallingford, 

W. Simsbury, 

S. E. Reservoir, N. Y. 



(( 
(( 
(( 






ToUl 
Precip. 



Snow. 
faU. 



1.70 

1.67 
1.93 
2.37 
2.09 
2.16 
1.73 
1.99 
1.36 
2.62 
2.29 
1.79 
2.50 
1.36 
1.13 

2.34 
1.84 
1.49 






Notes. — a. Maximum and minimum temperatures from thermometers not self-registering. 6 — Tri-daily readings of thermometer at 
7 A.M., 2 and 9 p.m.; mean obtained by formula: I (7 + 2+9 + ^)- c— Tn-daily readings of thermometer at other hours than 7 a.m., 2 and 
9 P.M.; a reduction to these hours applied m calculating the montlily mean (Smithsonian Contributions, Vol. xxi). d — ^Two dailf 
readings of thermometer at 8 A. m. and 8 p.m.; a correction applied in calculating means (see above), e — Mean temperature from hourly 
readings. /—Two daily readings of thermometer at 7 a.ji. and 7 p.m : a correction applied m calculating means (sec above). 7— Max- 
imum on 5, 6, 7. A— Maximum on 27, 29, 31. t— Maximum on 10, 11, 14, 28, ^— Mean for 80 days. I^Mean for 29 days. 
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1 



2 
8 
14 
4 
5 
18 
7 
8 
9 

10 
11 
12 
15 



33 
34 
87 
60 
39 
58 
59 
42 
43 
45 
57 
47 
49 
51 
52 
54 



Statiok. 



^€10 Brunstvick. 
St. John .... 



Maine. 
Bar Harbor 
Belfast . . 
Calais • • 
Eastport . 
Fairfield . 
Farmington 
Kent's Hill 
Lewiston • 
Majfield • 
Orono . . 
Petit Menau 
Portland . . 
West Jonesport 



• • • 



New Hampshire 
Berlin Falls 
Berlin Mills 
Concord 
Grarton . . . 
Hanover (a) . 

" (6) 
Littleton . . . . 

Manchester (b) 

(c) 

Nashua . . . 

Newton . . . 

North Conway 

Plymouth . . 

Stratford . . . 

Walpole . . . 

West Milan . 



Vei'9)i07U. 

71 Brattleboro' (a) 

72 '' (6) 

73 Burlington . . . 

74 Chelsea . . . . 
90 East Berkshire . 
88 Hartland . . . 

77 Jacksonville . . 

78 Lunenburgh . . 
82 Northfleld . . . 
87 Saxton's River . 
83 ' Strafford . • . . 
85 

89 



Vernon 

WeathersfieldCt. 



TEMPERATURE. 



B 

s 

8 
S 



s 



1 

o 



S 

s 



s 



& 



c 



3 

O 



63.2 50.7 12.5 



68.2 



70.1 
62.2 
76.1 
80.0 



73.5 



72.2 
69.5 



74.2 
73.6 
78.8 



75.3 
77.0 
74.6 
75.3 
75.6 
77.6 
71.0 
76.7 
74.0 
79.6 
76.5 
74.9 



50.6 



50.5 
48.0 
50.8 
49.9 



17.6 



52.3 



51.9 
53.1 



44.5 
47.0 
53.3 



19.6 
14.2 
25.3 
30.1 



21.2 



s 

3 

B 

s 



4 

o 

78 



90 
87 
89 
79 
93 
97 



93 
91 

20.3 93 
74 
95 
76 



16.4 



51.1 
49.8 
49.4 
54.3 
52.9 
51.5 
47.8 
49.9 
47.2 
52.2 
52.1 
46.8 



29.7 
26.6 
20.5 



88 
90 
96 



24.2 
27.2 
25.2 
21.0 
22.7 
26.1 
23.3 
26.8 
26.8 
27.4 
24.4 
28.1 



80.3 I 52.7 i 27.6 



77.5 57.4 20.1 



76.3 49.0 
75.3 I 56.3 
72.9 49.7 



27.3 
19.0 
«3.2 



73.3 53.9,19.4 



91 

96 
89 
95 
96 
98 
97 
95 
76 
94 
92 
90 



96 










Ms 


•o 






c 






4 


• 

s 

3 




l-S 


s 




•^a 


c 


4> 


1 


a 


£ 


o 



eg 

Jo 



13 



16 
16 
16 
13 
16 
11, 16 



16 
16 
16 
13 
16 
14 



11, 16 
11 
16 



16 
16 
15, 16 
16 
16 
16 
16 
16 
15 
11 
16 
16 



15, 16 



94 
81 



16 
16 



6 

o 

44 



42 
43 
88 
41 
36 
34 



38 
37 
34 
42 
42 
32 



27 

• • 
38 



34 
80 
81 
38 
37 
35 
36 
34 
30 
30 
35 
28 



87 



39 
40 



90 
95 



26 
15 



91 ,15, 16 



88 15, 16 



95 
88 



16 
15 



31 
40 
80 



38 
44 
38 



5 
4 
5 
5 
5,7 
4 



5 
4 
5 

9 
5 

5 



5, 6 
5, 6 



5 
5 
5 
5 
5 
5 
5 
5 
5,6 
6 
6 
6 



5 
4 



5 
5 
5 



5 
5 
4 



8 



56.9 



59.4 

60.3 
55.1 
63.5 
65.0 



56.0 



59.0 



62.9 63.7 

. . 61.6 

62.1 62.7 

61.3 . . 

. . 55.4 



59.4 
60.3 
68.6 



68.2 
63.4 
62.0 
64.8 
64.2 
64.5 
59.4 
68.3 
60.6 
65.9 
64.3 
60.h 



63.5 
63.4 
60.5 
65.2 

64.8 



60.8 



66.3 65.7 



67.4 65.9 
. . 156.8 



62.6161.9 
65.8 65.8 
61.8 



63.6 



64.6 
65.3 



PRECIPITATION. 



be 

3 a 

.M no 

H 



10 

in. 

3.20 



8.73 
3.33 
3.72 
3.00 
2.03 
3.93 
3.05 



3.64 
3.34 
8.20 

2.77 



2.15 
8.32 



8.55 
3.66 
2.91 
8.77 
3.58 
8.83 
4.28 
2.29 
2.86 
1.79 
8.21 
2.33 



8.58 



1.48 
2.71 



Snowfall. 



3 



11 

in. 



4.22 



3.84 
1.92 
2.04 



3.52 
8.47 



14 



m. 






3 



o 
55 



12 13 



14 



11 
9 
10 
11 
11 
14 
9 
11 
12 
10 
• . 
11 



9 
10 



5 

7 
10 
9 
8 
7 
4 
5 
9 
8 
9 
7 



9 
12 



5 
11 

6 
18 



9 
6 



I 

S 

I 

8 



14 



a c 



b 

a b 
b 
ab g 

a b 



b 
d 
b 
b 



c 
ab 



c 
b 



ab 
ac 



. 
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SUMMARY OF OBSERVATIONS FOB JUNE, 1891— (.CONTINUED). 



No 


SlATIOK 




1 


EMFEKA 


6 






PREClPITATIOJf. 


Notes 






1 


2 


3 


4 


5 


7 


8 


9 


10 


u 


12 


13 


14 






o 
























in. 


»n. 


in. 








MassacJiusetta. 






























101 


Amherst (a) . . 


• • 


• • 


• ■ 


91 


16 


36 


5 


• • 


67.6 


4.82 . . 




. . 


b 


102 


" (*) • • 


77 6 


53 24.6 


93 


16 


34 


5 


65.3 65.0 


4-61 ; . , 






8 


b 


177 


" (c) . . 


78 5 51.9,26 6 


94 


16 


34 


5 


65.2 66.6 


4.75 . . 






9 


e 


180 


Andover . . . . 


72 9 54.6 18.3 


94 


16 


44 


4 


63.8163.4 


4.66 . 






8 


b 


104 


Blue Hill (sumH 


) 72 1 


53 5,18.6 


93 


16 


42 


5 


62.8 62.6 


4.30 . , 






9 


d 


105 


" " (base; 


1 72.9 54.1 18.8 


93 


16 


40 


5 


63.5 . . 


8 93 . 






• • 




174 


" *' (valley 


) 75 1 


52.0 23.0 


94 


16 


33 


5 


63.5 . . 


3.84 . . 






• • 




106 


Boston (a) . . . 


73 4 56.6 16.8 


96 


16 


45 


5 


65.0 


• • 


3.06' . . 






6 




108 


Cambridge («) . 


72 6 56.1 


16.5 


93 


16 


44 


6 


64.4 


• • 


3.57 . . 






8 1 


109 


{b) . 


74.8 156.2 


18.6 


94 


16 


43 


5 


65.51 . . 


4.011 . . 






9 




110 


Cliestnut II ill . 


77 3 1 54.4 22.9 


96 


16 


42 


5 


65.8; . 


4.04 . 






9 




182 


Concord . . . . 


75.0 '53.0 22.0 


96 


16 


37 





64.0 63.4 


3.43 . . 






10 


f 


114 


Cotiiit 


70.3 54.1 


16 2 


88 


16 


38 


5 


62.2 


• • 


1.65 . 






6 




116 


Deerfield . . . . 


• 


• • 


1 

• • 


97 


16 


46 


5 


• • 


68.1 


• . 


• 






a . 


ab 


117 


Dudley 


78.7 


59.4 


19.3 


93 


16 


44 


4,5 


69.0 66.5 


1.94 . 






5 


b 


120 


Fitehburg (a) . 


• » 


• • 


• • 


93 


16 


44 


4 


• • 


65.3 


3.48 . 






11 


ab 


121 


{h) . 


76.2 


54.3 


21.9 


96 


16 


41 





65.2 




3.44 








10 




186 


Flonda (a) . , 


78.8 


42.2,36.6 


98 


26 


31 


5 


60.5 




4.18 








9 




188 


*' . w . • 


71.6 


50.9 20.7 


85 


15, 16 


36 


5 


61.2 




3.99 








10 




122 


Framing] 1 am . . 


78 1 


52.7 


25 4 


96 


16 


38 


5 


65.4 




3.37 








9 




123 


Gilbertville . . . 


78 4 


52.8 


25 6 


98 


15 


37 


5 


65.6 




4.93 








7 




124 


Qroton (a) . . 


75.7 


55.0 


20 7 


94 


16 


41 


5 


65.4 




3.14 








12 




189 


Hoosac Tunnel . 


80.2 


49.9 30.3 


97 


16 


33 


5 


65.0 




3.81 








6 




178 


Kendal Green , 


74.3 


59.5 


14.8 


96 


16 


46 


5 


66.9 




4.51 








7 




127 


Lake Cochituate 


' 80.0 


• • 


• • 


97 


16 


34 


5 


• . 




3.78 . 






9 




128 


Lawrence . . . 


78.6 


54.3 


24 2 


99 


16 


41 


5 


67.0 




8.30 . . 






11 




129 


Leicester . . . . 


74.4 


51 2 


23.2 


90 


16 


38 


27 


62.8 61.9 


2.53 








7 


d 


131 


Long Plain . . , 


72.5 


59.6 


12.9 


96 


16 


41 


4 


66.0 . . 


1.80 








7 


a 


133 


Lowell {b) . . 


75.9 


55.1 


20 8 


92 


16 


40 


5 


65 5 




8 66 








10 




136 


- (c) . . . 


75.0 


52.6 


22 3 


95 


16 


37 


5 


63 8 1 . . 1 


• • 








• • 




176 


*' {d) . . . 


80.6 


52.4 


28 2 


98 


15, 16 


38 


5 


665 


. a 


• • 








5 




134 


Ludlow 


76.1 


49.9 


26 2 


94 


16 


33 


5 


63 


. • 


3.83 








9 




135 


Lynn 


72.0 


54.1 


179 


89 


16 


40 


5 


63.0 


• . 


8.83 








9 




183 


Mansfield . . . . 


• • 


• • 


. . 


97 


16 


45 


4 


• 


65.6 


SM 








9 


ab 


139 


Middleboro' . . 


72.6 


48-8 23 8 


93 


16 


34 


5 


60.7 


• • 


1.85 








7 




140 


Milton 


73.4 


43 8 '29.6 


94 


16 


33 


6 


63 6 


• • 


3.74 








10 




141 


Monson 


77.2 


50 8 


26.4 


95 


16 


36 


5 


64.0 


. • 


2.84 








7 




173 


Nahant 


70.1 


55.4 


14.8 


93 


16 


45 


5 


62.8 


63.4 


• • 


• 






. 


d 


146 


Nantucket . . . 


660 


53.7 


12 3 


76 


8 


43 


18 


59 8 


• • 


283 


« 






9 




147 


New Bedford (a 


') 71 5 


52 6 


18.9 


88 


16 


41 


5 


62.1 


62.9 


1 55 1 . . 






8 


b 


148 


a u (^ 


>) 73.5 


54.0 


19.5 


94 


16 


38 


6 


63 8 • . . 


1 63 ' . . 






9 




149 


Newburyport (a 


75.0 54.6 


20.4 


96 


16 


43 


6 


64.8 64.8 


3.79 . 






10 b 


152 


Nortliampton , 


• 80.0 


57.3 


22.7 


98 


16 


43 


5 


68 6 


• • 


6.04 


• * 








153 


Plymouth . . . 


• • 


• • 


• • 


94 


16 


45 


4 


• • 


65.4 


2.231 . . 






7 , a 6 


154 


Pnnceton . • , 


• • 


52.7 


• . 


• • 


• • 


41 


4 


■ • 


• • 


4.99 








7 




155 


Province town , 


- 70.9 


54.4 


16 5 


92 


16 


39 


5 


62.6 


• 


2.14 








8 




190 


Savoy 


' 72.1 


• • 


• • 


• . 


• • 


• 




• • 


• • 


4.07 








9 


I 


160 


South Hingliani 


• • 


51.6 


• • 


• 


• 


33 


5 


• 


• • 


4.37 








12 




161 


Springfield . . . 


• 78.0 57.5 


20 5 


97 


16 


40 


5 


67.7 


68.9 


3.50 








8 


b 


162 


Swampscott (a) 


• ■ • * 




. . 


• 


• 


. 


• • 


• • 


• • 


• 4 






a . 


191 


w 


• 72.8 54 5 


183 


96 


16 


43 


5 


63 6 62.8 


• • • t 






7 6 


163 


Taunton (a) . 


- 76.7 


54.3 


22 4 


97 


16 


39 


5 


65 5,65.2 


2 03 








6 b 


164 


- (b) . 


• 76.4 


55 4 


21 


98 


16 


39 


5 


65.9 


• • 


1.88 








4 




165 


- (c) . 


• 75.8 


62.0 


23 8 


96 


16 


33 


5 


63 9 


• • 


2.13 








8 




184 


'' (d) . 


• 77 4 


52 5 


24 9 


99 


16 


87 


5 


65.4 


64 


1.91 








6 


b 


181 


Wakefield . . 


• 75 4 1 53.6 


21 8 


96 


16 


38 


6 


64.5 


• • 


4 09 






m • 


7 




168i Wellesley . . 


' 77.4 '53.7 


23 7 


94 


16 


37 


5 


65.6 


• • 


2.56 






, , 


9 


h 


169 


Westboro . . 


• 77 8 '55 8 


22 


99 


16 


40 


5 


66 8 


• • 


3.14 






• • 


10 


a 


185 


Worcester {b) 


• - 


ft 


« 


• 


• • 


• 


• • 


. . 


• • 


1 

, . 1 

1 




• 
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No. 


Station. 




Temperature. 




1 


PUECIPITATION. 


Notes. 




1 


2 


3 


4 


5 


9 


7 


8 


9 


10 


U 12 13 


14 




Rhode Island, 




























201 


Block Island . . 


66.9 


55.2 


11.7 


79 


17 


46 


5 


61.0 


a . 


1.83 






. 8 




202 


Bristol 


70.9 


55.8 


15.1 


81 


17 


44 


6 


63.4 63.3 


1.25 






7 


b 


210 


Kingston (a) . • 


75.1 


53.9 


21.2 


94 


16 


42 


5 


64.5 . . 


1.12 






. 11 




211 


(6) . • 


73.7 


54.3 


19.4 


92 


16 


42 


4,5 


64.0 63.6 


0.70 






. 7 


b 


204 


Newport .... 


73.6 


56.1 


17.5 


85 


16 


44 


4 


64.8 


• . 


• • 






. . . 




205 


Olneyville . . . 


75.5 


59.7 


15.8 


94 


16 


48 


5 


67.6 


• • 


. . 






. . • 




207 


Providence (a) . 


78.8 


59.5 


19.3 


98 


16 


46 


5 


69.2 


67.5 


3.50 






. 9 


c 


208 


{b) . 


77.8 


54.9 


22.9 


98 


16 


40 


6 


66.4 


. . 


3.19 






. 10 




212 


(c) . 
Connecticut. 


74.1 


56.4 


17.7 


96 


16 


45 


5 


65.2 


. . 


3.55 






. 9 




221 


Canton 


80.1 


54.2 


25.9 


97 


16 


37 


5 


67.2 


. . 


3.11 






. 8 




222 


Colchester . . . 


76.7 


54.8 


21.9 


93 


16 


38 


5 


65.8 


. • 


. . 






. . . 




223 


Hartford (a) . . 


77.5 


54.9 


22.6 


95 


16 


37 


5 


66.2 


. . 


2.13 






. 9 




237 


Mansfield . • • • 


75.2 


53.2 


22.0 


92 


16 


39 


6 


64.2 


63.9 


1.84 






. 10 


b 


226 


Middletown . . 


78.4 


55.5 


22.9 


96 


16 


42 


5 


66.9 


66.0 


2.70 






. 9 


b 


228 


New Haven . . 


75.7 


56.6 


19.1 


93 


16 


45 


5 


66.2 


• . 


1.90 






. 11 




229 


New London . . 


72.6 


56.3 


16.3 


88 


16 


45 


5 


64.4 


. . 


2.81 






. 12 




250 


N.Qro8venorDal< 


79.4 


56.8 


22.6 


99 


16 


38 


5 


68.1 


68.7 


3.10 






• 7 


b 


230 


Slielton 


• • 


• • 


• • 


• • 


• • 


. . 


• • 


. . 


• • 


• • 






• • • 




231 


Thompson » . . 


70.6 


58.5 


12.1 


89 


16 


43 


5, 6 


64.5 


61.8 


. • 






• • • 


ab 


233 


Voluntown . . . 


77.5 


53.3 


24.2 


94 


16 


39 


5 


65.4 


65.4 


1.97 






. 7 


b h 


235 


Waterbury . . . 
New York, 


78.6 


56.0 


22.6 


98 


16 


42 


5,8 


67.3 


• • 


l.U 






. 9 




251 


Albany 


78.7 


58.0 


20.7 


95 


!6 


42 


5 


68.3 


• • 


2.65 






. 12 




252 


Boyd's Corner . 


• • 


• • 


• . 


98 


16 


53 


7 


. . 


69.8 


1.81 






. 8 


ab 


253 


Carmel 


79.9 


55.9 


24.0 


97 


16 


42 


6, 8 


67.9 


• . 


1.83 






. 6 




254 


New York (a) . 


• • 


• • 


• • 


97 


16 


54 


7 


• • 


71.4 


1.48 






. 8 


e 


255 


'* " {b) . 


78.3 


60.8 


17.5 


94 


15 


51 


7 


69.6 


• • 


1.18' . 




. 11 




258 


Ponghkeepsie . . 


• . 


• . 


. . 


. . 


. . 


• . 


. . 


. . 


. . 


• . 


• 




. • • 




526 


Sctauket . . . . 


76.1 57.7 


18.4 


93 


16 


49 


6 


66.9 


65.9 


1.84 


• 


• 1 • 


7 


b 



STATIONS REPORTING PRECIPITATION ONLY,— JUNE. 1891, 



No. 



32 

40 

44 

48 

53 

55 

75 

187 

107 

111 

112 

119 

130 

138 

142 

143 

144 

150 

156 



Station. 



N.H. 



Belmont, 

Lake Village, 

Mine Falls, 

Pennichuck Station, " 

Weir's Bridge, 

Wolfboro', 

Cornwall, 

Ashland, 

Boston (&), 

Cliicopee, 

Clinton, 

Fiskdale, 

Leominster, 

Medford, 

Mt. Nonotuck, 

Mystic Lake, 

Mystic Pumping Sta.,' 

Newbnryport (6), 

Randolph, 



(( 

(4 

Vt. 

Mass 

u 
(( 
(( 
a 



Total 
Precip. 



2.16 
2.42 
3.42 
3.62 
3.49 
1.87 
3.60 
4.17 
2.86 
3.10 
3.25 
8.07 
4.58 
4.20 
8.49 
4.53 
4.09 
3.64 
3.20 



S 



lOW- 

all. 



No 



179 
159 
166 
171 
203 
206 
247 
224 
225 
249 
227 
241 
246 
248 
238 
232 
234 
245 
257 



Station. 



Robert's Dam, Mass. 

Salem (5), *' 

Waltham, '* 

Winchester, *' 

Lonsdale, R. I. 

Paw tucket, *' 

Falls Village, Conn. 

Hartford (6), 

Lake Konomoc, 

Lebanon, 

New Hartford, 

Newington, 

No. Woodstock, *' 

So. Manchester, '* 

Stevenson, 

Uncasville, 

Wallingford, 

W. Simsbury, 

S. E. Reservoir, N. Y. 






ii 



ToUl 
Precip. 



4.39 
4.00 
4.02 
4.38 
4.10 
4.00 
8.62 
2.08 
2.71 
2.29 
3.62 
2.25 
2.50 
2.08 
3.03 

1.89 
2.84 
2.80 



Snow- 
faU. 



NoTBS. — a Maximum and minimum temperatures from thermometers not self-registering, b — ^Tn-daily readings of thermometer at 
7 a.m., 2 and 9 p.m.; mean obtained by formula: 1 (7H-2+9-|-9). c— Tri-daily- readings of thermometer at other hours than 7 a.m., 2 and 
9 P.M.; a reduction to these hours applied in calculating the monthly mean (Smithsonian Contributions, Vol. xxi). d — Two daily 
readings of thermometer at 8 A. m. and 8 p.m.; a correction applied in calculating means (see above). e—Mean temperature from hourly 
readings. /—Two daily readings of thermometer at 7 a.m. and 7 f.m ; a oorrecBon applied in calculating means (see above), f — MiB* 
imum on 8. 4, 5, A— Mean for 28 days ; »— Mean for 27 days. 
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SUMMARY OF OBSERVATIONS FOR JULY, 5801. 



Number. 1 








TEMPERATURE. 






PRECIPITATION. 


• 

« 

o 
'A 

o 

• 

8 

1 

<3 


. 1 . 


• 

E 

3 

E 

H 


1 

m 


1 

• 

E 

3 

E 

c 

i 

6 


1 
1 

• 

7 


Ukax. 

1 


Snowfall. ^ 


B 

9 
g 

s 


E 

a 

J 

a 

3 

e 
t 


i 

c 
« 

Q 

s 


8 

i ■ 

i 

8 


1= S 

T ♦* 

9 


a. i 

10 u 


12 13 


1 




1 2 


3 


5 


14 






O j o 


o 




o 




O 


O 


in. in. 


in. 






New Brunstvick. 


1 




















1 


St. John .... 


64.1 53.4 10.7 


to 


18 1 


49 


3 


58.7 


58.5 


3.32 . . 


. . 7 


c 




Maine. 










1 
















2 


Bar Harbor . . 


73.7 54.6 


19.1 


86 


14 


49 


2 


64.2 


• . 


4.36: . . 


. . 10 




3 

20 


Belfast 






81 
92 


15 
16 


54 
38 


4 
28 


63.2 


63.2 


4.16' . . 
3.71 . . 


. . 8 
. . 9 


a c 
9 


Bethel 


76.5 49.9 


26.6 


U 


Calais 


. . * • 


• • 


• * 


. . 


. . 


. . 


. . 




. . . . 


1 1 

• • • • 


19 


East Macbias . 


70.6 •52.7 


17.9 


78 


14 


48 


23 


61.7 




4.29 . . 


. . ' 9 




4 


£a8t|)ort .... 


,65.4 , 50.2 


15.2 


77 


10 


46 


4 


57.8 




2.61 ! . . 


. . 12 




5 


Fairfield .... 


77.9 I 54.0 


23.9 


93 


14 


41 


10 


65.9 




4.63 i . . 


. . 12 




18 


Farmington . . 


83.1 51.7 


31.4 


101 


14 


39 


28 


67.4 




3.42 . . 


. . 13 


h 


7 


Kent's Hill . . . 


. . 


• • 


. . 


. . 


. . 


. . 


. . 


. . 




. • • • 


. • • • 




8 


LewistoD .... 


76.4 


56.8 


19.6 


92 


14 


48 


28 


66.6 66.81 


5.27 . . 


. . 16 


b 


9 


Mayfield .... 


. . 


* • 


• . 


88 


14 


45 


7 


% % 


64.4 


5.11 . . 


. . 15 


a b 


10 


Orono 


76.4 


55.1 


21.3 


91 


14 


47 


10 


65.8 


65.2 


3.56 . . 


. . 11 


b 


11 


Petit Menau . . 


. . 


. . 


. a 


72 


27 


48 


2,24 


• • 


58.8 


. . • . 


• . . . 


ab 


1 2 ; Portland . . . . 1 


72.5 


57.5 


15.0 


91 


14 


52 


28 


65.0 


• • 


4.78 . . 


. . 14 




15 


West Jonespoit 
New Hampshire. 


. • 


. . 


. • 


78 


17 


48 


2 


• . 


57.5 


. • . . 


. . 9 


ab 


33 
34 


Berlin Falls . . 
Berlin Mills . . 


77.1 

76.8 


47.4 
49.2 


29.7 
27.6 


92 

90 


14 
14 


35 
36 


28 
28 


62.3 










63.0 


. . 


2.99 . . 


. . 8 


37 


Concord .... 


75.8 


57.1 


18.8 


90 


13 


46 


28 


66.4 


. • 


3.34 . . 


. . 11 




60 


Grafton .... 


. . 


• . 


• . 


• • 


. • 


. . 


. . 


. • 


• • 


• • . • 


. • . . 




39 


Hanover (a) . . 


75.6 


55.9 


19.7 


86 


14 


43 


7 


65.8 66.7 


4.34 . . 


. . 9 


b 


58 


'♦ (6) 


77.8 


52.7 


25.1 


91 


13 


41 


8 


65.2 66.1 


4.64 . . 


. . 8 


d 


59 


Littleton .... 


75.7 


52.2 


23.5 


89 


13, 14 


39 


28 


64.0 


62.2 


5.72 . . 


. . 12 


b 


42 


Manchester {b) 


77.9 


57.8 


20.1 


94 


14 


45 


28 


67.8 


68.5 


3.42 . . 


. • 11 


b 


43 


(c) 


77.5 


5(5.6 


20.9 


90 


14 


46 


28 


67.0 


. . 


3.14 . . 


. . 10 




45 


l^asbna .... 


79.8 


56.1 


23.7 


93 


13 


45 


28 


68.0 


67.7 


8.28 . . 


. . 11 


c 


57 


Newton .... 


78.4 


55.5 


22.9 


90 


13, 14 


45 


28 


67.0 


• • 


2.70 . . 


. . 7 




47 


North Conway . 


77.3 


51.7 


25.4 


94 


14 


40 


28 


64.6 


. . 


5.39 . . 


. . 9 




49 


Plymouth . . . 


79.8 


49.9 


29.9 


92 


13, 14 


38 


7 


64.8 


62.1 


5.58 . . 


. . 11 


b 


51 


Stratford .... 


81.3 54.8 


26.5 


94 


14 


41 


10 


68.0 


• • 


4.88 . . 


. . 11 




52 


Walpole .... 


76.8 '54.0 


22.8 


88 


14 


44 


10 


65.4 


• • 


4.93 . . 


. . 12 




54 


West Milan . . 
Vei^it07U. 


76.3148.1 

1 


28.2 


89 


13 


36 


28 


62.2 


. . 


4.79 . . 


. . 11 




71 


Brattleboro' (a) 


80.0 55.6 24.4 


, 93 


13 


43 


28 


67.8 


66.2 


6.26 . . 


. . . . 


c 


72 


(b) 




1 . . 


. . 


• . 


. . 


. . 


. . 


. • . . 


. . . . 




73 


Burlington . . . 


77.7 58.5,19.2 


. 90 


13 


51 


27 


68.1 


67.8 


3.48 . . 


. . 15 


e 


74 
90 


Chelsea .... 






: 78 

I * * 


14 


42 


28 


a . 


59.0 


4.20 . . 


. . 14 

. . . . 


ab 


East Berkshire 


• • • • 


• • 


88 


Hartland . . . 


75.6 51.0 24.6 


88 


13 


40 


28 


63.3 


. . 


4.27 . . 


. . 15 




77 


Jacksonville . . 


77.3 49.2 28.1 


88 


11, 17 


39 


28 


63.2 


62.3 


7.45 . . 


. . 13 


c 


78 


Lunenburgh . . 


77.0 1 59.0 18.0 


91 


14 


50 


28 


68.0 


67.8 


5.03 . . 


. . 13 


b 


82 


Northfield . . . 


74.2 51.9 '22.2 


1 87 


14 


40 


7 


63.0 


• . 


3.20 . . 


. . 16 




87 


Saxton's River . 


• • 


• • 


. • 


! . . 


( • • 


• . 


. . 


. . 


. a 


• • • • 


. . . • 




88 


Strafford • • • . 








84 
90 
87 


; 13, 14 


48 
52 
45 


7 
31 
31 


. . 1 65.7 

. . fin.l 


3.85 . . 
4.84 . . 


. . 9 
. . 8 


ab 
a c 


85 


Vernon 






80 


, WeathersfieldCt. 

1 


74.1 if^4-n' in fi 


64.3 
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^O. 


Station. 






Temperature. 






« 

Pbechttatiok. 


Notes. 




1 


2 


3 


4 


5 


6 


7 


8 


9 


10 


11 12 13 


14 






o 


c 


o 







o 




O 


o 


in. 


iUr »Ji- 






Massac/iusetts, 






















WWW 








192 


Adams 


74.0 56.4 


18.2 


85 13, 14 


45 


10, 28 


65.0 


. . 


• a 






. . . 




101 


Anil»ei*8t (a) . . 


• . 


• • 


• . 


89 13 


43 


28 


. . 


66.4 


4.79 






. 1 • . 


b 


102 


(b) . . 


76.7 


55.1 


21. C 


89 


13 


42 


28 


65.9 


66.2 


'5.09 






. 10 


b 


177 


(c) . . 


78.4 1 54.2 


24.2 


90 


13 


42 


28 


66.3 


68.2 


5.28 






. 9 


e 


180 


Andover . . 


77.1 


58.3 


18.8 


87 13, 14 


50 


28 


67.7 


66.3 


3.41' 






. 11 


b 


104 


nine Hill (siiin't) 


73.9 


57.9 


IG.O 


86 


13 


52 


28 


65.9 


65.3 


2.80 ' 






. 12 


d 


105 


«* *' (base) 


70.2 


58.2 


17.0 


87 


13 


51 


28 


66.7 


. • 


2.G8, 






. • . 




174 


" «» (valk'y) 


77.7 


56.2 


21.5 


89 


13 


45 


28 


66.9 


• . 


3.36 






. . . 




100 


Boston (a) . . • 


76.5 


61.4 


15.1 


90 


13 


56 


28 


69.0 


• . 


3.73 






. 10 




108 


Cambridge (a) , 


75.5 


59.2 


16.3 


87 


13 


51 


29 


67.4 


• • 


2.93 i 






. 7 




109 


(b) . 


78.7 


60.4 


18.3 


88 


13, 14 


50 


31 


69.6 


• . 


3.06 






. 8 




110 


Cliestmit TTill . 


79.0 


58.1 


20.9 


90 


13 


49 


28 


68.6 


• a 


3.44 






. 10 




182 


Concord .... 


78.0 


56.2 


21.8 


90 


13 


45 


28 


67.1 


65.8 


2.97 






. 11 


f 


114 


Cotiiit 


73.8 


59.8 


14.0 


84 


25 


51 


28 


66.8 


• • 


2.19 






. 10 




116 
117 


Oeerficld .... 


« # 


# # 


# « 


92 

89 


13 
12, 13 


51 
54 


31 
31 


69 .4 


68.0 
66.5 


2.09 






9 9 9 


a b 


Dudley 


78.0 


60.8 


17.2 


. 8 6 1 


193 


Egg Rock,Nahant 


71.4 


58.6 


12.8 


82 


13 


54 


28 


65.0 


. • 


1 






• • • 




120 


Fitcbburg {a) . 


. • 


• • 


• • 


87 


13 


50 


81 


• • 


67.6 


8.95 






. 10 


a b 


121 


{h) . 


76.4 


56.7 


19.7 


90 


13 


47 


28 


66.6 


• • 


3.52 






. 10 




186 


Florida (a) . • 


74.3 


41.9 


32.4 


86 


15 


• • 


• a 


58.1 


61.2 


8.82 






a 15 


b 


188 


(6) . . 


72.4 


51.8 


20.6 


85 


15 


43 


26, 27 


62.1 


• • 


7.59 






. 12 




122 


Frainingliaiii . . 


79.4 


55.5 


23.9 


89 


13 


46 


28 


67.4 


. • 


3.07 






. 10 




123 


Gilbertvilic . . • 


78.6 


54.4 


24.2 


88 


14 


42 


28 


66.5 


• . 


5.22 






. 13 




124 


Grotoii 


77.6 


58.2 


19.4 


88 


13, 14 


50 


10 


67.9' . . 


8.47 






. 12 




189 


Iloosac Tunnel . 


81.1 


49.6 


31.5 


96 


14 


• • 


• . 


65.4 . . 


6.34 






. 10 




178 


Kendal Green , 


78.0 


63.0 


15.0 


90 


15 


48 


28 


70.5 . . 


2.51 






. 7 




127 


]/:ike Coehitunte 


80.9 


55.0 


25.9 


92 


13 


41 


28 


68.0 


a • 


2.99 






. 10 




128 


Lawrence . . . 


82.9 


58.8 


24.1 


100 


13 


49 


28 


70.8 


• • 


3.20 






. 9 




129 


Leicester .... 


74.7 


47.1 


27.6 


85 


13 


40 


27 


61.9 


64.6 


3.56 






. 7 


d 


131 


Long Plain . . . 


74.2 


62.9 


11.3 


82 


13 


54 


9 


68.5 


• • 


2.73 






. 9 


a 


133 


Lowell (b) . 


77.7 


59.3 


18.3 


88 


17 


50 


28 


68.5 


• . 


3.17 






. 11 




136 


** (c) . . . 


77.3 56.8 

1 


20.5 


90 


13 


46 


28 


67.0 


• . 


. • 






. a • 




176 


** ((I) . . . 


80.2 57.1 


23.1 


92 


13, 14 


45 


28 


68.6 


a . 


• • 






. 6 




134 


Ludlow 


75.5 53.2 


22.3 


86 


13 


42 


28 


64.3 


• • 


5.84 






. 13 




135 


Lynn 

Mansfield .... 


73.6 


57.2 


16.4 


85 


14 


52 


10,28 


65.4 


• • 


3.38 






. 7 




183 
139 


^ 


A A 




91 

87 


13 
13 


52 
41 


27,31 
28 


65 .V 


67.6 

• • 


3.86 
2.19 






. 16 

. 8 


a b 
h 


Middleboro' . . 


76.7 


54.7 


22.1 


140 


Milton 


75.8 51.2 '24.6 


87 


14 


38 


28 


63.5 


• • 


3.39 






. 9 1 


141 


Monson 


77.9 


54.7 ; 23.2 


89 


13 


44 


28 


G6.3 


• • 


4.88 






. 12 




173 


Naliant 


71.6 


58.9 


12.7 


83 


13 


54 


28 


65.2 


• • 


3.15 






. 6 




146 


Nantucket . . . 


70.2 58.9 


11.3 


78 


17 


48 


2 


64.6 


• • 


3.16 






. 9 




147 


New Bedford (a) 


73.4 58.7114.7 


80 


25 


51 


1 


66.0 


65.6 


1.97 






. 9 


b 


148 


** ** (b) 


74.7 57.9116.8 


82 


13,25 


46 


1 


66.3 


. • 


2 17 






. 15 




149 


Newburyj>ort (a) 


77.8 


58.1 19.7 


90 


13 


50 


28 


68.0 


67.1 


3.67 






. 12 


b 


152 


Nortliampton . 


80.5 


60.4 


20.1 


93 


15 


49 


5 


70.4 


• . 


5.52 






. 8 




153 


Plymouth . . . 


• • 


• • 


• • 


84 


14 


59 


9 


• • 


68.7 


2.55 






. 10 


a b 


154 


Pnnceton . . . 


74.4 


55.7 


18.7 


84 


13 


48 


28 


65.0 


• • 


3.68 






. 11 




155 


Province town . 


75.1 


60.1 


15.0 


83 


17 


52 


1 


67.6 


• • 


2.82 






. 6 




190 


Savoy 


72.6 


47.8 


24.8 


83 


15 


• . 


• . 


60.2 


• • 


3.45 






. 9 




160 


South Hinghani 


• • 


55.0 


• • 


• . 


• • 


44 


28 


• • 


. • 


3.21 






. 12 




161 


Springfield . . . 


78.4 


60.8 


17.5 


90 


13, 14 


50 


28 


69.6 


69.6 


6.37 






. 12 


b 


162 


Swampscott (a) . 
(b). 


73.2 


58.7 


14.4 


84 


13 


51 


28 


66.0 


65.4 


2.81 






a 9 


b 


191 


73.6 


57.3 


16.3 


84 


13 


50 


28 


65.4 


64.4 


• . 






. 12 


b 


163 


Taunton (a) . . 


77.6 


57.8 


19.7 


88 


13 


47 


28 


67.7 


66.4 


2.46 






. 12 


b 


164 


'' (^) . . 


79.7 


57.3 


22.4 


88 


13 


46 


28 


68.5 


• . 


2.36 






. 10 




165 


•' (c) . . 


77.8 


55.5 


22.3 


88 


13 


40 


28 


66.6 


* . 


2.85 






. 12 




184 


** (d) . . 


79.4 


56.7 


22.6 


90 


13, 17 


44 


28 


68.0 


66.5 


2.17 






. 10 


b 


181 


Wakefield . . . 


79.6 


61.2 


18.4 


92 


13 


44 


5 


70.4 


• a 


2.95 


• « 




. 8 




168 


Wellesley . . . 


75.1 55.1 


20.0 


86 


13 


42 


11 


65.1 


• . 


3.54 


• • 




. 15 




169 


Westboro' . . . 


81.6 


58.2 


23.4 


94 


13 


49 


28 


69.9 


• . 


2.87 


• • 


l- 


• i 9 

1 


a 
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SUMMARY OF OBSERVATIONS FOR JULY, 16»1— (CONCLUDED) 



No. 


Statiok. 






Tkmfjcraturk. 






9 


PRCCiriTATioif. j Notefi. 1 




1 


2 


3 


4 


5 


9 


7 


8 


10 


U 12 13 


14 




Rhode Island. 




























201 


Block Island . . 


69.7 


60.2 


9.5 


79 


21 


53 


3 


65.0 . . 


3.38 


• « ' • • 


13 




202 


Bristol 


73.9 


61.3 


12.6 


82 


21 


52 


1 


C7.6 67.1 


2.29 


4 




, ' 




11 


b 


210 


Kingston (a) . • 


75.4 


57.4 


18.0 


84 


13 


48 


3 


66.4" . . 


2.29 , 








1 10 




211 


W • • 


74.4 


58.5 


15.9 


83 


13 


49 


1,3 


66.4 65.6 


1.71 , 




, i 




1 6 


b 


204 


Newport .... 


. . 


• • 


• . 


• • 


. . 


. . 


. . 


• • 1 • • 


• . 


' 




1 




1 




205 


Olneyville . . . 
Providence («) . 


75.8 62.9 


12.9 


86 


13 


56 


28 


69.4' . . 


1 
* • 1 








. • 




207 


80.4 63.2 


17.2 


90 


13 


56 


28 


71.8 70.4 


3.31. . 




1 




12 


c 


208 


{b) . 


79.6 


58.4 


21.2 


90 


13 


49 


28 


69.0' . . 


4.51 . 




' 1 




13 




212 


(c) . 


76.6 


59.6 


17.0 


87 


13 


51 


1 


68.1 . . 


3.87 , 




1 




9 






Connecticut. 




























. 






221 


Canton 


80.0 55.8 24.2 


92 


14 


47 


12 


67.9 


. . 


5.21 . 








10 




222 


Colchester . . . 


71.6 57.2 


18.9 


84 


13 


46 


28 


66.6 


• • 


• • 


1 








. . 




223 


Hartford (a) . . 


. . . . 


. . 


• . 


• . 


. . 


. • 


. . 


' ' 


. . 


« 








. . 




237 


Mansfield . . • • 


74.6 56.2 


18.4 


85 


13 


48 


1 


65.4 65.2 


4.96 , 








13 


b 


226 


]^Ii<ldletown . . 


78.1 58.2 19.9 


88 


13 


49 


28 


68.1 67.0 


4.98 , 








12 


b 


228 


New Haven . . 


76.3 59.0 17.3 


86 


13 


49 


28 


67.6 . . 


4.52 










16 




229 


New London . . 


73.3 59.8 13.5 


84 


21 


52 


1 


66.6 . . 


3.37 






. 




18 


250 


N.GrosvenorDale 


80.3 61.7 18.6 


90 


25 


52 


11 


71.0 72.8 


3.91 










11 b 


230 


Slielton 


. . a . 


• . 


. . 


• • 


. • 


• . 


. . • . 


• . 






1 




1 

• • 


231 


Thompson . . . 


71.9 61.5 10.4 


83 


13 


52 


28 


66.7 65.2 


. . 










' . . ab 


233 


Voluntown . . . 


77.0 57.1 


19.9 


84 


13 


42 


28 


67.0 67.0 


2.56 . 








10 b g 


235 


Waterbury . . . 


77.7 57.8 


19.9 


93 


14 


45 


28 


G7.8 . . 


4.17 , 








16 




New York. 


























1 






251 


Albany 


78.1 60.1 


18.0 


91 


13 


50 


31 


69.1 


. . 


6.11 


1 








1 18 


252 


Boyd's Corner . 


. . 


. . 


• . 


89 


15 


58 


31 


. . 67.2 


3.03! , 




1 




i 12 ab 


253 


Carniel 


77.8 


55.3 


22.5 


88 


13 


47 


12 


66.6' . . 


3.65 . 








' 13 


254 


New York (a) . 


. . 


. . 


. . 


90 


15 


60 


9 


. . 72.3 


3.94 , 








14 e 


255 


'* " (6) . 


78.0 


63.6 


14.4 


89 


15 


58 


8, 9 


70.8 . . 


4.11 , 








15 ' 


258 


Ponghkeepsie . . 


80.1 


54.6 


25.5 


92 


13 


43 


28 


67.4' . . 


5.19 








13 i 


256 Setaiiket .... 


77.0 


60.8 


16.2 


88 


13 


53 


3 


68.9,67.8 


5.71 


— 


1 




! 12 6 



STATIONS REPOUTING PKECIPITATION ONLY JULY. 1891. 







; Tolal 


Snow- 




Total 


Snow- 


No. 


Station. 


j Precip. ' fall. 


No 


SrATio.x. j.recip. 


fiill. 


32 


Behnont, 


N.H. . . 


5.22 j . . 


179 


Robert's Dam, Mass. . 


... 3.21 . . 1 


40 


Lake Village, 


(( 




. 


5.65 . . 


159 


Salem, " 




. . 3.00 


1 






44 


Mine Falls, 


(( 






2.94 


• • 


166 


Waltham, ** 




. . 2.83 








48 


Pennichuck Station 


it 






3.11 


• • 


171 


AVinchester, ** 




. . 8.20 








53 


Weir's Bridge, 


(( 




. i 5.23 


• • 


203 


Lonsdale, R. I. 




. . 1 4.26 








55 


Wolfboro', 


(( 






5.85 . . 


206 


Pawtucket, '* 






3.52 








75 


Cornwnll, 


Vt. . . 




j 3.1/8 




247 


Falls Village, Conn. . 






1.62 








187 


Ashland, 


Mass. 






t 


3.72 




224 


Hartford (6), '* 






4.41 








107 


Boston (b). 


a 








3.18 




225 


Lake Konomoc, *' 






2.69 








111 


Chicoi)ce, 


u 








7.64 




249 


Lebanon, ** 






3.22 








112 


Clinton, 


u 








3.10 




227 


New Hartford, '* 




. . j 4.91 








119 


Fiskdale, 


( ( 






. i 4.20 




241 


Newington, ** 




. . i 4.15 








130 


Leominster, 


a 






. , 4.30 




246 


No. Woodstock, " 




. . , 5.35 








138 


Med ford. 


n 








3.14 




248 


So. Manchester, '* 




. . , 4.77 








142 


Mt. Nonotuck, 


n 






. 1 5.98 


f 


238 


Stevenson, '* 




. . 2.88 








143 


Mystic Lake, 


n 






, 


3.16 


• • 


232 


Uncasville, •' 






. • 








144 


Mystic Pumping Sta 


L ** 








3.29 




234 


Wallingford, *' 






5.43 








150 


Newburyport (^), 


i( 








3.42 




245 


W. Simsbury, " 






5.11 








156 


Randol])!] , 


(( 








2.59 




257 


S. E. Reservoir, N. Y. . 




1 


4.67 









NoTBS. — a. liazimiun and minifnum temperatures from thermometers not self-registering. 6 — Tn-daily readings of thermometer ct 
7 A.M., 2 and 9 p.m.; mean ol)tuine<l by formula: \ (7-{'2-\-9-\-0), c— Tri-daily readings of thermometer at other hours than 7 a.m., 2 and 
9 P.M.; a reduction to tlicse hours applied in calculaling the montlily mean (Smithsonian Contributions, Vol. xxi). d — ^Two daily 
readings of thermometer at 8 a.m. and 8 p.m.; a correction applied in calculating means (see above), e — Mean temperature from hourly 
readingj*. /"— Tavo dailv readings of thermometer at 7 A.M. and 7 p.m; a correction applied in calculating means (see above), ff — ^Mean 
for 28 days ; A— Mean for 30 days. 
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Statioic. 


TEMPERATURE. 


PRECIPITATION. 


1 

s 

1 

.2 
1 


• 


* 
B 

3 

s 

•mm 

K 




E 


p 


* 

E 

3 

B 
*c 

6 




Mkan. 


be 

li 


Snowfall. 


•2 


i 

s 
E 

c 


• 


3 

• 






-.a 

S ® 


E 




s 


e 


s 

c 

s 


s 
E 

'k 

m 

4 


£ 

5 


• 

5 

7 


« a 

1 

8 


9 


.5^ 

-si 


• 


5 S 



55 








1 


2 


3 


10 


11 12 


13 14 1 






o 





















in. 


1/1. 


in. 






, -tVeto Bruiisunck, \ 




























1 


St. John .... 


67.6:56.3(11.3 

1 


75 


5 


50 


20 


62.0 


61.7 


5.41 


• m 


..;l.,o 1 




Maiyie. 






























2 


Bar Harbor . . 


72.9 


56.3 


16.7 


86 


11 


48 


20 


64.6 


• • 


2.45 


m 9 




9 




3 
20 
14 


Belfast 








83 
87 

88 


11 
11 
22 


54 
35 
44 


31 
20 
19 


a . 


63.8 


3.32 
5.33 
3.45 






1 

• 1 

1 

1 




7 

: 10 

i 8 


a 


Bethel 


• • 


• • 


• • 


Calais 


# 4 

75.2 


55.9 


19.3 


19 


East Macbias . 


72.1 


53.8 


18.3 


82 


12 


42 


20 


63.0 




4.90 










13 




4 


Ea8t|)ort • . . • 


68.3 


53.8 


14.5 


79 


12 


48 


20 


61.0 




4.06 










13 




5 


Fairfield .... 


77.4 


55.3 


22.1 


89 


10 


41 


20 


66.3 




4.00 










9 




18 


Fannington . . 


81.4 


53.4 


28.0 


97 


10 


38 


20 


67.4 




4.03 










13 




7 


Kent*sUill . . . 


• . 


• . 


. • 


. a 


• . 


• • 


• . 


. • 




. • 










• « 




8 


LewistoD • • • • 


76.9 


58.0 


18.9 


89 


10 


46 


1 


67.4 


67.4 


2.97 










8 


b 


9 


Mavfiekl .... 








83 


11 


41 


20 




63.9 
66.3 


4.78 






' i 




13 a b 


10 


^^f-^^^m ^tf^r m ^m^m ^^^ ^ ^ ^ ^ ^ ^ ^ 

Orono 


• • 

75.8 


56.6 


# • 

19 1 


87 


11 


43 


20 


66.'2 


4.67 






• i 




10 1 6 


11 


Petit Menan . . 


• « 


. . 


• . 


73 


12 


51 


31 


. • 


60.9 


. . 






, 1 




1 1 - 
. . 1 a 6 


12 


Portland .... 


73.0 59.1 


13.9 


88 


12 


50 


1 


66.0 


. . 


1.15 




i 




11, 


15 


West Jonesport 


. 


. . 


• . 


82 


8 


52 


9 


. . 59.6 


. . 1 

1 




i 




• • 


ab g 




New Hampshire. 






























33 


Berlin Falls . . 


76.2 


49.8 


26.4 


90 


11 


35 


20 


630 


. . 


. * 


• • 


1 

• • ■ * * 




34 


Berlin Hills . . 


75.7 '49.6 


26.1 


88 


10 


33 


20 


62,6 


. * 


5.26 






' 




9 




37 


Concord .... 


76.1 i 59.2 1 16.9 


87 


11 


45 


1 


67.6 


• . 


2.95 










9 




GO 


Grafton .... 


• * 


. . 


• • 


• • 


. . 


• • 


. . 


• • 


. . 


. . 










1 • • 




39 


Hanover (a) . . 


74.8 1 56.9 


17.9 


84 


12 


46 


1 


65.8 64.61 


3.21 










10 


b 


68 


'' (6) 


77.7 


54.3 


23.4 


91 


10 


42 


1 


66.0 


66.1 


3.34 










11 


a 


59 


Littleton .... 


75.1 


53.4 


21.7 


89 


11 


41 


20 


64.2 


63.6 


5.30 










11 


b 


42 


Manchester {h) 


77.6 


61.0 


16.5 


88 


11 


48 


1 


69.3 


68.7 


2.38 










12 b 1 


43 


(<-•) 


78.8 


59.4 19.4 


92 


11 


48- 


1 


69.1 


. • 


2.01 










13 




45 


Nashua .... 


80.8 


58.9 


21.9 


94 


11 


47 


1 


69.8 


69.2 


1.60 










9 


c 


57 


Newton .... 


78.5 


57.0 


21.5 


91 


12 


47 


1, 20 


67.8 


. . 


2.23 










6 h 1 


47 


North Conway . 


77.9 


54.3 23.6 


89 


22 


40 


1 


66.1 


. • 


5.09 










8 




49 


Plymouth . . . 


79.5 


53.2 


26.3 


96 


11 


40 


1 


66.4 


64.7 


5.29 










8 


b 


51 


Stratford .... 


80.0 


54.0 


26.0 


91 


10 


38 


20 


67.0 


• • 


2.75 










9 




52 


Wal|)ole .... 


76.9 


56.6 20.3 


86 


11 


46 


1 


66.8 


• • 


5.28 










11 




54 


West Milan . . 


75.3 


49.5 


25.8 


88 


11 


34 


20 


62.4 


• . 


2.64 






• 1 




12 






VerDwut, 






























71 


Brattleboro' {a) 


81.2 58.6 22.6 


92 


11 


47 


1 


69.9 


67.9 


4.80 i . . ' 




• • 


c 


72 


(b) 


■ . 


• • 


. • 


• . 


• . 


. . 


. . 


• . 


. . 


. • 






( 




• • 

1 




73 


Burlington . . . 


. • 


. • 


• . 


. • 


. . 


. . 


. a 


. . 


. . 


3.25 




. 1 




11 




74 

90 


Chelsea .... 








80 
90 


11 
11 


42 

40 


1 

20 


65.1 


60.5 
65.0 


4.00 , 
4.64; 








14 
10 


a b 

f 


Enosburgh Falls 


77.0 53.2! 13.8 


88 


Hartland . . . 


75.8 


51.8 24.0 


86 


10 


41 


1 


63.8 


. • 


3. 31 


i 








: ic 




77 


Jacksonville *. . 


78.9 


52.8126.1 


88 


• 


41 


1 


65.8 


63.8 


4.74 








17 


c 


78 


Lunenburgh . . 


76.2 


59.4 16.8 


90 


4 


48 


29 


67.8 6G.8 


2.67' , 








1 10 


b 


82 


Northfield . . . 


74.8 


54.2 20.6 


89 


11 


42 


1 


64.5 


• • 


4.78 










; !•* 




87 


Saxton's River . 


• • 


• • 


. • 


. . 


• • 


. . 


. . 


• • 


• • 


. . 










• • 




83 
85 


Straflfbrd .... 








85 
94 

88 


no, 11 


48 
54 
48 


1 

29 
28, 29 




r.0.6 


3.50 
3.30 

* a 




) ^^ 






9 


a b 


Vernon 


■ 9 


• • 


• . 




1 m 


7 a G 1 


89 


Weathersfield . 


74.V5.9V) 15.1 

1 1 


67.5 


• . 




• 


• • 
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SUMMARY OF OBSERVATIONS FOR AUGUST, 1891— (CONTINUED), 



No. 



Station. 



192 
101 

102 
177 
180 
104 
105 
174 
lOG 
108 
100 
110 
182 
114 
IIG 
117 
103 
120 
121 
186 
188 
122 
123 
124 
180 
178 
127 
128 
129 
131 
133 
136 
176 
134 
135 
183 
139 
140 
141 
173 
146 
147 
148 
149 
152 
153 
154 
155 
190 
160 
101 
162 
191 
103 
104 
105 
184 
181 
108 
169 









Jdassadiusetts. 

Adams 

Amliei-8t(a) . . 

" (P) . • 
" (c) . . 

Andover . . 

Blue Hill (sum*t) 
(base) 
(valley) 

Ijostoii {a) . . • 

Cambridge («) . 
(b) . 

Cliestnut Hill . 

Concord .... 

Cotuit 

DccrGeld .... 

Dudley 

Egg Rock,NahaQt 

Fitcliburg (a) . 
(6) . 

Florida (a) . . 
(6) . . 

Framiiigbaiu . . 

Gilbcrtvillo . . . 

Grotoii 

Hoosac Tunnel . 

Kendal Green , 

Lake Cocliituate 

Lawrence • . . 

Leicester .... 

Long Plain . . . 

Lowell (h) . 
'' (c) . . . 

'' (cO . . . 

Ludlow 



Lynn 

Mansfield .... 
Middleboro* . . 

Milton 

Monson 

Naliant 

Nantucket . . . 
New Bedford (a) 
'< ** (6) 

Newbury i)ort (a) 
Northampton • 
Plymouth . . . 
Princeton . . . 
Provincetowu . 

Savoy 

South Hiiighani 
Springfield . . . 
Swampscott (a) . 
(6). 
Taunton (a) . . 

(J) . . 

(c) . . 

(d) . . 



(( 
(( 
(( 



Wakefield 
AVelleslcy 
Westboro' 



Trmpekatukk. 



iO,i 



59.8 15.9 



78.8 
^0.4 



58.9 
57.7 



19.9 
22.7 



/o.o 
76.5 
78.7 
76.8 
76.7 
78.8 
79.9 
79.6 
78.3 



88 

90 
92 



60.5 

61.5 I 

59.3 

63.2 

61.6 

63.0 

60.5 

58.8 

63.3 



15. o; 

15.0: 

19.4. 
13.6! 
15.1 1 
15.8 

19.41 
20.8. 
15.0 



78.2 65.3 12.9 
72.0 61.2 10.8 



78.5 
74.4 
73.2 

80.5 
79.9 
78.6 
81.5 
77.7 
82.8 
82.0 
76.1 
76.8 
79.2 
78.5 
81.4 
77.7 



59.7 18.8 



77.9 
76.0 
79.5 
71.6 
74.5 
77.1 
78.6 
78.3 
81.7 



55.7 
58.3 
58.7 
60.5 
56.4 
63.4 
58.9 
61.1 
57.2 
66.0 
61.5 
59.4 
60.8 
56.9 



76.5 
77.7 
73.6 

80.2 



58.8 
59.7 
58.6 
60.4 
63.3 
62.6 
61.9 
60.6 
63.5 



1 i.O 

22.2 
21.2 
18.1 
25.1 
14.3 
23.9 
20.9 
18.9 
10.8 
17.6 
19.1 
20.6 
20.8 



19.1 
16.3 
20.9 
11.2 
11.2 
14.5 
16.7 
17.7 
18.2 



I 58.1 
62.2 

59.2 
64.0 



75.3 

80.4 
80.2 
80.4 
82.0 
81.1 
77.1 
83.8 



60.9 
62.0 
61.0 
59.7 
60.7 
63.5 
59.7 
61.7 



18.4 
15.5 



16.2 



I 



14.4 
18.4 
19.2 
20.7 
21.3 
17.7 
17.3 
22.1 



91 
90 
92 
90 
87 
90 
90 
93 
93 
92 
94 
86 
90 
92 
90 
86 
94 
90 
91 
95 
92 
97 
94 
79 
90 
92 
92 
95 
90 



10 



95 

• . 
88 
92 
80 
84 
90 
93 
91 
93 
91 
88 
90 
87 
. . 
92 



10 



93 
94 
94 
94 
96 
92 
91 
97 



10 



10 



11 



12 



51 
46 
46 
45 



49 
49 
45 
54 
50 
53 
48 
50 
47 
56 
53 
54 
54 
49 
• • 
43 
45 
45 
49 
41 
48 
41 
50 
53 
54 
50 
47 
46 
41 






a 

2 
1 
2 
1 
1 
24 

• • 

1 





,11 
1 

1 

1 

, 11 

1 

1 



56 
41 
49 
44 
53 
57 
52 
50 
49 
52 
59 
46 
52 



44 

50 



52 
48 
47 
41 
45 
52 
44 
50 



8 

o 



13, 16 67.8 



68.8 



30, 



8 



29, 



1 

18 

30, 
20 

3 

20 



9, 



68 
68 



69.0 70 



68.0 67 
69.0 j . 
69.0 . 
70.0 
69.2 
31 * 70.9 
70.21 . 
69.2 67 
70.8 

70 
71.8 
66.5 

69.1 



31 



31 



64.4 

69.4 

69.3 

69.6 

69.0 

70.6 

70.8 

71.6 

66.7 65 

71.4 

70.3 

68.9 

71.1 

67.3 



68 
62 



68.3 
67.8 
69.0 
66.0 
68.9 
69.8 
70.2 
69.4 
72.6 

67.3 
69.9 



70 



69 

68 

. 
71 



72.1 72 






14 



68.1 66 

71.2 69 
70.6 
70.0 
71.7 
72.3 
68.4 
72.7 



70 



1 



8 



Precipitation. 



10 U 12 



in. 



4.70 
3.67 
4.18 
2.99 



m 



4.72' 
4.66 
4.70' 
3.87 



3.21 
3.68 
4.02 
2.«5 
4.13 



2.58 



2.48 
2.46 
3.60 
8.56 
5.22 
8.65 
1.95 



2.47 
4.23 
4.91 
2.01 
8.26 
2.32 
2.14 



8.32 



8.52 
8.22 
4.31 
8.27 
3.58 
3.41 
2.09 
2.17 
2.04 
3.81 
8.18 
1.99 
8.93 
8.38 



4.73 
4.01 



8.38 
3.97 
3.89 
4.79 
2.51 



5.38 
3.02 



m 



13 



13 
11 
13 
11 



13 
11 
13 
11 
11 
10 



14 

11 

10 

12 

12 

11 

10 

3 

9 

11 

9 

4 

6 

11 



9 
12 



11 
9 

10 

8 

8 

8 

10 

15 

13 

8 

10 

16 

9 

10 

12 

12 



14 
10 
12 
13 
7 
13 
11 



Kotes. 

"IS" 



b 
b 
e 



J 



a b 



10 I i 



a b 



d 
a 



ab 
h 



b 
b 
b 
ab 



b 
b 
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No. 


Station. 


Tkmpbraturb. 


Prbcii-itation. 


Notes. 




1 


2 


3 


4 


5 


9 


7 


8 


9 


10 u 


12 13 


14 




Rhode Island. 


























201 


Block Island • • 


73.8 


64.6 


9.2 


85 


10 


56 


1 


69.2 . . 


3.51 . . 


. . 8 




202 


Biistol 


77.3 


65.8 


11.5 


88 


10 


58 


7 


71.6 171.0 


2.26 . . 


. a 13 


b 


210 


Kingston (a) . • 
(6) . • 


79.5 


61.5 


18.0 


93 


10 


47 


1 


70.5 . . 


2.25 . . 


• a 9 




211 


77.7 


61.8 


15.9 


91 


10, 11 


48 


2 


69.8 69.3 


3.29 . . 


. . 10 


b 


204 


Newport .... 


• . 


• • 


. . 


• a 




• • 


. . 


• . 


• . 


• . • . 


• • • « 




205 
207 


Olneyville . . . 
Providence (a) . 


80.4 
81.7 


65.8 
64.8 


14.6 
16.9 


94 
96 




54 
56 


1 
1 


73.1 
73.2 






9 9 9 9 


c 


72.1 


6.26 '. ! 


a a 10 


208 


{b) . 


81.4 


61.5 


19.9 


96 




46 


1 


71.4 


• . 


6.32 . . 


. . 12 




212 


(c) . 


78.9 


62.4 


16.5 


93 




50 


1 


70.6 . . 1 


6.54 . . 


. . 12 






Connecticut. 


























221 


Canton 


82.0 


60.0 


22.0 


94 




51 


9 


71.0 


. • 


4.86 a a 


. . 10 




222 
223 


Colchester . . . 
Hartford (a) . . 


79.6 

• • 


61.1 


18.5 i 92 




45 


1 

• • 


70.3 
• • 




• • • • 


A * 9 * 




• . 


. • 


• • 


• • • « 


9 9 9 9 

• a .a 


237 


Mansfield • . • • 


77.5 


59.7 


17.8 


91 




46 


1 


68.6 68.4 


3.95 . . 


. . 13 


b 


226 


Middletown • . 


80.2 


62.2 


18.0 


92 




48 


1 


70.2 70.0 


3.52 . . 


. . 10 


b 


228 


New Haven . . 


78.9 


62.4 


16.5 


90 




49 


1 


70.6 . . 


3.14 . . 


. . 11 




229 


New London . . 


77.3 


63.9 


13.4 


92 




52 


1 


70.6 


. . 


4.99 . . 


. . 12 




250 


N.QrosvenorDah 


80.0 


66.3 


13.7 


95 




51 


1 


73.2 


73.4 


4.03 . . 


. . 9 


b 


230 


Shelton 


• • 


• . 


a . 


• . 




. • 


. . 


. . 


. a 


. • a • 


• 9 9 9 




231 


Thompson . . . 


75.2 


64.1 


11.1 


89 




48 


1 


69.7 


68.2 


• • a • 


• 9 • • 


a b 


233 


Voluntown • . . 


• . 


• • 


• • 


93 




• . 


• • 


. • 


69.8 


5.08 . . 


. . n bh \ 


235 


Waterbury . . . 


80.8 


61.6 


19.2 


97 




45 


1, 30 


71.2 


• . 


3.04 . . 


. a 13 ' 1 




New York. 


























251 


Albany 


79.8 


62.6 


17.2 


93 




54 


1, 29 


71.2 


a a 


5.88 . . 


a a 18 




252 


Boyd's Corner . 


. • 


• ■ 


. . 


91 




59 


1 


• . 


73.4 


5.61 . . 


a a 11 


ab 


253 


Carrael 


81.0 


61.8 


19.2 


94 




52 


30 


71.4 


. a 


4.80 . . 


a a 11 




254 


New York (a) . 


• • 


• . 


. • 


98 




57 


29 


. • 


75.4 


4.51 . . 


a a 14 


e 


255 


'* *' (b) . 


80.5 


66.9 


13.6 


94 




57 


80 


73.7 


. a 


5.87 . . 


. a 17 




258 


Ponghkcepsie . . 


81.5 60.1 


21.5 


97 




45 


1 


70.8 


• . 


4.12 . . 


. . 9 




256 Setaiiket .... 


78.5 64.9 


13.6 90 




52 


I 


71.7 


70.8 


3.43 . . 


. . 12 


b 


STATIONS RE) 


PORTING 


PRECIl 


PITAT 


ION ONLY— AUG 


tJST. 1891. 






Total 


1 Snow- 








ToUl 


Snovr- 


No. 


Statiok. 


Precip. 


1 fall. 


No 


Statiok 


r. 


Precip. 

1 


fall. 


32 1 Belmont, N.H. . 


. 


+ 

4.59 




170 


Robert's Dam, Mass. . . . 


. 5.60 






40 


Lake Village, *' 


. 


3.16 




159 


Salem, 


** 


. 2.75 






44 


Mine Falls, 


• 


1.68 




166 


Waltham, 


i( 


. 5.32 






48 


Pennichuck Station, " 


. 


1.44 




171 


Winchester, 


ti 


. 3.66 






53 


Weir's Bridge, '* 


. 


4.07 




203 


Lonsdale, R 


. I. '.'.'. 


. 5.91 






55 


Wolf boro', * ' 


• 


3.76 




206 


Pawtucket, 


a 


. 4.95 






75 


Coi-nwall, Vt. . . 


. 


4.36 




247 


Falls Village, C( 


)nn. . . . 


. 3.37 






187 


Ashland, Mass 




. 


4.20 




224 


Hartford (6), 


u 


. 3.92 






107 


Boston (6), '* , 




. 


3.74 




225 


Lake Konomoc, 


i( 


. 5.19 






111 


Ciiicopee, ** 




. 


3.96 




249 


Lebanon, 


(( 


. 4.11 






112 


Clinton, '* , 




• 


2.80 




227 


New Hartford, 


" 


. ' 5.44 






119 


Fiskdale, *' , 




. 


4.47 




241 


Newington, 


t( 


. 4.01 






130 


Leominster, *' 




. ! 1.95 




246 


No. Woodstock, 


(( 


. 1 5.05 






138 


Medford, *' 




. 1 3.45 




248 


So. Manchester, 


(( 


. 4.80 






142 


Mt. Nonotuck, *' 




. j 5.65 




238 


Stevenson, 


t( 


. 2.73 






143 


Mystic Lake, *' , 




. : 4.10 




232 


Uncasville, 


.( 


a .a 






144 


Mystic Pumping Sta.,'' , 




. 3.72 




234 


Wallingford, 


4( 


a 3.01 

1 






150 


Newburyport (6), '' , 




. 2.27 




245 


W. Simsbury, 


44 


. ! 4.92 






156 


Randolph, '» , 




• 


5.45 




257 


S. E. Reservoir, ] 


ST.Y. .* .' ! 


. 5.31 







Notes. — a Maximim and minimum temperatures from thermometers not self-registering, b — Tn-daily readings of thermometer at 
7 A.M., 2 auU 9 P.M.; mean obtained by forraula: \ (7+2+i> + 9)* c— Tri-daily readings of thermometer at other hours than 7 a.m., 2 and 
9 V.M.; a reduction to these hours applied in calculating tlie monthly mean (Smithsonian Contributions, Vol. xxi). d — Two daily 
readings of thermometer at 8 A. m. and 8 p.m.; a correction applied in calculating means (see above), e — Mean temperature from hourly 
readings. /"—Two daily readings of thermom«!ter at 7 a.m. and 7 p.m ; a correction applied in calculating means (see above). ^— Min- 
mum on 1st, 9th, 14th, 19th. A— Mean for 80 days, t— Maximum on the 7th, 10th, 12th, j— Minimum on the 29th, 30th, Slst. 



SUMMARY OF OBSERVATIONS FOR SEPTEMBER, 1891. 







TEMPERATURE. | 


PRECIPITATION. 


1 

1 


i 


1 












^.. 1 


M - 


Snowrill. 


3 


1 


^ 






Station. 


J 




& 












!- 


is 




;.5 


± 






























£ 




s 


'■X. 


<2 


I 




1 




f 


H 


-t 




■si 


£ 


X 




1 1 


1 


a 




1 

X 


1 


h 


p 


j 


e 








1 2 1 3 4 


~5~ 


~^6^ 


' 


8 


9 


10 


li 


13 14 




New Brtitisicich. 


I 


















1 


St. John .... 


6-2.;t .-)2.5 9.H CU 


23 


41 


24 


57.4 57.6 


5.14 . . 


9 c 




Maine. 


1 1 i 










1 


1 


2 


BarHfliimr . . 


70.5 53.C 16.9 84 


25 


45 


21 


62.0 . . 


2.15 




7 


8 

20 


Belfast 






81 

8.'. 


25 

25 


50 
32 


9 

9 


. . •'" " 


1.55 1 
I.I61 




5 ac 


Bethel 


! ! ! ! 








14 


Calais 


oil. '7 50.8 


18.9 


80 


25 


40 


16 


60.'2 




3.53 




8 


19 


East MacLias . 


67.5 49.8 


17.7 


78 


25 


39 


20 


58.7 




2.63 




« 


4 


Kastport .... 


64.9 


51.9 


13.0 


76 


11 


41 


24 


58.4 




2.63 






5 


Fairfield .... 


72.9 


48.7 


24.2 


85 


25 


36 


9 


60.3 




2.06 




9 1 


18 


FanniDgton . . 


78.5 


46.2 


82.3 


92 


25 


80 


9 


62.4 




1.45 




.8; 


7 


Keut'eHIIl. . . 








84 


2.j 


41 


9 










. • 1 


8 


Lewiaton .... 


72.4 


51.8 


20.6 


86 


25 


40 


9 


62. '1 


62.1 


I'.OO 




7 h 


9 


Msyfieia .... 








79 


25 


41 


9 




58.4 


l.M 




9 aft 


10 


Orono 


70.7 


sVe 


I'g.'i 


86 


25 


40 


20 


61 .'2 


60.7 


S.firt 




81 h 


11 


Petit Mon:in . . 








69 


2,3 


43 


24 




57.ft 






. . oS 


12 


Portland .... 


70.7 


54.9 


15.fi 


89 


25 


47 


15 


62.8 




1.94 




9 




15 


West JoDesport 
Netii Hampthire. 








74 


14,23 


44 


20 




56.3 








ab 


83 


Berlin Falls . . 


























84 


Berlin AlrllH . . 


72.3 


44.8 


2 7 .'5 


84 


25 


30 


'9 


58.6 




1.85 


; ; 1 11 




87 


Concord .... 


72.8 


54.2 


18.7 


85 


18 


39 


9 


63.5 




2.09 




8 




GO 


Grafton .... 




























89 


Jlanover (a) . . 


70.5 


52 .6 


17 .'9 


81 


25 


'38 


is 


61.*6 


61 .'0 


1 .:a 




' i 


b 


68 


" (6) ■ ■ 


75.5 


49.7 


25.7 


68 


25 


36 


9, 15 


62.6 


60.6 


0,82 




4 d 


69 


Littleton .... 


71.2 


48.6 


22.6 


83 


18 


33 


9 


59.9 


.58.9 


2.62 


. . 


10; 6 


42 


Mancliester (b) 


74.5 


55.0 


19.5 


87 


25 


40 


9 


64.7 


63.9 


1.7C 




13, h 


4S 


(c) 


75.8 


53.7 


21.6 


88 


18 


40 


9 


64.5 




1.61 




" 


45 


Naelnia .... 


77.0 


53.6 


23.4 


90 


18 


87 


9 


65.3 


04 .7 


1.58 1 




10! c 


57 


Newton .... 


74.6 


62.5 


22.1 


88 


18 


42 


9 


63.6 




1 .0:1 




7 i 


■17 


Noiili Conway . 


75.1 


47.7 


27.4 


90 


25 


36 


9 


61.4 




0.86 




6| 


49 


rijinoutli . . . 


76.0 


48.3 


27.7 


88 


18 


34 


9 


62.2 


58.*9 


1.23 




7 b 


fil 


Stratford. . . . 


79.3 


50.1 


29.2 


88 


25 


35 


9 


64.7 




1 .43 j 




i 


62 


AValiwIe .... 


72.3 


52.4 


19.9 


61 


28 


40 


9 


62.4 




1.75 




8 


C4 


West Milan . . 
F«rwjo»(. 


72.7 


47.8 


25.4 


88 


18 


32 


9 


60.0 




..:, 




8 




71 


Brattleboi-o' {«) 


76.1 54.7 21.4 


8ft 


18 


39 


9 


65.4 


63.2 


1.291 









72 


(fc) 




























73 


nurlington . . . 




















2.44 




' 8 




74 
90 


Chelsea .... 








7ft 


18 


"46 


so' 




.56 .'8 


2.14 




9 


ab 


Enosburgh Fulls 








88 


Hartlaud . . . 


73.5 ' 47.8 


25.7 


85 


is' 


*S5 


*9 


GO.'C 




2.31 


.11 




77 


Jacksonville . . 


75.3148.2 27.1 


84 


g 


83 


9 


61.7 


5 9 .'4 


1.-I7 


.19 


eg 


78 


Lnueiilmi^li . . 


73.0|56.2 Ifi.ft 


84 


18, 2. 


42 


10 


64.6 '63.7 


2.14 


. 9 ■ i." 


82 


Nortlifield . . . 


72.0,49.1 23.0 


85 


18,2 


36 


15 


60.6 




0.98 


. j 12 I 


87 


Saxton's Biver . 


















- ] ■ - 1 


83 
85 


Strafford .... 




82 

90 


is' 

18 


'44 

40 


*9 
9 




63.1 
65.1 


1.60 

0.83 




I 11 


Vernon 




89 


Weatbersfield . 


72.9 '53.4 19.5 


86 


18 


36 


SO 


63.'] 
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So, 


Statioki 




Tkmpkratukk. 






Pkkcipitation. 


Notes. 




1 


2 


3 


4 


5 


6 


7 


8 


9 


10 


11 ] 


L2 13 


14 






o 


o 


o 







o 







O 


ill. 


in, I 


jl. 






Massachuaetta. 




















V V V ■ 








192 


Adams 


74.2 


55.4 


18.8 


85 


18 


41 


9 


64.8 


. . 


• • 




> • • • 




101 


Amhei*8t(a) . . 


• • 


. . 


. . 


86 


18 


88 


9 


. . 


63.7 


2.25 




) . • • 


b 


102 


(b) . . 


74.8 


53.9 


20.9 


89 


18 


37 


9 


64.4 


63.6 


2.22 




. . 4 


h 


177 


(c) . . 


76.9 


52.9 


24.0 


92 


18 


36 


9 


64.9 


65.3 


2.66 




, . 7 


e 


180 


Andover • . 


75.3 


54.8 


20.5 


88 


18 


45 


9. 


65.1 


62.8 


1.86 




. . 8 


b 


104 


Blue Hill (siim't) 


72.5 


56.1 


16.4 


86 


18 


45 


9 


64.3 


64.1 


3.82 




. . 9 


d 


105 


*' *' (base) 


73.2 


56.5 


17.7 


87 


18 


44 


9 


64.8 


. • 


3.55 




. • . 




174 


«« «* (valley) 


75.6 


54.3 


21,3 


89 


18 


44 


20 


64.9 


• • 


3.14 




> . . . 




106 


Boston (a) . . . 


73.9 


59.5 


14.4 


90 


18 


50 


9 


66.7 


• . 


2.29 




. 11 




108 


Cambridge («) . 


72.2 


57.0 


15.2 


84 


18 


46 


9 


64.6 


• . 


2.63 




. 6 




109 


(b) . 


75.0 


57.3 


17.7 


86 


18 


47 


9 


66.2 


• . 


2.73 




. 7 




110 


Chestnut Hill . 


77.7 


56.8 


20.9 


90 


18 


47 


9 


67.2 


• . 


3.07 




. 6 




182 


Concord 


75.5 


52.3 


28.2 


89 


18 


40 


9 


63.9 


62.2 


1.69 




. 8 


f 


114 


Cotuit 


72.3 


57.8 


14.5 


80 


18 


49 


15, 20 


65.0 


• . 


5.57 




. 8 




116 


Deerfield .... 


• • 


. . 


• . 


90 


18 


43 


9 


• • 


65.2 


. . 




• . * 


a b 


117 


Dudley 


74.8 


55.2 


19.6 


86 


21 


46 


9, 15 


65.0 


• • 


2.45 




. . 4 




193 


Figg Rock,Nahant 


69.2 


58.1 


11.1 


82 


18 


49 


9 


63.6 


• • 


. • 




» . . . 




120 


Fitchburg (a) • 


• • 


. . 


. • 


86 


18 


48 


8 


• • 


63.6 


1.87 




, . 8 


ab 


121 


** (^) . 


75.5 


54.6 


20.9 


88 


18 


42 


9 


65.0 


• • 


1.88 




, . 7 




186 


Florida (a) . • 


. • 


• • 


. . 


. . 


• • 


• • 


• ■ 


. • 


• • 


• • 




> . • • 




188 


(6) . . 


70.7 


51.7 


19.0 


80 


18, 19 


38 


9 


61.2 


• . 


1.69 




. . 4 




122 


Framiueliani • . 


76.5 


54.4 


22.1 


88 


18 


44 


9 


65.5 


• . 


2.35 




, . 7 




123 


^7 

Gilbertville . . . 


78.1 


54.4 


23.7 


87 


18 


37 


9 


66.3 


. • 


1.31 




, . 6 




124 


Grotou 


73.8 


56.2 


17.5 


86 


18 


45 


9 


65.0 


• • 


2.05 




. . 9 




189 


Hoosac Tunnel . 


77.2 


54.2 


23.0 


86 


27 


42 


9 


67.2 


• • 


0.95 




, . 3 




178 


Kendal Green • 


73.0 


57.7 


15.3 


85 


18 


44 


9 


65.4 


• • 


1.80 




. . 4 




127 


Lake Cocbituate 


79.5 


• • 


. • 


91 


18 


36 


9 


• • 


• • 


2.12 




, . 6 




128 


Lawrence . . . 


76.9 


56.0 


20.9 


88 


18 


45 


9 


66.4 


• • 


1.47 




. . 6 




129 


Leicester .... 


72.9 


55.3 


12.6 


80 


18 


42 


8 


64.1 


• • 


2.27 




. . 6 




131 


Long Plain • . • 


72.7 


60.1 


12.6 


86 


18 


44 


9 


66.4 


• . 


2.10 




. . 7 


a 


133 


Lowell (6) . 


75.2 


56.3 


18.9 


86 


18 


44 


9 


66.2 


• . 


1.78 




. . 7 




136 


" (c) . . . 


74.4 


54.3 


20.1 


86 


18 


40 


9 


64.3 


• • 


• • 




1 . . • 




176 


*' (<0 • • . 


78.7 


56.6 


22.1 


92 


18 


41 


9 


66.6 


• • 


. . 




4 




134 


Ludlow 


74.0 


52.7 


21.3 


88 


18 


36 


9 


63.3 


• • 


1.77 




. . 8 




135 


Lvnn 

Mansfield • • • • 


68.2 


54.4 


13.8 


80 


18 


43 


9 


61.3 


• • 


2.43 




, . 6 




183 
139 


A A 






88 
88 


18 
18 


44 
39 


30 
9 


64.0 


63.7 

• • 


3.20 
1.97 




. . 8 

. • 7 


a b 
h 


Middleboro' . . 


75.3 


52.8 


22.5 


140 


• Milton 


72.4 


55.6 


16.8 


86 


18 


40 


9 


64.0 


• • 


3.14 




6 




141 


Monson 


74.7 


54.1 


20.6 


88 


18 


38 


9 


64.4 


• . 


3.40 




. . 5 




173 


Nahant 


68.1 


55.2 


10.8 


82 


18 


50 


15 


61.6 


62.5 


• . 




1 . . . 


bi 


146 


Nantucket • . . 


70.8 


59.9 


10.9 


77 


6 


56 


15 


65.3 


. • 


3.12 




. 7 




147 


New Bedford (a) 


71.9 


57.3 


14.7 


80 


18,26 


46 


9 


64.6 


64.6 


2.31 




. 7 


b 


148 


*' ** (6) 


74.2 


56.5 


17.7 


86 


18 


44 


9 


65.4 


• • 


1.97 




. 9 




149 


Newburyport (a) 


74.6 


56.0 


18.6 


88 


18 


46 


9 


65.3 


64.1 


1.66 




. 9 


b 


152 


Northampton • 


78.0 


58.6 


19.4 


87 


• 

J 


45 


9 


68.3 


• . 


2.82 




. 7 


J 


153 


Plymouth . . . 


• • 


. • 


. . 


. • 


. . 


• • 


• • 


• . 


. . 


2.23 




. 6 




154 


Princeton . . . 


73.1 


54.0 


19.1 


85 


18 


42 


15 


63.6 


• . 


2.43 




. 6 




155 


Provincetown . 


73.0 


58.6 


14.4 


77 


k 


50 


20 


65.8 


• • 


2.77 




. 7 


k 


190 


Savoy 


71.1 


45.5 


25.6 


84 


21 


33 


4,30 


58.3 


• • 


0.96 




. 5 




160 


South Hinghani 


• • 


53.9 


. . 


. . 


• . 


38 


9 


. . 


• • 


2.27 




. 7 




161 


Springfield . . • 


75.3 


58.3 


17.0 


89 


18 


50 


20 


66.8 


66.7 


1.41 




. 7 


b 


191 


Swampscott (&) . 


73.0 


56.9 


16.2 


88 


18 


46 


9 


65.0 


63.7 


. • 




• • . 


b 


163 


Taunton (a) . . 


76.9 


56.3 


20.6 


91 


18 


44 


9 


66.6 


65.3 


2.40 




. 7 


b 


164 


'' (P) . . 


75.8 


54.1 


21.7 


87 


18 


44 


9 


65.0 


• • 


2.27 




. 9 




165 


*' (c) . . 


76.4 


53.5 


22.9 


90 


18 


38 


9 


65.0 


• • 


2.51 




. 10 




184 


*' (d) . . 


78.5 


54.1 


24.4 


92 


18 


42 


9,20 


64.9 


64.8 


2.39 




. 7 


b 


181 


Wakefield . . . 


79.6 


56.7 


22.9 


88 


18 


41 


9 


68.2 


• • 


1.66 




. 4 




168 


Wellesley . . . 


• • 


• • 


. . 


• • 


• . 


• • 


• • 


• • 


• • 


3.26 




. 9 




169 


Westboro* . . . 


78.5 


56.6 


21.9 


92 


18 


41 


9 


67.5 


. . 


2.62 




. 8 


a 


170 


Williamstown . 


75 8 


54.0 


21.8 


86 


18 


. • 


• • 


64.9 


64.0 


0.74 




. 6 


b 



1 
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8UM1IABT OF OBSERVATIONS FOR SEPTEMBER, 1«»1— (CONCLUDED). 



No. 


Statiox. 


TbMPKKATUKS. 


Prjecipitatiox. 


Notes. 






1 


2 


3 


4 


5 


6 


7 


8 


9 


10 


U 12 


13 


14 




Rhode Island. 






























201 


Block IslaDd . • 


70.7 ■ 60.8 


9.9 


81 


26 


56 


9 


65.7 


• • 


1.69 


• • 




7 




202 


Bristol 


72.5161.6 


10.9 


82 


26 


50 


9 


G7.1 66.4 


1.82 










9 


b 


210 


Kingston (a) . • 


75.0 


55.9 


19.1 


85 


18 


45 


9 


65.4 . . 


2.11 










7 




211 


{b) . . 


72.7 


56.7 


16.0 


82 


18, 26 


48 


9 


G4.7 64.3 


2.20 










6 


b 


204 


Newport .... 


• . 


• • 


• • 


. • 


• . 


• . 


. . 


. • 


• • 


• • 










. . 




205 


Olneyville . . . 
Providence (a) . 


75.3 


60.8 


14.5 


8S 


18 


51 


9 


G8.0 


• . 


• . 














207 


74.8 1 58.5 


16.3 


88 


18 


48 


30 


66.6 66.1 1 


2.77 










6 


c 


208 


(b) . 


77.3155.7 


21. G 


92 


18 


47 


9, 30 


66.5 


• • 


2.90 










7 




212 


(c) . 


74.3 57.4 


16.9 


88 


18 


49 


9 


65.8 


• • 


8.13 










7 






Connecticut, 


























1 








221 


Canton 


76.7 


55.8 


20.9 


88 


18 


41 


9 


66.2 


• • 


1.46 










8 i 




222 


ColclieBter . . . 


75.3 


5G.3 


19.0 


88 


18 


43 


9 


G5.8 


• • 


• • 










• • 1 




223 


Hartford (a) . . 


• • 


• • 


• . 


• * 


. . 


• . 


• • 


• • 


• • 


• • 










• • ) 




237 


Mansfield. . • • 


78.6 


54.8 


18.8 


85 


18 


43 


9 


64.2 63.7 


4.08 










1 7 i 


h 


226 


Middletown • • 


75.7 


57.0 


18.7 


86 


18 


44 


9 


66.4 64.8 


8.46 






t 




' 4 


b 


228 


New Haven . . 


75.1 


57.8 


17.3 


88 


18 


45 


9 


66.4 


• • 


8.96 










6 




229 


New London . . 


73.4 


59.4 


14.0 


86 


26 


48 


9 


66.4 


• • 


2.60 















250 


N.GrosvenorDale 


73.2 


61.8 


11.3 


82 


18, 26 


48 


9 


67.5 68.8 


2.22 










3 


b 


230 


Sbelton 


. • 


• • 


• • 


• • 


• . 


• . 


a • 


• • • • 


• • 










. . 




281 


Thompson . . . 


72.1 


59.1 


18.0 


83 


18 


45 


10 


65.6 64.6 


• • 










. * 


ab 


233 


Voluntown . . . 


74.9 


55.2 


19.7 


85 


18 


43 


9, 10 


65.0164.3 


4.10 










6 


b I 


235 


Waterbnry . . . 
New York, 


78.0 54.0 


24.0 


90 


18 


34 


9 


66.0 


• • 


1.68 










6 




251 


Albany 


76.3 58.6 


17.7 


91 


18 


48 


9 


67.4 


. . 


1.94 


i 


1 






8 




252 


Boyd's Corner . 


. . • • 


. . 


88 


18 


55 


m 


. . '68.2| 


1.67 , 








4 


ab 


253 


Carmel 


77.1 , 55.9 


21.2 


88 


18 


43 


10 


06.5 


• • 


1.67 


i 








4 




254 


New York (a) . 


. • 


• • 


• • 


91 


18 


54 


9 


. • 


71.6 


2.49 


t 








6 


e 


255 


** ** (b) . 


77.4 


62.9 


14.5 


87 


18 


54 


9 


70.2 


• • 


2.12 


t 








9 




258 


Ponghkeepsie . • 


77.7 


53.8 


23.8 


90 


18 


38 


9 


65.7 


• • 


1.12 


1 








; ^ 




256 


Setauket .... 


74.5 


61.0113.5 


87 


18 


53 


11 


67.7 


66.9 


8.18' 






^^ 


1 5 


b 



STATIONS REPORTING PRECIPITATION ONLY.— SEPTEMBER, 1891. 



No. 



Statiow. 



Totftl 
Pretip. 



Snow- 
fall. 



82 

40 

44 

48 

53 

55 

75 

187 

107 

111 

112 

119 

130 

138 

142 

143 

144 

150 

156 



N.H. 



Belmont, 

Lake Village, 

Mine Falls, 

Penniehuck Station, ** 

Weir's Biidge, 

Wolfboro', 

Coniwall, 

Ashland, 

Boston (6), 

Cliicopee, 

Clinton, 

Fiskdale, 

Leominster, 

Medford, 

Mt. Nonotuck, 

Mystic Lake, 

Mystic Pumping Sta.,** 

Newburyport (6), 

Randolph, 



t( 



44 

44 

Vt. 

Mass 

44 
44 
(4 
44 
44 
44 
44 
(4 



44 



44 



I 



2.53 
1.58 
1.74 
1.35 
0.96 
1.18 
2.25 
2.44 
1.58 
1.19 
2.10 
2.83 
2.08 
3.06 
2.33 
2.31 
2.67 
1.59 
2.40 



No. 



179 
159 
1C6 
171 
203 
206 
247 
224 
225 
249 
227 
241 
246 
248 
238 
232 
234 
245 
257 



Statioh. 



ToUl 
Predp. 



Snow- 
fftU. 



Robert's Dam, Mass. 

Salem, ** 

Waltham, «' 

Winchester, ** 

Lonsdale, R. I. 

Pawtucket, ** 

Falls Village, Conn. 

Hartford (6), '* 

Lake Konomoc, ** 

Lebanon, 

New Hartford, 

Newington, 

No. Woodstock, '* 

So, Manchester, ** 

Stevenson, 

Uncasville, 

Wallingford, 

W. Sirasbury, 

S. E. Reservoir, N. T. 



44 
44 
44 



44 
44 
44 
44 



2.98 
2.81 
2.53 
2.01 
2.49 
2.43 
0.94 
4.46 
2.83 
5.86 

4.64 
8.06 
6.47 
1.68 

8.84 
1.46 
2.00 



Notes. — a Maximam and minimum temperatures from thermometers not self-registering, b — Tri-daily readings of thermometer at 
7 A.M., 2 and 9 p.m.; mean obtained by formula: i (7+2+9+9). e— Tri-daily readings of thermometer at other hours than 7 a.m., 2 and 
9 P.M.; a reduction to these hours applied in calculating the monthly mean (Smithsonian Contribotions, Vol. xxi). d—Two dailjr 
readings of thermometer at 8 a.m. and 8 p.m.; a correction applied in calculating^ means (see above), e — Mean temperature from hourljr 
readings. /*— Two daily readings of thermometer at 7 am. and 7 p.m ; a correction appUed in calculating means (see abore). — ^Max— 
mum on dd, 18th, 2dd. A^Mean for 29 dajs. t— Mean for 28 days. j—Maximum on 18th, 23d. 25th. jfc— Maximum on 34, 11th, Slit 
j— Mean maximum and minimum for 29 days ; mean tri-daily for 28 dLays. m— maximum on lOtn, 17th, SOth. 



SUMMARY OF OBSERVATIONS FOR OCTOBER, 1891. 
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TEMPERATURE. 1 


PRECIPITATION. 


1 




• 

§ 


« 

s 












Mbam. 1 


te 

B .^ 


SDOwfall. 






•o 


fr^_: 


*» 


► § 


§ 


• 

1 


Statiox^ 


s 

I 




1 


• 

S 

a 

S 




• 

g 




s 

u 




"1 


•§§ f-i 
• |2 -si 

U 12 13 


3 


i 




a 


2 


3 

3 


a 

4 


Q 


a 

i 

6 


1 


& 

8 


to 

9 


11 


1 




1 


5 


7 


10 


14 






o 


O 


O 


o 




o 




O 


O 


in. 


m. tn 


• 






New Brunswick. 




























1 


St. John . . • • 
Maine. 


49.4 


39.6 


9.8 


60 


5 


22 


29 


44.5 


44.7 


6.81 


6 . 


. 11 


c 


2 


Bar Harbor . . 


54.6 


40.5 


14.2 


74 


8 


25 


29 


47.6 


• . 


4.76 


T 


. 9 




8 
20 


Belfast 








72 


8,4 


29 


29 




45.9 

• • 


2.97 


T 


. 7 


a c 


Bethel 


• • 


• • 


• • 


14 


Calais 


53.9 


38.5 


15.4 


77 


3 


22 


29 


46.2 


• • 


5.78 


T 


. 7 




19 


East Macbias . 


52.0 


36.1 


15.9 


66 


3 


22 


29 


44.1 


• . 


6.45 




. 10 




4 


Eastport .... 


51.6 


40.8 


10.8 


68 


3 


24 


29 


46.2 


• . 


4.43 




. 13 




5 


Fairfield .... 


56.2 


33.6 


22.6 


82 


3,4 


19 


29 


44.3 


• . 


1.38 




. 6 




18 


Farmington . . 


. . 


. . 


. • 


. . 


• . 


. . 


. • 


. . 


• . 


. . 




. • . 




7 


Kent's Hill . . . 


52.5 


36.7 


15.8 


83 


4 


21 


29 


44.6 


. . 


2.12 




. 3 


g 


8 


Lewiston .... 


54.8 


36.5 


18.3 


83 


8 


23 


29 


45.6 


46.0 


2.40 


T 


. 10 


b 


9 


Mavfield .... 








80 


4 


14 


29 




41.6 


1.56 


T 


. 6 


ah 


10 


Orono 


54.5 


36.9 


17.6 


83 


4 


22 


29 


45.7 


45.6 


2.85 


• . ■ • 


. 11 


b 


11 


Petit Menan . . 


• . 


. . 


. . 


58 


16 


28 


29 


. • 


43.7 


. . 


• . • 


• . * 


ab 


12 


Portland .... 


54.8 


40.0 


14.8 


77 


3 


27 


29 


47.4 


• • 


8.22 


■• • . 


. 8 




15 


West Jonesport 
New Hampshire. 


• . 


• • 


• • 


64 


4 


24 


29 


. • 


45.2 


. • 


• . • 


• • . 


a b 


88 


Berlin Falls . . . . 


• • 


. . 


. • 


• • 


. . 


. • 


• • 


• • 


• • 


• •• • 


a ■ . 




84 


Berlin Mills . . 58.9 


29.3 


24.6 


82 


4 


10 


29 


41.6 


• . 


1.89 


1 . 


. 8 




87 


Concord .... 56.8 


38.2 


18.1 


88 


4 


22 


29 


47.8 


• . 


2.63 




. 7 




60 


Grafton 


. . 


• . 


. . 


• • 


. . 


• • 


• • 


• • 


. . 




. • • 




89 


Hanover (a) . . 


52.8 


35.4 


17.4 


79 


4 


15 


29 


44.1 


46.4 


1.50 




. 7 


b 


58 


" (6) . . 


56.6 


83.6 


23.0 


89 


4 


14 


29 


45.1 


48.1 


1.49 




4 


d 


59 
42 


Littleton .... 








80 
87 


4 
4 


15 
19 


29 
29 


48.*4 


42.4 
48.9 


1.73 
2.68 


• • % 


. 10 
. 8 


b 
b 


Manchester (h) 


57.8 


38.9 


18.9 


48 


(c) 


58.6 


38.2 


20.4 


89 


4 


22 


29 


48.4 


• • 


2.16 




. 7 




45 


Nashua .... 


59.9 


37.3 


22.6 


88 


4 


19 


29 


48.6 


48.7 


2.33 


T 


. 6 


c 


57 


Newton .... 


57.2 


38.1 


19.1 


83 


4 


18 


29 


47.6 


• • 


3.55 




. 10 




47 


North Conway . 


57.8 


32.5 


25.3 


86 


4 


16 


29 


45.2 


• • 


2.44 




. 6 




49 


Plymouth • . . 


55.6 


31.7 


23.9 


83 


4 


16 


12 


43.6 


42.0 


1.66 




. 7 


b 


51 


Stratford. • • • 


59.5 


33.5 


26.0 


90 


8 


14 


29 


46.5 


• • 


0.92 




4 




52 


Walpole . . • • 


56.2 


33.5 


22.7 


80 


4 


17 


29 


44.8 


• • 


2.24 




. 9 




54 


West Milan . . 
Vermont. 


55.0 


30.3 


24.7 


82 


8 


11 


29 


42.6 


• • 


1.64 


T 


. 5 




71 


Brattleboro' (a) 

(6) 


62.7 


87.5 


25.2 


85 


4 


21 


25 


50.1 


46.9 


2.75 




. . . 


c 


72 


• • 


• • 


• • 


• . 


. • 


• . 


• • 


• • 


• • 


. . 




• . . 




73 


Burlington . • . 


• • 


• • 


. • 


• . 


• . 


. • 


• • 


• • 


• • 


3.02 




. 9 




74 
90 


Chelsea .... 








74 


8 

• • 


13 


29 


• • 


41.2 


2.43 


T 


. 11 


ab 


Enosburgh Falls 


• . 


• • 


. • 


88 


Hartland . . . 


56.0 


31.4 


24.6 


85 


4 


13 


29 


43.7 


• . 


2.47 




. 9 




77 


Jacksonville . . 


57.2 


32.4 


24.8 


88 


5 


16 


29 


44.8 


42.4 


2.79 


* 


. 6 


c 


78 


Lunenbnrgh' • • 


54.0 


39.8 


14.2 


83 


4 


20 


29 


47.4 


46.7 


0.51 




. 8 


b 


82 


Northfield . . . 


54.2 


38.2 


20.9 


83 


8 


16 


29 


48.7 


• . 


1.87 


T 


. 9 




87 


Sazton's Biver . 


• • 


• • 


• • 


• . 


• • 


■ . 


• • 


• • 


. . 


. • 




• • . 




88 
85 
89 


Strauord • • • • 








82 
80 
79 


8 
4 
4 


20 
18 

• • 


29 
29 

• • 


• • 
44.4 


46.6 
46.3 

. • 


2.00 
2.02 

• • 


T 


. 3 
. 4 

• • • 


ab 
ac 

9 


Vernon 








Weathersfield • 


53.8 


85.6 


17.8 
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8UMMART OF OBSEBVATIONS FOB OCTOBER, 1891— (CONTINUED). 



Ho. 


Statiox. 


TBMnmATVRB. 






Pkbcifitatiox. 


Notes. 




1 


2 


3 


4 


5 


6 


7 


8 


9 


10 ,U 12 


13 


14 




Ma»sachu$eUs. 


o 


o 


O 







o 




o 


O 


in. 


in. 


in. 






192 


Adams 


59.5 


89.9 


19.6 


82 




27 


25 


49.7 


. . 


• . 


a . 




. . 




101 


Amherst (a) • . 


• • 


. . 


. . 


81 




22 


29 


• a 


51.4 


2.81 


. . 




a a 


b 


102 


(b) . . 


59.1 


37.4 j 21.7 


87 




21 


29 


48.2 


48.7 


2.56 


• • 




6 


b 


177 


(c) . . 


61.3 


36.2 


25.1 


89 




20 


29 


48.7 


49.9 


2.94 ! a . 




7 




180 


Andover • . 


59.2139.4 


19.8 


88 




22 


29 


49.3 


47.8 


3.35 . . 




8 


b 


104 


Blue Hill (sum't) 


56.4 


41.2 


15.2 


81 


3 


23 


29 


48.8 


48.0 


6.90 3 




11 


d 


105 


'' *' (base) 


58.1 


42.0 


16.1 


81 


4 


23 


29 


50.0 


. . 


6.23 a . 




• a 




174 


** «* (valley) 


58.9 


39.1 


19.8 


84 


3 


19 


29 


49.0 


a . 


6.06: . . 




a a 




106 


Boston (a) . . . 


58.6 


44.5 


14.1 


83 


3 


28 


29 


51.6 


. . 


5.56 • . 




11 




108 


Cambridge (a) . 


56.5 


41.2 


15.3 


78 


3 


25 


29 


48.8 


• . 


4.82 . . 




9 




109 


{b) . 


58.4 


40 9 


17.5 


80 


4 


25 


29 


49.6 


. . 


6.10 a . 




n 




110 


Chestnut Hill . 


60.5 


41.6 


18.9 


86 


3 


24 


29 


51.0 


« . 


5.70 


2 




11 




182 


Concord .... 


59.2 


36.6 


22.6 


87 




18 


29 


47.9 


45.2 


3.16 


2 




12 


J 


114 


Cotuit 


56.5 


44.0 


12.5 


70 


8,4 


26 


29 


50.2 


. . 


10.14 






13 


•^ 


116 
117 


Deerficld .... 


C 9 




^ ^ 


85 
84 


8,4 


20 
23 


29 
29 


50.2 


48.0 


2.96 


*»' 




8 


ab 


Dudley 


59.1 


41.V 


17.7 


193 


£ggRock,Nahant 


55.5 


44.3 


11.2 


70 




24 


29 


49.9 


. a 


• • 






. a 




120 


Fitchburg (a) . 


• . 


. . 


. a 


82 




22 


29 


• . 


47.4 


3.73 






10 


ab 


121 


(6) . 


58.5 


38.9 


19.6 


86 




22 


29 


48.7 


• . 


3.37 






11 




186 


Florida (a) . • 


52.6 


36.5 


17.1 


83 




18 


29 


44.0 


. . 


3.45 






6 




188 


" . W . . 


52.6 


35.6 


17.0 


80 




21 


29 


49.1 


• . 


3.11 






7 




122 


Framiughaiu • • 


60.0 


37.2 


22.8 


84 




26 


h 


48.6 


. . 


3.70 






11 


h 


123 


Gilbertville . • . 


57.9 


34.6 


23.3 


83 




19 


29 


46.3 


. . 


3.82 


1 




6 


• 


124 


Groton 


58.7 


40.5 


18.2 


83 




21 


29 


49.6 


. . 


2.72 






7 




189 


Hoosac Tunnel . 


57.2 


42.2 


15.0 


83 




29 


30 


49.7 


• a 


2.10 






3 




178 


Kendal Green • 


57.2 


42.8 


14.4 


80 




22 


29 


50.0 


. . 


4.18 






10 




127 


Lake Cocbituate 


62.6 


37.0 


26.5 


89 




16 


29 


49.8 . . 


4.14 






11 


g 


128 


Lawrence . • . 


59.5 


39.7 


19.7 


88 




23 


29 


49.6 . . 


2.96 






7 


V 


129 


Leicester .... 


59.8 


38.5 


21.3 


78 




23 


29 


49.1 . . 


1.87 1 a . 




6 




131 


Long Plain • • • 


56.6 


46.8 


10.9 


76 




24 


29 


51.2 




8.73 a . 




10 


a 


133 


Jewell (6) . 


69.1 


39.9 


19.2 


87 




22 


29 


49.5 . . 


2.92 ; a . 




8 




136 


" (c) . . . 


58.6 


38.2 


20.4 


86 




20 


29 


48.4 . . 


• . 1 . . 




a a 




176 


'' W . • • 


61.0 


37.6 


23.4 


90 




20 


29 


49.3 . . 


• • a . 




6 




134 


Ludlow 


57.7 


35.5 


22.2 


86 




17 


29 


46.6 


• • 


8.73 . . 




8 




135 


Lynn. 

Mansfield • • • . 


52.7 


41.4 


11.3 


68 




22 


29 


47.0 


. . 


5.95 ^ . . 




12 




183 
139 


^ A 






81 
83 




21 
19 


29 
29 


. . ^i<»^l 


5.84 
5.70 


2 

• a 




13 
12 


ab 
g 


^•M^^ V^W ^0 •■ ^^ ■ X4I V V V V 

Middleboro' . . 


59.2 


39 .6 


19.2 


49.4 




140 


Milton 


58.8 


41.7 


17.1 


77 




25 


29 


50.2 


. . 


6.30 


2 




10 


9 


141 


Monson 


69.7 


37.6 22.1 


83 




20 


29 


48.6 


• . 


4.18 


2 




6 




173 


Nahant 


55.7 


44.7 11.0 


76 




28 


29 


50.2 


. • 


• . 






a . 


g 


146 


Nantucket . . . 


56.3 


48.51 7.8 


68 


^ 


36 


29 


53.4 


. . 


4.96 






13 


w 


147 


New Bedford (a) 


56.4 


41.9114.6 


73 




24 


29 


49.2 


49.7 


6.97 






9 


b 


148 


" '* (6) 


58.0 


42.3 15.7 


75 




24 


29 


50.2 


• • 


6.41 






13 




149 


Newburyport (a) 


58.9 


41.2 1 17.7 


82 




23 


29 


50.1 


49.2 


4.32 


T 




10 


b 


152 


Northampton • 


69.4 


41.5 17.9 


81 




28 


29 


50.4 


. . 


2.76 






5 




153 


Plymouth . . . 


. • 


. • 1 . . 


75 




30 


29 


• • 


51.8 


6.72 






10 


ab 


154 


Prmceton . . • 


57.7 


37.9 19,8 


84 




21 


29 


47.8 j . . 


3.31 






5 




155 


Provincetown . 


57.5 


46.3 11.2 


74 




33 


29 


51.9 . . 


6.82 






9 




190 


Savoy 


51.0 32.7118.3 


80 




22 


12 


41.8 • . 


2.00 


T 




4 




160 


South Hingham 


. . ,39.7 


• • 


. . 


. . 


26 


25 


• • 


. . 


6.22 






12 




161 


Springfield . . . 


58.6 '41.0 


17.6 


85 


4 


26 


29 


49.8 


60.3 


3.39 






7 


b 


162 


Swampscott . . 


. . . . 


. • 


• • 


• • 


• • 


• . 


. . 




. . 






• • 




163 


Taunton (a) . . 


. . • • 


. . 


• • 


. . 


• . 


. . 


. a 




. . 






. . 




164 


" (*) . • 


. . • . 


. • 


• • 


. . 


. . 


. . 


. • 




. a 






. . 




165 


" (c) . . 


60.3 39.0 


21.3 


85 


4 


19 


29 


49.6 




6.16 






13 




184 


" (d) . . 


61.9 39.6 


22.3 


91 


4 


23 


29 


60.8 




6.80 


1* 




10 


g 


181 


Wakefield . . . 


59.1 39.9 


19.2 


84 


4 


20 


29 


49.5 




4.66 


1 




7 


^r 


168 Wellesley . . . 


. . 


• . 


• • 


. . 


• . 


. . 


• • 


• . 




. . 


. • 




• • 




169 Westboro' . . . 


61.6 41.2 20.4 


87 


4 


18 


29 


51.6 ' . . 


2.95 


2 




9 


a 


170 Williamstown . 


54.9 


38.4 '16.5 


78 


4 


22 


29 


46.7 '46.8 

1 


1.80 


T 




5 


b 
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No. 


Statiov. 




Tkmpkrjitubk. 






Pbecipitation. 


Notes. 




1 


2 


3 


4 


5 


6 


7 


8 


9 


10 


U 


12 


13 


14 




Rhode Island. 






























201 


Block Island . . 


58.1 


48.1 


10.0 


74 


5 


34 


29 


63.1 


. . 


7.33 


• • 




11 




202 


Bristol 


58.3 


45.2 


13.1 


74 


4 


27 


29 


51.8 60.6 


3.68 


1 




10 


h 


210 


Kingston (a) . • 
'* (6) . . 


58.5 


41.1 


17.4 


80 


4 


22 


29 


49.8 . . 


6.12 


1 




9 




211 


57.9 


48.2 


9.7 


78 


4 


24 


29 


53.0 49.7 


6.22 


1 




7 


h 


204 


Newport .... 


. • 


. . 


. . 


. . 


• . 


. • 


. . 


• • • • 


a a 


. . 




. • 




205 


Olneyville . . . 
Providence (a) . 


59.8 


46.1 


18.7 


81 


4 


30 


29 


53.0 a . 


a • 


. . 




. a 




207 


59.6 


48.6 


16.0 


81 


4 


28 


29 


61.6 61.3 


4.70 


2 




10 


c 


208 


(b) . 


60.9 


40.7 


20.2 


86 


4 


23 


29 


60.8 


. . 


4.87 


1 




12 




212 


*^ (c) . 
Connecticut, 


58.4 


43.0 


15.4 


81 


4 


26 


29 


50.7 


. a 


4.94 


1 




11 




221 


Canton 


59.2 


41.6 


17.6 


83 


4 


20 


29 


60.4 


. • 


2.66 


. . 




3 




222 


Colchester . . . 


59.8 


40.7 


19.1 


85 


4 


23 


29 


60.3 


. . 


4.96 


3 




9 




223 


Hartford (a) . . 


. . 


• • 


. . 


. . 


• . 


. . 


. . 


a . 


. . 


. . 


. . 




. . 




257 


Mansfield. . • • 


58.4 


39.1 


19.3 


84 


4 


20 


29 


48.8 


48.3 


4.14 


4 




9 


b 


226 


Middletown . . 


59.2 


41.1 


18.1 


83 


4 


24 


29 


60.2 49.3 1 


4.24 


T 




9 


b 


228 


New Haven . . 


59.9 


41.6 


18.3 


83 


5 


26 


29 


60.8 


. . 


4.62 


. . 




8 




229 


New London • . 


58.8 


44.1 


14.7 


83 


5 


27 


29 


61.4 


a a 


6.60 


2 




10 




250 


N.Qrosvenor Dalt' 


57.8 


48.7 


9.1 


80 


4 


85 


29 


63.2 


53.7 


3.33 


a . 




9 


b 


230 


Shelton 


• . 


• . 


. . 


• . 


. • 


. . 


. • 


. a 


a a 


a a 


. a 




a . 




231 


Thompson . • . 


55.8 


42.4 


13.4 


80 


4 


23 


29 


49.1 


47.6 


. . 


. . 




. • 


ab 


233 


Voluntown . . . 


a • 


. . 


. . 


83 


4 


22 


29 


a . 


a . 


6.82 


. . 




8 




235 


Waterbury . . . 
New T(yrk. 


59.0 


39.2 


19.8 

■ 


83 


4,5 


21 


29 


49.1 


. . 


3.04 


T 




6 




251 


Albany 


58.4 


41.9 


16.6 


86 


4 


24 


29 


50.2 


• . 


2.13 


. a . 




8 




252 


Boyd's Comer . 


. • 


. . 


• . 


. . 


. . 


. a 


a a 


. . 


. . 


a a 






> 




. . 




253 


Cannel 


. . 


. . 


. . 


. . 


. a 


• . 


. a 


. a 


. • 


. . 






> 




a . 




254 


New York (a) . 
'* ** (6) . 


. . 


. . 


. . 


86 


5 


36 


29 


. . 


54.7 


2.60 






1 
1 




8 


e 


255 


61.5 


46.9 


14.6 


83 


6 


34 


28 


64.2 


. . 


2.69 






• 




10 




258 


Poughkeepsie . . 


61.5 


36.7 


24.8 


86 


3 


18 


27 


49.1 


. . 


1.79 






1 




6 




256 


Setauket .... 


59.6 


46.5 


13.1 


82 


5 


31 


29 


63.1162.8 


6.60 


^ 


i^ 


1 
t 


v 


9 


b 





STATIONS REPORTING ] 


PRECIPITATION ONLY.— OCTOBER. 


1891 


« 












, 


i TotMl > Snow- 1 


, 




Total 


Snow- 


No. ; 


Station. 


Precip. fall. 


No. 


Station. 


Precip. 


fall. 


32 


Behuont, N.H. . 


a 2.44 




179 


Robert's Dam, Mass 


3.86 


• . 


40 


Lake Village, " 


. 2.43 




159 


Salem, *' 










6.45 


< 


1 i 


> 


44 


Mine Falls, *' 


. 2.60 




166 


Waltham, '' 










4.34 ^ 


< 


> 4 


> 


48 


Penuichuck Station, " 


. 2.22 




171 


Winchester, " 










4.63 


4 


1 < 




53 


Weir's Bridge, '* 


. 2.29 




203 


Lonsdale, R. I. 








. 4.64 


* 


1 4 


» 


55 


Wolfboro', *' 


. 3.67 




206 


Paw tucket, '* 








. i 4.22 


3 


75 


Cornwall, Vt. . . 


. . . 




247 


Falls Village, Conn. . 








. 1 1.60 


T 


187 


Ashland, Mass. . 


. 3.96 


2 


224 


Hartford (6), '* 








. 3.57 


. . 


107 


Boston (ft), •* . . 


a 6.60 




225 


Lake Konomoc, " 








. 6.50 


« 






111 


Chicopee, ** . . 


. 3.73 




249 


Jjcbanon, '* 








. 4.86 


4 






112 


Clinton, *' . . 


a 2.85 




227 


New Hartford, •' 








. 2.41 






119 


Fiskdale, *' . . 


a 3.66 




241 


Newington, " 








. i 3.89 






130 


Leominster, ** . . 


. 3.41 


1 


246 


No. Woodstock, *' 








. 3.60 , 






138 


Medford, " . . 


a 3.40 




248 


So. Manchester, *' 








. . 3.81 








142 


Mt. Nonotiick, " . . 


. 2.69 




238 


Stevenson, ** 








. ' 3.84 








143 


Mystic Lake, ** . . 


. 4.94 




232 


Uncasville, •' 










. . 








144 


Mystic Pumping Sta.,'* . . 


. 6.06 




234 


Wallingford, '' 










4.22 








150 


Newburyport (6), " . . 


. 3.14 




245 


W. Simsbury, '* 










2.45 








156 


, Randolph, " . . 

1 
i 


a 6.00 


T 


257 


S. E. Reservoir, N. Y. , 










• • 


. . 



Notes. — a Maximam and minimum temperatures from thermometers not self-registering. 6— Tri-daily readings of thermometer at 
7 A.M., 2 and 9 p.m.; mean obtained by formula: i (7 + 2-1-9+9). c— Tn-daily readings of thermometer at other hours tlian 7 a.m., 2 and 
9 P.M.; a reduction to these hours applied in calculaling the monthly mean (Smithsonian Contributions, Vol. xxi). <f— Two daily 
readings of thermometer at 8 A.m. and 8 p.m.; a corrction anplied in calculating means (see above), e — Mean temperature from hourly 
readings. /*— Two daily readings of thermometer at 7 a.m. and 7 p.m ; a correction applied in calculating means (see above), y— Mean 
for 30 days. A— Maximum on 26th, 26th, 29th. t— Mean for 29 days. 
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SUMMABT OF OBSBBVATIONS FOR NOVBMBBR, 1891. 



r 


Statioii. 


Tempeeaturs. 




Prkcifitatiox. 


1 


8 

S 




• 

a 

s 

a 


§ 

J 


Sd 


• 








MsAjr. 


'o 
3 a 


Snowfall. 


•0 

3 


KjS 




^ 


i 




a 


1 


a 

s 

a 




• 

§ 

g 




Si 




"3 GO 


• 


A Q 1 Z 


1 


1 




a 


i 

1 

2 


3 


a 

4 


1 


•a 
6 


1 


u> 






1 




& 




1 


5 


7 


8 


9 


10 


12 


13 


14 































in. 


in. 


tn. 








New Brunswick. 






























1 


St. John .... 
Maine. 


42.9 


31.8 


11.1 


56 


11 


8 


30 


37.4 


37.1 


8.74 


1 





11 


c 


2 


Bar Harbor . . 


45.4 


31.8 


18.6 


60 


1 


6 


80 


88.6 


. . 


3.12 


T 





7 




8 
20 


Belfast 








56 


12 


6 

• • 


30 




37.0 


8.02 
2.12 


2 
2 


2 



8 
4 


a c 


Bethel 


• • 


• • 


• • 


U 


Calais 


45.5 


30.3 


15.2 


60 


11 


7 


80 


87.9 




3.88 


2 




6 




19 


East Machias . 


45.3 


28.4 


16.9 


58 


12 


5 


30 


36.9 




4.58 


T 




^' 


4 


Eastport .... 


43.5 


33.3 


10.2 


58 


11 


7 


80 


38.4 




2.31 


a . 


. . 


10' 


5 


Fairfield .... 


46.1 


24.8 


21.3 


60 


18 


—2 


80 


35.5 




2.14 


1 




S. 


18 


Farmington . . 


46.4 


21.4 


25.0 


65 


12 


— 6 


80 


88.9 




2.69 


1 


^ 


6i 


7 


Kent's Hill . . . 


42.7 


26.8 


15.9 


57 


12 


—2 


SO 


84.8 




1.79 


8 


. . 


6 


g 


8 , LewistoD . . . . | 


43.6 


26.2 


17.4 


57 


12 


2 


80 


84.9 


85.6 


2.66 


8 




10 


e 


9 


Mavfield .... 






. , 


54 


11. 17 


—6 


80 


!ftn ftl 


2.91 


4 




9 


a b 


10 


Orono 


45.6 


28.6 


• • 
17.0 


61 


12 


8 


80 


37.1 


36.9 


2.88 


. . 




8 


b 


11 


Petit Menan . . 


. • 


. • 


• • 


. • 


. . 


• . 


a . 


• . 


. . 


. . 


. . 


1 

t 

. a , . • 


ab 


12 


Portland .... 


44.8 


81.3 


18.5 


56 


12 


6 


80 


88.0 


• a 


2.88 


T 


a a 


8 




15 


West Jonesport 
New Hampshire. 


. • 


. . 


. . 


56 


1 


7 


80 


. • 


38.6 


a . 


a • 


. a 


a a 


ab 


88 


Berlin Falls . . 


41.6 


20.2 


21.4 


60 


17 


-12 


80 


80.9 


. . 


a . 


a a 


. . 


a . 




84 


Berlin Mills . . 


44.4 


19.8 


24.6 


61 


17 


-12 


29 


8.21 


• . 


2.46 


8 


3 


9 




87 ' Concord . . • . 


45.8 


28.0 


17.3 


63 


17 


4 


80 


86.6 


. . 


1.78 


1 





7 




60 , Grafton .... 


. . 


a . 


. . 


. . 


. • 


. . 


. . 


. . 


• a 


. . 


. • 


a a 


. a 




89 Hanover (a) . . 


41.8 


26.1 


15.7 


62 


17 


5 


80 


84.0 


82.9 


2.00 


2 


. . 


7 


b 


58 ** (b) . . 


• . 


24.2 


. . 


. . 


. . 


8 


80 


. . 


33.3 


2.08 


. • 


. a 


6 


d 


59 


Littleton .... 


44.1 


28.3 


20.8 


68 


17 


—9 


80 


88.7 


32.2 


2.17 


5 


8 


8 


b 


42 Manchester (b) 


47.7 


28.5 


19.2 


65 


17 


5 


80 


38.6 


39.0 


1.86 


1 





8 


b 


48 - (c) 


46.8 


29.1 


17.7 


65 


17 


6 


80 


38.0 


a a 


1.74 


4 





8 




45 Nashua .... 


48.2 


28.0 


20.2 


66 


17 


4 


80 


38.1 


88.2 


2.18 


1 





7 


c 


57 Newton .... 


47.3 


27.9 


19.4 


65 


17 


4 


80 


37.6 


. . 


1.91 


. • 





5 


h 


47 , North Conway . 


44.4 


22.4 


22.0 


62 


1 


— 1 


80 


33.4 


a a 


1.56 


8 


1 


4 




49 


Plymouth . . . 


42.9 


21.7 


21.2 


60 


17 


2 


80 


32.3 


31.0 


3.26 


4 


1 


8 


b 


51 


Stratford. • • . 


45.3 


24.3 


21.0 


64 


17 


-10 


80 


34.8 


. . 


2.62 


5 


a a 


7 




52 


Walpole • . • • 


44.8 


24.4 


20.4 


62 


11, 17 


8 


80 


84.6 


a a 


2.62 


2 


. . 


9 




54 


West Milan . • 
Vermont. 


45.9 


18.6 


27.3 


66 


9 


-12 


80 


32.2 


a a 


2.67 


4 


2 


12 




71 


Brattleboro' (a) 


46.2 


27.8 


18.4 


62 


1 


2 


80 


84.6 


35.6 


2.87 


1 


. . 


. . 


e 


72 


(b) 


• . 


• • 


. • 


• . 


• . 


a . 


• . 


. . 


• . 


a a 


a a 


. . 


a a 




78 


Burlington . . . 


47.4 


80.8 


16.6 


66 


11 





80 


89.1 


38.0 


27.3 


4 


8 


11 


e 


74 
90 


Chelsea • • . . 








54 
65 


17 
17 


—7 
—9 


80 
80 


35.5 


29.6 

a a 


2a46 

3.25 


4 
4 


8 

4 


10 
10 


ab 


Enosburgh Falls 


44.8 


26.2 


18.6 


88 


Hartland . . . 


44.1 


22.0 


22.1 


63 


17 


—6 


30 


33.0 


a • 


2.65 


4 


2 


12 




77 


Jacksonville . . 


45.1 


22.6 


22.5 


61 


8 





80 


33.8 


31.3 


4.10 


2 


T 


10 


c 


78 


Lunenburgh . • 


44.4 


28.5 


15.9 


67 


17 


—8 


30 


36.4 


36.4 


2.50 


2 


2 


8 


b 


82 


Northfield . . . 


41.5 


28.6 


17.9 


62 


17 


-14 


80 


32.6 


a a 


2.38 


. a 


8 


10 




87 


Saxton's River . 


9 • 


• • 


• • 


. . 


. . 


• • 


. . 


. • 


a a 


. . 


• a 


a . 


a a 




83 
85 


Straflbrd .... 








56 
60 
58 


17 
11 

i 


—4 



—5 


80 
30 
29 


, . l^4.M 


2.05 
2.80 

a a 


4 

1 

. a 


3 


7 
5 

• 


ab 
ac 


Vernon 








33.'5 


38.4 

• a 


89 


Weathersfield . 


48.1 


28.9 


19.2 
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Ho. 


Statioh. 


Tkmpbrature. 






FSKCIPITATIOll 


. 


KotMa 


1 


2 


3 


4 


5 


6 


7 


8 


9 


10 


11 


12 


13 


14 






o 


u 


o 


o 




o 




O 


o 


in. 


tw. 


in. 








Massachusetts. 




















Wf V« 


^ • w • 


www 9 






192 


Adams 


50.0 


28.2 


21.8 


68 


11 


2 


30 


39.1 


• • 


• • 






• . 




101 


Amher8t(a) . . 


• • 


. • 


. • 


64 


17 


4 


30 


. • 


38.3 


2.71 






. . 


b 


102 


" (*) • • 


47.8 


27.7 


20.1 


63 


11 


4 


30 


37.8 


37.0 


1.98 


2 





8 


h 


177 


" (c) . . 


49.7 


26.6 


23.1 


64 


11 


4 


30 


38.1 


39.7 


2.99 






8 


e 


180 


Andover . . 


47.6 


29.3 


18.4 


66 


12 


5 


30 


38.5 


37.3 


2.79 






11 


b 


104 


Blue Hill (sum't) 


46.0 


31.1 


14.9 


62 


12 


6 


30 


38.5 


37.6 


2.92 


T 


*o' 


7 


d 


105 


*« " (base) 


48.3 


30.6 


17.7 


65 


11 


8 


30 


39.4 


• • 


2.91 






. . 




174 


" «« (valley) 


49.1 


28.5 


20.6 


67 


11 


9 


30 


38.8 


• • 


2.56 






a a 




106 


BostOD (a) . . . 


48.2 


34.6 


13.6 


66 


17 


9 


80 


41.4 


. . 


2.35 






9 




108 


Cambridce (a) . 


46.6 


30.5 


16.1 


64 


11 


8 


30 


38.6 


• • 


2.22 






6 




109 


^ ^ mi 


47.7 


29.8 


17.9 


65 


11 


9 


30 


38.8 


• • 


3.08 






6 




110 


Cliestnnt Hill . 


50.7 


32.0 


18.7 


66 


12 


10 


30 


41.4 


• • 


2.70 






7 




182 


Concord • • • • 


48.0 


25.0 


23.0 


66 


17 


6 


30 


36.5 


36.2 


2.65 


T 




10 


f 


114 


Cotuit 


47.1 34.7 


12.4 


57 


11 


20 


• 

J 


40.9 


. . 


1.72 




0* 


9 


J 


116 


Deerfield • . . . 


• • 


• • 


• • 


64 


11 


4 


30 


. . 


36.2 


• • 






a • 


ab 


117 


Dudley 


49.4 


28.3 


21.0 


65 


17 


8 


30 


38.8 


• • 


1.35 




d 


5 




193 


Egg B<>ck,Nahant 


46.2 


34.1 


12.1 


61 


17 


10 


30 


40.2 


• . 


. . 






a a 




120 


Fitcliburg (a) . 


• • 


• • 


• • 


60 


11 


7 


30 


. . 


36.7 


2.97 


T 





9 


ab 


121 


(6) . 


46.9 


28.7 


18.2 


63 


12 


5 


30 


37.8 


• . 


2.68 


1 





8 




186 


Florida (a) . . 


• • 


• • 


• • 


. . 


• • 


• • 


. • 


• • 


. . 


. . 


. . 


. . 


a a 




188 


(6) . . 


40.5 


24.1 


16.4 


58 


17 


—3 


30 


32.3 


a • 


3.00 


6 


. « 


7 




122 


Frainingbam • . 


49.8 


28.2 


21.6 


66 


17 


6 


30 


39.0 


• • 


3.04 


. . 





8 




123 


Gilbertville . . . 


46.4 


24.5 


21.9 


64 


11 


3 


30 


35.4 


• • 


2.31 


1 





7 


m 


124 


Groton 


48.5 


30.2 


18.3 


65 


17 


5 


30 


39.4 


• • 


2.15 


2 





8 




189 


Hoosae Tunnel . 


• • 


• • 


• • 


. . 


. . 


• . 


. • 


• . 


• a 


• a 




f . 


. * 




178 


Kendal Green . 


47.3 


32.7 


14.6 


64 


11 


8 


30 


40.0 


• . 


2.59 




. a 


5 




127 


Lake Cocbituate 


52.2 


27.2 


25.0 


68 


12 


4 


30 


39.7 


• • 


2.86 




a . 


6 


m 


128 


Lawrence • . . 


48.9 


29.6 


19.3 


64 


17 


7 


30 


39.8 


• . 


2.29 







6 




129 


Leicester • . • • 


47.6 


27.3 


20.3 


56 


12 


2 


30 


37.4 


. a 


2.55 




. • 


a a 




131 


Tx)ng Plain . • • 


47.0 


33.4 


13.5 


64 


22 


12 


30 


40.2 


• a 


4.07 







11 


a 


133 


Tiowell (6) . 


47.6 


30.2 


17.5 


64 


17 


7 


30 


38.9 


a • 


1.91 







8 




136 


'* (c) . . . 


• • 


28.9 


• • 


66 


17 


4 


30 


• a 


. • 


• • 






• • 




176 


** W • • • 


48.8 


30.3 


18.5 


67 


12 


6 


30 


39.4 


• • 


. . 






6 




134 


Ludlow 


46.9 


25.8 


21.1 


63 


11 





30 


36.3 


a • 


3.00 


T 


o' 


8 




135 


Lynn 

Mansfield • • • • 


42.5 


27.8 


14.7 


59 


17 


5 


30 


35.2 


. • 


2.31 






12 




183 
139 





m 




65 
66 


11 
11, 17 


8 
9 


30 
30 


35.4 


38.7 

• • 


3.08 
3.04 






10 
12 


a b 


^ ** %^mM m^ %M \^ < V< V # V V 

Middleboro' . . 


50.9 


29.8 


• • 

21.1 


140 


Milton 


51.1 


32.8 


18.3 


68 


11 


11 


30 


42.0 


• • 


2.88 






5 




141 


Monson 


48.8 


26.5 


22.3 


65 


23 


4 


30 


37.6 


a • 


2.36 






8 




173 


Nabant 


• • 


• * 


• • 


• . 


• . 


. . 


• • 


. • 


• • 


. . 






a . 




146 


Nantucket . . . 


482 


39 2 


9.0 


60 


12 


24 


30 


43.7 


« ^ 


1.02 






12 


• 


147 


New Bedford (a) 


48.0 


32.4 


15.6 


61 


17 


9 


30 


40.2 


40.9 


3.17 




0* 


. . 


b 


148 


" '* (b) 


49.8 


33.0 


16.8 


63 


17 


11 


30 


41.4 


a • 


3.07 







12 




149 


Newburyport (a) 


48.6 


31.8 


16.8 


66 


17 


8 


30 


40.2 


39.7 


2.34 


T 


• a 


8 


b 


152 


Northampton • 


45.5 


30.5 


15.0 


58 


k 


7 


30 


38.0 


• a 


2.80 




a a 


5 


k 


153 


Plymouth . . . 


• • 


• . 


• • 


67 


17 


14 


30 


a • 


42.4 


1.79 




a a 


7 


a b 


154 


Princeton • • • 


47.0 


27.3 


19.7 


62 


13 


3 


30 


37.2 


• a 


2.70 




a . 


6 


I 


155 


Provincetown . 


48.2 


37.3 


10.9 


60 


17 


23 


30 


42.7 


• a 


1.52 


T 





4 




190 


Savoy 


41.7 


19.5 


22.2 


58 


17 


—1 


30 


30.6 


• a 


6.07 




2 


7 




160 


South Hingham 


. . 


29.6 


• . 


• . 


• . 


8 


30 


a • 


• a 


2.94 




a a 


5 




161 


Springfield . . . 


47.3 


31.0 


16.3 


63 


11, 17 


6 


30 


39.2 


39.8 


3.00 





• a 


7 


b 


162 


Swampscott • . 


• • 


• • 


. a 


. . 


• . 


. • 


• a 


• • 


a . 


. • 




a a 


a . 




163 


Taunton (a) . . 


50.8 


31.7 


19.1 


65 


12, 17 


10 


80 


41.2 


40.4 


3.02 







10 


b 


164 


" W . . 


49.6 


30.8 


18.8 


66 


11 


9 


80 


40.2 


• • 


3.16 




• • 


11 




165 


*' (c) . . 


50.7 


29.0 


21.7 


66 


12 


10 


80 


39.8 


• • 


3.40 




a . 


11 




184 


" (d) . . 


49.7 


30.0 


19.7 


68 


17 


9 


80 


39.8 


39.1 


2.99 







7 


b 


181 


Wakefield . . . 


49.2 


29.1 


20.1 


65 


1,17 


6 


30 


39.2 


a a 


2.52 


T 





7 




168 


Wellesley • . . 


47.9 


30.0 


17.9 


64 


1 


7 


30 


39.0 


a a 


2.72 




• • 


5 




169 


Westboro* . . . 


48.8 


30.7 


18.1 


65 


12, 17 


8 


30 


39.8 


a . 


2.80 




• • 


7 




170 


Williamstown . 


45.9 


26.7 19.2 


62 


17 


2 


80 


36.3 


85.6 


1.80 




T 


7 


' 1 
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SUMMARY OF OBSERVATIONS FOR NOVEMBER, 1891— (CX)NCLUnED). 



STATIONS REPORTING PRECIPITATION ONLY.— NOVEMBER. 1891. 



No. 


Statiox. 




Tbmpkraturs. 






PaSCIPITATlOlC. 1 NotM. 1 




1 


2 


3 


4 


5 


6 


7 


8 9 


10 


U 


12 13 14 




Rhode Island, 
















F 






\ 


201 


Block Island . . 


48.1 


38.6 


9.5 


61 


17 


19 


80 


48.4 . . 


2.89 


• • 


. . 10 


202 


Bristol 


48.5 


35.1 


18.4 


61 


17 


11 


30 


41.8 41.5 


2.52 


• . 


10 : 6 


210 


Kingston (a) . . 


48.5 


82.0 


16.5 


62 


17 


10 


30 


40.2 . . 


2.83 





10 ' 


211 


(6) . . 


47.8 


32.3 


15.5 


62 


17 


9 


80 


40.0 40.3 


2.99 


1 


8,6 


204 


Newport .... 
Olneyville . . . 
Providence (a) . 


50.8 


35.8 


15.0 


60 


17 


16 


80 


43.3 . . 






1 


205 


50.7 


36.6 


14.2 


68 


17 


13 


80 


43.6 . . 






. . • * 1 


207 


48.4 


34.4 


14.0 


66 


17 


12 


30 


41.4 41.6 


2.84 


. . 


. . 9 


e 


208 


{b) . 


49.3 


31.3 


18.0 


63 


12 


9 


30 


40.3 . . 


2.74 


1 . . 


8 




211 


(c) . 


45.8 


32.8 


13.5 


63 


17 


10 


80 


39.0 . . 


2.95 





9. 1 




Connecticut, 




























221 


Canton 


47.1 


31.0 


16.1 


62 


11 


5 


80 


39.0 


• • 


8.81 




. . 5 




222 


Colchester . . . 


50.1 


80.9 


19.2 


66 


12 


8 


80 


40.5 


• • 


3.64 




..6 1 


223 


Hartford (a) . . 


• • 


• • 


. • 


. . 


. • 


• . 


. . 


• . 


. . 


• . 




.. .. 1 


257 


Mansfield . . • • 


48.8 


29.3 


19.0 


62 


17 


5 


80 


38.8 


88.2 


8.09 




. . 8 


h 


226 


Middletown . . 


49.4 


81.2 


18.2 


64 


17 


8 


80 


40.3 


39.5 


8.00 




. . 9 


b 


228 


New Haven . . 


48.9 


82.8 


16.1 


62 


12 


9 


80 


40.8 


• • 


2.21 


T 


. . 8 




229 


New London . . 


47.9 


34.4 


13.5 


61 


17 


10 


80 


41.2 


. • 


3.87 


T 


. . 12 




250 


N.OrosvenorDale 


48.9 


87.7 


11.2 


63 


17 


12 


80 


43.3 42.8 1 


8.25 


• • 


. . 8 


b 


230 


Shelton 


• • 


. a 


• . 


. . 


• • 


• • 


• • 


. • 




• • 


• • 


■ • • . 




231 


Thompson . . . 


46.0 


32.4 


13.6 


64 


12 


5 


80 


39.2 37.9 1 


• . 


• • 


2 


ab 


238 


Voluntown . . . 


60.2 


31.0 


19.2 


66 


1 


9 


80 


40.6 


89.6 


8.57 





7 


b 


285 


Waterbury . . . 


47.8 


26.7 


20.6 


60 


11,12 


5 


80 


87.0 


• • 


8.83 


• • 


8 




1 New York. 




























251 ' Albany 


46.4 


81.8 


15.1 


64 


17 


6 


80 


38.8 


• • 


2.40 


• • 


. . 11 




252 Boyd's Corner . 


. • 


. • 


. . 


68 


12 


9 


80 


. • 


41.0 


8.861 





. . 7 


ab 


253 Carniel 


48.5 


29.5 


19.0 


64 


12 


6 


80 


89.0 


• . 


8.57 


• • 


. . 7 




254 


New York (a) . 


• . 


• . 


. • 


64 


17 


14 


80 


. • 


44.3 


2.80 


• • 


7 


e 


255 


'* '* {b) . 


50.3 


87.8 


13.0 


64 


17 


10 


80 


48.8 


• • 


2.06' 


• • , 


. . 9 




258 


PoQghkeepsie . . 


50.0 


27.4 


22.6 


65 


12 


6 


80 


88.7 . . 


2.09 


• • 1 


5 




256 


Setauket .... 


50.1 


87.1 


13.0 


%Z 


17 


16 


80 


48.6 43.0 


2.24 


T 


..76 1 





* 




Totftl Snow- 






Total 


Snow- 


No. 


Station. 




Precip. falL 


No. 


Statiom. 


Precip. 


Ml. 


82 


Belmont, 


N.H. . . 


2.29 




179 


Robert's Dam, Mass 


2.57 




40 


Lake Village, 


(( 




2.43 




159 


Salem. ** 






1.93 




44 


Mine Falls, 


i( 




2.19 




166 


Waltham, «' 






2.67 




48 


Pennichnck Station 


(( 
J 




2.11 




171 


Winchester, ** 






2.43 




58 


Weir's Bndge, 


it 




2.20 




208 


Lonsdale, R. I. 






2.64 




55 


Wolfboro% 


i4 




1.56 




206 


Pawtncket, " 






2.40 




75 


Cora wall, 


Vt. . 




2.33 




247 


Falls Village, Conn. , 






8.11 


T 


187 


Ashland, 


Mass. 




8.14 




224 


Hartford (5), '* 






2.64 




107 


Boston (6), 


^i ^ 




2.65 




225 


Lake Konomoc, ** 






3.22 




HI 


Chicopee, 


4C 




2.56 




249 


Lebanon, " 






3.46 




112 


Clinton, 


(4 




1.72 




227 


New Hartford, ** 






3.56 


T 


119 


Fiskdale, 


it 




2.67 




241 


Newington, ** 






3.14 




180 


Leominster, 


44 




2.64 




246 


No. Woodstock, ** 






3.00 




188 


Medford, 


44 




2.33 




248 


So. Manchester, ** 






2.66 




142 


Mt. Nonotuck, 


44 




2.50 


1 


288 


Stevenson, ** 






4.06 


T 


143 


Mystic Lake, 


44 




2.78 




282 


Uncasville, ** 






a . 




144 


Mystic Pumping Sta 


L <^ 




2.50 




234 


Wallingford, " 






2.87 




150 


Newburyport (6), 


44 




2.42 




245 


W. Sirasbury, " 






3.26 




156 


Randolph, 


44 




2.86 




257 


S. E. Reservoir, N. Y. . 






8.86 





Notes. — a Maximum and minimum temperatures from thermometers not self-registering, b — Tri-daily readings of thermometor at 
7 A.M., 2 and 9 p.m.; mean obtained hy formula: | (7 + 2+9 + 9). c^Tri -daily readings of thermometer at other hours than 7 a.m., S and 
9 P.M.; a rednction to there hours applied in calculating the monthly mean (SmitluBonian Contributions, Vol. xxi). d — ^Two daily 
readings of thermometer at 8 a.m. and 8 p.m.; a corrction anplied in calculating means (see above), e — Mean temperature from hourly 
readings. f—Two daily readings of thermometer at 7 a.m. and 7 p.m; a correction applied in calculating means (see above), g — ^Mean 
minimum for 38 days, /i— Mean for 29 dajrs. (—Maximum on 11th, 12th, 17th. J— Minimum on 19th, 29th, 80th. I;— Maximum on 
Ist. 17th, 23d, 24th. /—Mean for 28 dajrs. m— Mean for 29 days. 
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Temperature. 






PrECIPIT AXIOM. 


■ 

1 

a 

mm 




Statioii. 


• 

S 

s 

S 


• 

E 

a 

S 


& 


• 








MsAir. 




Snowfall. 


5-1 


s 


=52 

J! © 






• 

B 




9 


§ 

2 


3 


s 

s 
6 

• mm 

S 

a 

4 


• 
1 


• 

s 

s 

s 
is 


• 


=a 
1 

8 


9 


-Sen 

"1 


• 

1 


si 

12 




13 


1 
1 




1 


5 


6 


7 


10 


14 






o 


o 


o 


O 




o 




O 


O 


t)t. 


in. 


in. 








New Bi'unsmck, 






























1 


St. John • • • • 


38.2 


26.1 


12.1 


49 


24 


7 


17 


32.1 


31.6 


3.51 


8 





9 c 1 




Maine. 






























2 


Bar Harbor . . 


. . 


• • 


• • 


. • 


• . 


• . 


. • 


• • 




. • 


. . 




• . 




8 i Relfflftt 1 









49 


23 


6 

• • 


17 

• • 




3 2 .2 


5 10 


4 

• • 






10 


/« M 


20 


Bethel 




• • 


• a 


• • 


• • 


• • 




5 


(A C 


14 


Calaia 


40.2 


24.8 


15.4 


53 


4 


6 


17 


32.5 




3.74 


5 




9 




19 


East Macbias . 


40.9 


23.6 


17.3 


51 


6 


5 


17 


32.3 




3.81 


4 


T 


9 




4 


Kastport .... 


38.6 


27.4 


11.2 


52 


5 


7 


17 


33.0 




2.99 


• • 




11 




5 


Fairfield .... 


40.4 


19.4 


21.0 


53 


5 


—6 


18 


29.9 




45.6 


4 





10 




18 


Farmington . . 


39.9 


18.1 


21.8 


55 


13 


—8 


31 


29.0 




5.64 


6 


T 


9 




7 


Kent's Hill . . . 


41.1 


23.0 


17.1 


50 


6 


— 1 


17 


32.0 




5.57 


6 




7 




8 


Lewiston .... 


39.3 


22.6 


16.8 


52 


4 


1 


17 


30.9 


31.V 


5.27 


4 


o' 


11 


h 


9 


Maj'field .... 


• . 


. . 


• • 


. . 


• . 


• . 


• . 


• . 


. . 


• a 


• • 




. • 




10 


Orono 


39.8 


22.1 


17.7 


62 


5 


2 


18 


30.9 


31.6 


4.76 


• • 


2 


9 


b 


11 


Petit Menau . . 


• . 


. • 


• . 


46 


4 


8 


13 


• • 


33.3 


• • 


• • 




» . 


ah 


12 


Portland .... 


42.6 


28.6 


13.9 


66 


10 


8 


17 


36.6 


. • 


4.17 


2 




12 




16 


West Jonesport 
New Hampshire, 


. . 


• • 


• • 


48 


6 


8 


17 


. • 


34.0 


. a 


• • 




• • 


a h 


83 


Berlin Fails . . 


37.2 


17.5 


19.7 


61 


23 


—6 


18 


27.4 


• • 


. . 


• • 




. a 




84 


Berlin Mills . . 


38.6 


17.4 


21.2 


63 


5 


—6 


17 


28.0 


. • 


4.56 


7 




11 




87 


Concord .... 


42.9 


26.5 


16.4 


66 


23 


6 


17 


34.7 


• . 


4.11 


2 


0* 


8 




60 


Grafton .... 


• . 


. . 


. . 


• • 


• . 


• # 


• * 





% ^ 


• • 


% « 




. • 




89 


Hanover (a) . . 


• • 


24.6 


■ • 


• • 


• . 


• • 


• • 


. • 


29.5 


28.9 


2 


0* 


7 


b 


58 


- (6) . . 


42.7 


20.6 


22.2 


59 


10 





17 


81.6 


30.4 


8.82 


• • 




5 


d 


59 


Littleton .... 


37.4 


21.5 


15.9 


54 


4 


—6 


17 


29.4 


29.0 


3.71 


6 


2' 


9 


b 


42 


Manchester {b) 


46.4 


25.9 


19.6 


59 


10 


9 


17, 18 


85.6 


84.2 


8.64 


2 





9 


b 


AS 


(c) 


44.7 


27.4 


17.3 


60 


10 


8 


17 


36.0 


. a 


8.27 


2 





11 




45 


Nashua .... 


46.3 


26.6 


19.7 


59 


24 


9 


18 


36.4 


36.4 


3.50 


1 





10 


c 


67 


Newton .... 


46.9 


26.8 


19.1 


58 


24 


7 


17 


36.4 


• • 


3.16 


T 





11 


g 


47 


North Conway . 


41.0 


20.8 


20.2 


56 


10 


— 1 


17 


30.9 


• • 


6.60 


8 


• • 


7 


V 


49 


Plymouth . . . 


39.4 


20.6 


18.8 


54 


10 


— 1 


17 


30.0 


30.1 


5.45 


6 





10 


b 


51 


Stratford .... 


39.8 


22.7 


17.1 


53 


10 


—5 


17 


81.2 


• • 


8.46 


6 


2 


8 




52 


Walpole .... 


41.5 


22.9 


18.6 


57 


10 


8 


1 


82.2 


• • 


3.60 


8 


. • 


8 




64 


West Milan . . 
VeiTiwnU 


39.2 


18.5 


20.7 


55 


10 


—7 


18 


28.8 


. • 


4.30 


• • 


2 


12 




71 


Brattleboro' (a) 


43.6 


26.6 


17.0 


58 


10 


8 


17 


85.1 


84.2 


4.95 


2 





• • 





72 


(») 


. . 


. . 


. • 


. • 


• • 


• • 


• • 


• • 


• . 


. . 


. • 


. • 


a • 




78 


Burlington • • . 


41.9 


27.8 


14.1 


65 


4,6 





17 


84.8 


34.3 


2.23 


8 





10 


c 


74 


Chelsea .... 


. • 


• . 


• . 


46 


10 


—8 


17 





28.1 


8.81 


6 


T 


9 


ab 


90 


Enosburgh Falls 


40.3 


23.3 


17.0 


54 


5 


—4 


17 


31.8 


31.8 


4.02 


6 


2 


8 


f 


88 


Hartland . . . 


41.3 


21.0 


20.3 


66 


10 


2 


17 


31.2 


• • 


5.34 


7 





11 


■F 


77 


Jacksonville . . 


41.6 


21.6 


20.0 


56 


3, 10 


2 


18 


31.6 


. . 


6.56 


T 





18 


c 


78 


Lunenburgh • . 


37.0 


24.3 


12.7 


50 


10 


—2 


18 


30.6 


31.0 


2.33 


6 


2 


9 


b 


82 


Northfield . . . 


39.5 


21.8 


17.7 


54 


23 


—4 


17 


80.6 


• • 


2.63 


• • 





11 




87 


Saxton's Elver . 


45.3 


24.0 


21.3 


64 


25 


7 


17 


84.6 


83.8 


6.10 


• • 


• • 


9 


b 


88 


Strafford • • • • 








48 
64 


4,6 
4, 23 


—2 
8 


17 
17 




31.2 
34.6 


8.60 
8.89 


7 
.2 


T 

9 • 


8 
8 


ab 
ao 


86 


Vernon 


. a 


• • 

* • 


• • 


• • 

^ 


89 


Weatbersfield . 


39.3 


23.2 


16.1 


63 


7 ^^^ 

10 


—2 


17 . 


31.2 


• . 


• • 


• • 





• • 
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SUMMABY OF OBSERVATIONS FOR DECEMBER, 1891— (CONTINUED). 



No. 


Station. 




Tkmpbratuke. 








Fkbcipitatiom 


• 


Note.. 1 






1 


2 


3 


4 


5 


6 


7 


8 


9 


10 


U 


12 


13 


14 




Massac/itisetU. 


o 


c 


o 







o 




o 


o 


in. 


in. 


in. 






192 


Adams 


48.5 27.7 


20.8 


61 


23,24 


7 


17 


38.1 


. . 


. . 


. ■ 





. . 


• 


101 


Amherst (a) • . 


. • 


• • 


. . 


. • 


. . 


. . 


. . 


. . 


. . 


. • 


. . 




. . 


b 


102 


(b) . . 


46.3 


27.3 19.0 


58 


4 


9 


17 


36.8 35.9 


4.55 








10 


b 


177 


(c) . . 


47.5 


26.3 1 21.2 


60 


3 


9 


17 


36.9 38.3 


5.40 


. . 




10 


e 


180 


Andover . . 


43.0 ' 28.7 


14.3 


59 


3 


8 


17 


35.8 34.9 


8.16 








8 


b. 


104 


Blue Hill (Biinrt) 


45.9 29.5 


16.4 


59 


23 


7 


17 


37.7,36.2 


4.07 


T 





11 


d 


105 


*' '* (bane) 


48.3 30.1 , 18.2 


62 


23 


10 


17 


39.2 


. . 


8.98 


. • 




• « 




174 


*« *' (valley) 


48.5 1 28.4 20.1 


62 


23 


11 


17 


38.4 


. . 


4.04 


. . 




. . 




106 


Boston (a) . • . 


47.5 


33.4 14.1 


64 


23 


11 


17 


40.4 


. . 


3.58 


T 


o' 


12 




108 


Cambridge (a) . 


45.2 


29.4 15.8 


59 


23 


9 


18 


37.3 


. . 


8.29 


T 





10 




109 


(b) . 


45.8 


29 2 16.6 


61 


23 


10 


17 


38.0 


. . 


6.78 


. . 




12 




110 


Chestnut Hill . 


48 2 


30.3 17.9 


64 


23 


12 


18 


39.2 


. . 


3.73 


• . 




10 




182 


Concord .... 


46.2 


26.0 1 20.2 


61 


23 


10 


17 


36.1 


35.6 


3.03 


1 




10 


J 


114 


Cotuit 


45.5 


32.8 


13.2 


62 


23 


11 


18 


38.9 


• . 


8.77 





o' 


7 




116 


Deerficld .... 


. . 


. . 


. • 


58 


10 


10 


18 


. . 


35.0 


. . 







. • 


a b 


117 


Dudley 


44.5 


27.6 


16.9 


60 


3 


6 


17 


36.0 


• . 


2.40 


• . 




12 




193 


Egg Rock,Nahant 


45.2 


31.0 


14.2 


55 


23,24 


10 


18 


38.1 


. . 


. . 


• . 




. . 




120 


Fitchburff (a) . 


• . 


. . 


• . 


56 


23 


8 


17 


• . 


35.6 


4.26 


1 


*o' 


11 


ab 


121 




45.7 


27.5 


18.2 


60 


3 


7 


17 


36.6 


. . 


4.02 


1 





9 




186 


Florida (a) . . 


37.5 


23.3 


14.2 


51 


23 


— 1 


18 


30.4 


. . 


4.80 


. . 




10 




188 


(6) . . 


88.4 23.3 


15.1 


52 


23 


1 


8 


30.8 


. . 


5.84 


4 




10 




122 


h\nm'u\iihnm • . 


48.8 26.8 


22.0 


67 


4 


8 


18 


37.8 


. . 


3.76 






11 




123 


Gilbertville . . . 


44.8 


23.4 


21.4 


67 


24 


8 


18 


34.2 


. . 


5.44 







12 




124 


Groton 


45.0 


29.1 


16.0 


59 


23 


8 


17 


37.0 


. . 


8.89 


l' 





11 




189 


Hoosac Tunnel • 


• • 


. . 


. . 


. • 


. . 


• • 


. • 


• . 


. . 


• . 






. . 




178 


Kendal Green . 


43.9 


32.6 11.3 


56 


h 


15 


18 


38.2 


. . 


3.27 


1 




9 


h 


127 


Lake Cocliituate 


49.9 


26.6 23.3 


63 


23 


11 


1 


38.2 


• . 


3.33 






11 




128 


Lawrence . . . 


46.0 


27.9 


18.8 


57 


23,24 


9 


18 


37.0 


. . 


3.23 


1 





9 




129 


Leicester .... 


• . 


• . 


• . 


. . 


. . 


• . 


. • 


. • 


• • 


. . 




. . 


. . 




131 


liong Plain . . . 


46.0 


32.9 


13.1 


60 


6,23 


9 


18 


39.4 


• . 


5.02 







18 


a 


133 


Lowell {b) . 


44.8 


28.5 


16.3 


57 


23 


10 


18 


36.6 


. . 


3.21 







10 




136 


'' (c) . . . 


45.6 


27.7 


17.9 


59 


23 


9 


18 


36.6 


• . 


. . 







• . 




176 


'* (d) . . . 


45.4 


28.5 


16.9 


59 


23 


9 


17, 18 


36.4 


. . 


. . 


.. . 


. • 


• . 




134 


Ludlow 


45.2 


24.5 20.7 


57 


3,4 


4 


18 


34.8 


• • 


4.85 







18 




135 


Lynn 

ManBtield .... 


43.0 


28.5 14.5 


58 


23 


7 


18 


35.8 


. . 


8.41 






11 




183 
139 


9 






62 
61 


23 
23 


11 

7 


18 
18 


37.8 


37.8 


4.62 
8.45 







12 
10 


ab 


Middleboro' . . 


49.4 


26.1 


23.3 


140 


iMilton 


48.9 


30.8 


18.1 


60 


23 


11 


17 


39.8 


• • 


4.00 






10 




141 


Monson 


45.9 


27.9 


18.0 


61 


23 


6 


17, 18 


36.9 


. • 


4.20 




*o" 


18 




173 


Nahant 


. • 


» . 


• . 


. . 


• . 


• . 


. . 


. . 


• • 


. . 






. . 




146 


Nantucket . . . 


46.8 


36.0 


10.8 


56 


9 


14 


18 


41.4 


. • 


3.14 






11 




147 


New Bedford (a) 


46.4 


30.1 


16.3 


58 


23 


8 


18 


38.3 


39.1 


8.38 






7 


b 


148 


'' (b) 


49.2 


32.4 


16.8 


58 


• 

t 


9 


18 


41.8 


• . 


8.71 


0* 





12 


i 


149 


Newbury port (a) 


47.4 


30.2 


17.2 


59 


23 


11 


18 


38.8 


87.9 


8.27 


1 





10 


b 


152 


Northampton • 


44.5 


29.4 


15.1 


55 


24 


10 


17, 18 


87.0 


• . 


4.72 






9 




153 


Plymouth . . . 


• . 


. • 


. . 


63 


23 


14 


18 


. . ;41.3 


8.77 






10 


a b 


154 


Princeton . . . 


45.6 


26.1 


19.5 


58 


3 


4 


17, 18 


uO.o . . 


2.16 






6 




155 Proviiicetowii . 


46.7 


33.9 


12.8 


55 


23 


14 


17 


40.3 . . 


8.15 


T 


o' 


10 




190 Savov 








51 


23 










7.60 






11 




160 


— -^ ' ' ' ' ' 
South Hingham 


. • 


29.1 


• • 

• • 


• • 




• • 

7 


• • 

18 


• • 

• • 




8.59 






12 




161 


Springfield . . . 


44.8 


30.1 


14.6 


59 


4 


9 


18 


37.4 


38.1 


4.80 





*o" 


10 


b 


191 


Swampscott . . 


• . 


. . 


. • 


. • 


. . 


. . 


. • 


. • 


. . 


. . 






• • 




163 


Taunton (a) . . 


50.4 


30.8 


19.6 


62 


3 


11 


18 


40.6 


39.1 


8.62 





0* 


11 


b 


164 


'' (^) . . 


49.3 


29.9 


19.4 


60 


23 


10 


17, 18 


39.6 


• . 


8.58 






10 




165 


" (c) . . 


53.6 


29.1 


24.5 


62 


3 


10 


18 


41.4 


• • 


4.27 






9 




184 


•' (d) . . 


48.5 


28.5 


20.0 


62 


8 


11 


• 

J 


38.5 


38.8 


8.21 


T 


*o" 


8 


ij 


181 


Wakefield . . . 


48.2 


29.1 


19.1 


60 


3 


9 


17, 18 


38.6 


• • 


8.55 


T 





10 




168 


Wellesley • . . 


47.8 


28.6 


19.2 


60 


23 


10 


18 


38.2 


• . 


2.59 


• • 


. . 


8 


k 


169 


Westboro' . . . 


48.1 


28.3 


19.8 


60 


24 


10 


18 


38.2 


. . 


8.25 


• • 





11 




170 


Williamstown . 


43.6 


29.1 


14.5 


*56 


4 


7 


17 


36.3 


35.1 

1 


8.59 


. • 





6 


bJe 
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No. 


Statiok. 


Temperaturs. 


PREClPITATIOlf 


» 


Notes. 




1 


2 


3 


4 


5 


6 


7 


8 


9 


10 


11 


12 


13 


14 




Rhode Island, 






























201 


Block Island . . 


47.4 


36.0 


11.4 


59 


24 


12 


18 


41.7 


. . 


2.81 


• • 


. . 


11 




202 


Bristol 


46.6 


34.0 


12.5 


57 


3 


13 


18 


40.3 


40.0 


3.19 


. • 





10 


b 


210 


Kinsrston (a) . . 


47.6 


29.9 


17.7 


59 


6 


8 


18 


38.7 


• • 


3.99 


T 





10 




211 


(6) . . 


49.0 


30.3 


18.7 


65 


21 


7 


17, 18 


39.8 


39.5 


3.73 


T 





10 


b 


204 


Newport .... 


50.2 


34.7 


15.5 


62 


14 


12 


17 


42.4 


. . 


• • 


• . 


. . 


* • 




205 


Oliieyville . . . 


50.4 


35.3 


15.1 


63 


23 


13 


17, 18 


42.8 


• . 


• • 


• . 


. . 


. . 




207 


Providence (a) . - 


48.6 


33.1 


15.5 


62 


23 


12 


17 


40.8 


40.8 


4.25 


. . 


• . 


9 c I 


208 


{h) . 


49.5 


30.3 


19.2 


62 


23 


10 


17, 18 


39.9 


. . 


4.15 








11 




212 


(c) . 
Connecticut. 


46.7 


31.2 


15.5 


59 


23 


10 


17 


39.0 


. • 


4.53 








10 




221 


Canton 


44.4 


29.7 


14.7 


57 


23 


8 


18 


37.0 


• . 


5.04 


. • 


. • 


7 




222 


Colchester . . . 


48.4 


30.3 


18.1 


60 


13 


8 


17 


39.3 


• . 


5.13 








10 




223 


Hartford (a) . . 


• • 


• • 


• . 


. • 


• • 


. • 


. . 


. • 


• . 


• • 






. . 




257 


Mansfield* . • . 


46.1 


28.1 


18.0 


59 


23 


7 


17 


37.1 


37.0 


4.96 






12 


b 


226 


Middletown . . 


48.4 


29.9 


18.5 


62 


4 


10 


17 


39.4 


37.9 


5.08 






12 


b 


228 


New Haven . . 


47.3 


31.2 


16.1 


60 


23 


11 


18 


39.2 


• • 


3.74 






12 




229 


New London . . 


46.9 


32.4 


14.5 


58 


23 


10 


18 


39.6 


. • 


3.74 







12 




250 


N.GrosvenorDale 


48.6 


31.7 


16.9 


59 


I 


14 


17 


40.1 


39.6 


3.89 







9 


b I 


230 


Shelton 


• • 


. • 


• . 


. . 


. • 


. • 


• • 


. • 


• • 


• • 






. • 




231 


Thompson . . . 


42.8 


32.3 


10.5 


55 


23 


7 


17 


37.5 


36.6 


• • 






. • 


a b 


233 


Voluntown . . . 


49.3 


29.5 


19.8 


60 


23 


9 


18 


39.9 


39.4 


3.36 







8 


b 


235 


Waterbnry . . . 
New York, 


45.1 


24.9 


20.2 


59 


23 


6 


18 


35.0 


• • 


5.71 






10 




251 


Albany 


44.3 


29.6 


14.7 


61 


4 


8 


17 


37.0 


• . 


3.23 






13 




252 


Boyd's Corner . 


. • 


• • 


• • 


58 


23 


13 


17 


. • 


39.6 


5.65 






10 


ab 


253 


Carrael 


47.0 


29.8 


17.2 


59 


13, 23 


8 


18 


38.4 


• • 


5.14 






10 




254 


New York (a) . 


• • 


. . 


• • 


66 


23 


14 


17 


• • 


42.3 


3.55 








8 


e 


255 


'* '* (b) . 


48.7 


34.7 


14.0 


68 


23 


14 


18 


41.7 


• • 


8.30 







10 




258 


Poughkeepsie . . 


49.1 


27.4 


21.7 


61 


23 


9 


18 


38.2 


• • 


3.59 


T 




10 




256 


Setauket .... 


48.8 


34 8 


14.0 


62 


23 


14 


17 


41.8 


40.8 


8.40 


^^^^ 




7 







STATIONS REPORTING PRECIPITATION ONLY.— DECEMBER, 1891. 










Total 


Snow- 






ToUl 


Snow- 


No. 


Statiow. 


Precip. 


fall. 


No. 


Station. 


Precip. 


faU. 


32 


Belmont, N.H. . . 


4.27 




179 


Robert's Dam, Mass. • . 




3.48 


• • 


40 


Lake Village, '* 




4.32 




159 


Salem, " 




3.58 


T 


44 


Mine Falls, *' 




3.58 




166 


Waltham, ** 




3.90 


• • 


48 


Pennichuck Station, " 




3.27 




171 


Winchester, ** 




3.20 


• • 


53 


Weir's Bridge, " 




4.34 




203 


Lonsdale, R. I. 




4.57 


• • 


55 


Wolfboro*, '* 




5.11 




206 


Pawtucket, " . . 




3.77 


• • 


75 


Cornwall, Vt. . , 




1.95 


2 


247 


Falls Village, Conn. . < 




4.88 


T 


187 


Ashland, Mass. , 




3.61 




224 


Hartford (5), '* 




5.35 





107 


Boston (&), ** . . 




3.66 




225 


Lake Eonomoc, ** 




3.58 


• • 


111 


Cliicopee, ** • , 




5.34 




249 


Lebanon, ** 




4.69 


• • 


112 


Clinton, ** . , 




3.62 




227 


New Hartford, " 




5.43 


T 


119 


Piskdale, *« . , 




4.62 




241 


Newington, " 




4.79 


• • 


130 


Leominster, " • , 




3.97 




246 


No. Woodstock, «* 




• . 


• • 


'138 


Medford, " . , 




2.43 




248 


So. Manchester, " 




4.99 





142 


Mt. Nonotuck, *' . , 




4.01 


T 


238 


Stevenson, *' *. . 




6.18 





143 


Mystic Lake, '* . , 




3.62 




232 


XJncasville, •* 




. .1 


• . 


144 


Mystic Pumping Sta.,'* . , 




3.45 




234 


Wallingford, " 




4.97 


• • 


150 


Newbury port (6), " . , 




• . 




245 


W. Simsbury, '* 




4.89 


T 


156 


Randolph, " . , 




3.72 


T 


257 


S. E. Reservoir, N. T. . , 




5.51 


• • 



KoTB8.~a Maximum and minimum temperatures from thermometers not self-registering, fr— Tri-daily readings of thermometer at 
7 A.M., 2 and 9 p.m.; mean obtained by formula: \ (7+2+9+9). c— Tri-daily readings of thermometer at other hours than 7 a.m., 2 and 
9 P.M.; a reduction to these hours applied in calculating the monthly mean (Smithsonian Contributions, Vol. xxi). d — ^Two daily 
readings of thermometer at 8 a. m. ana 8 p.m.; a correction applied in calculating means (see above), e — Mean temperature from hourly 
'©•dings. /—Two daily readings of thermometer at 7 a.m. and 7 p.m ; a correction applied in calculating means (see above), y— Mean 
for 30 dajTS. A— Maximum on 4th. 7th, 23rd. i— Maximum on 3rd, 6th, 7th, 23rd. >— Minimum on Ist, 17th, 18th. A>— Mean for 28 
Jbys* /--Maximum on 4th. 23rd, 2dth. 
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DAILY PRECIPITATION AT CKBTAIK STATIONS 



No. 
1 


Station. 


1 


a 

1.79 


3 


4 


5 

• 


6 


7 8 1 


i 10 u 


12 

0.57 


13 


14 


St.John,N.B. • . 

Eastport, Me. • • 
Bar Harbor • • . • 


A m 


A A 




0.99 


A A A A A 


A A A A ^ 




4 




0.63 


• • 

0.03 


• • 

• • 


0.06 


0.50 


WW • • W 

0.19 . . . 


• • • • • 


0.64 


• • 


• • 

0.06 


2 


. . 


1.16 








• 


0.11 


0.02 . . . 


• 


1.13 




0.13 


5 


Fairfield 


. . 


0.41 








• 


• 


0.16 . . . 


• 


1.91 




0.09 


3 


Belfast 


. . 


. . 








* . 


. . 


. . » . . 


. . . . . 


. • 




. • 


7 


Kent's Hill .... 


• 


0.50 








• 


• 


0.40 . . . 


• 


1.60 




• 


8 


Lewiston 


• . 


0.41 








0.48 


0.14 


. . . • . 


! ! ! 0.10 


2.20 


. . 


0.15 


12 


Portland 


T 


0.66 


0.04 






0.48 


0.05 


T . . . 


. . . 0.65 


1.66 




0.11 


51 


Stratford, N.H. . 


. . 


0.80 








. . 


• 


0.13 . . . 


• 


1.65 




• 


34 


Berlin Mills .... 


. . 


0.35 








. • 


0.25 


. • . . . 


• 


1.59 




0.50 


47 


North Conway . . 


0.25 


. . 








. • 


. • 


• • . . . 


• 


2.21 




0.13 


49 


Plymouth 


• 


0.50 








• . 


• • 


• • . . . 


! ! ! 0.75 


1.51 




0.10 


39 


Hanover 


0.35 


. . 








0.06 


T 


T . . . 


• 


1.70 




0.05 


40 


Lake Village . . • 


• 


0.58 








• 


0.18 


. . . . . 


• 


2.29 




a a 


37 


Concord 


0.03 


0.48 








0.18 


. • 


. . . . . 


! ! ! 0.67 


1.03 




0.08 


52 


TValpole 


. . 


• 


0.43 






• . 


0.10 


. . . . . 


• 


2.02 




OalO 


45 


Nashua 


0.12 


0.50 


. . 


0.01 


0.16 


T 


. . . • . 


! ! ! 0.90 


0.57 




0.05 


78 


Lunenburgli, Vt. . 


. . 


• 


0.10 


0.05 


. . 


0.20 


0.10 . . . 


. . . 1.80 


0.20 


0.10 


T 


73 Burlington .... 
82 1 Northfield 


0.02 


0.03 




. • 


0.02 


• 


0.30 . . . 


• 


0.73 


• • 


0.03 


T 


0.24 








T 


0.02 


0.01 . . . 


! ! ! 0.24 


0.76 


T 


0.06 


75 Cornwall 


. a 


0.21 








. . 


0.45 


• • • • • 


• 


0.72 




a a 


74 


Chelsea 


0.10 


0.15 








T 


0.06 


T . . . 


^ . ^ • 


1.55 




0.20 


85 


Vernon 


0.15 0.20 








. . 


. • 




• 


2.00 




0.05 


77 


Jacksonville. . . . 


0.05 


0.42 








0.13 


. • 




! ! ! 0.44 


1.91 




0.16 


159 


Salem, Mass. . • . 


T 


1.14 


0.11 


. . 


• 


0.43 




. . . 0.51 


0.26 




0.01 


149 Newburyport . • . | 


0.06 


0.90 


0.09 


T 


• 


0.44 




. . . 0.68 


0.43 


! ! 0.08 


104 


Blue Hill 


0.01 


0.98 


0.34 


T 


0.46' T 




. . . 0.50 


0.47 


. . 0.02 


122 


Framingham • . . 


• 


• 


1.35 


• 


0.10 






• 


1.18 


. . OaOS 


120 titcbburg 

123 GilbertviTle .... 


0.14 


0.41 


0.02 


. . 


0.14 






! ! ! 1.02 


0.68 


. . Oa06 


. . 


0.65' . . 


. . 0.08 




* 


. . . 0.55 


0.60 


. . : . a 


152 Northampton . . . 

Fit 


.— . 


— 


^_ 


— 0.03 






. . . 1.32 0.59 




0.09 


134 Ludlow 


0.02 


0.65 0.30 


• . 


0.05 






. . . 0.70 


1.80 




0.10 


155 Provincetown . . . 


0.03 


1.24 0.23 


1- 


0.58 


T 


T . . . 


. . . 0.35 


0.14 




0.07 


146 Nantucket .... 


T 


1.15 0.11 


. . 


0.74 


0.02 




. . T 


0.26 




0.06 


114 Cotuit 


• 


1.86 0.10 


. . 


0.65 


. . 




. . . 0.52 


• . 




0.11 


153 1 Plymouth 


• . 


• 


1.66 


T 


• 


0.55 




• 


1.04 




T 


148 ! New Bedford . . . 


. . 


1.64 0.14 


. . 


0.36 






! ." ! 0.74 


. . 




0.12 


163 


launton 


. . 


1.92 0.19 


T 


0.40 






. . . 0.58 


0.40 




0.10 


202 


Bristol, R.L . . . 


• 


• 


1.76 


• 


0.26 






* 


1.02 




0.08 


207 


Providence .... 


T 


. . 


1.45 


• . 


0.40 






• 


1.35 




0.10 


201 


Block Island .... 


0.09 


0.79 


0.75 


. . 


0.23 






! ! ! 0.82 


• . 


0.28 


0.07 


233 


Voluntown, Conn. 

^7 T ^ 


0.20 


1.45 


0.24 


. . 


0.16 






. . . 0.96 


0.44 




0.10 


229 


New London . . . 


0.24 


1.25 


0.01 


• . 


0.35 






. . . 0.65 0.35 




0.10 


224 


Hartford 


0.20 


0.60 


0.38 


0.10 


. . 






. . . 1.50 


0.42 




0.07 


234 


Wallingford .... 


0.15 


1.14 


a . 


• 


0.15 






. . . 1.05 


1.81 




• 
« • 


235 


Waterbury .... 


» 


0.76 0.53 


. . 


0.28 






• 


2.09 




0.07 


230 


Shelton 


. . 


. . 


• • 


. . 


• . 






• . . • • 


. • 




. . 


251 


Albany, N.Y. . . 


0.02 


0.03 


0.03 


T 


0.76 


0.02 


0.01 . . . 


. . . 0.62 


1.02 


T 


T 


258 


Poughkeepsie . . . 


0.04 


0.65 0.59 


• 


0.37 


. . 




. . . 0.78 


0.51 


. . 


0.07 


253 


Cannel 


0.11 


0.98 0.06 


• 


0.41 


. 




. . . 0.92 


0.89 


. . 


0.05 


255 


New York .... 


0.47 


0.45 


0.02 


0.04 


0.08 


. • 




. . . 1.04 


0.14 


T 


. . 


256 


Setauket 


0.20 


0.82 


0.02 


T 


0.35 


• . 




. . . 1.12 


0.15 


. • 


T 



* PtwipiUtion included in that of foUowing day. 



SELECTED OEOORAPfllCALLT.— JANUARY. 1891. 



237 



No. 


15 


16 


17 


18 


19 


20 


21 


22 


23 24 


25 


26 


27 

• • 


2C 


\ 29 


30 


31 


1 


0.20 




• 


• • 


2.22 


0.20 


• • 


• • 


0.16 


1.24 


• • 


0.62 


• • 


• 


0.15 


• . 


0.32 


4 


0.11 






0.04 


1.20 


• • 




T 


0.62 


0.14 


• • 


0.48 




0.41 


0.0 


9 . . 


0.80 


• 


2 


• • 






• 


2.06 


T 




• . 


1.62 










0.42 




0.10 


. . 


• 

> 


0.46 


• • 


5 


• • 






^^ 


• 


1.70 




. . 


1.12 










0.25 




0.17 


• 1 


* 
> 


0.31 


• • 


3 


• • 






• • 


• • 


• • 




. • 


. . 










. . 




• • 


• 1 


> • • 


• • 


• • 


7 


0.20 






m 


« 


1.60 




• . 


1.42 










0.10 




^^ 


• 


# 


0.46 


• • 


8 


0.02 






0.77 


1.30 


0.05 




. . 


1.41 


0.02 








0.45 




0.13 


0.0 


4 0.19 


0.24 


• • 


12 


T 






0.87 


1.10 


T 




. . 


1.06 


0.02 








0.64 




0.06 


0.0 


5 0.04 


0.23 


• • 


51 


0.14 






0.63 


. . 


0.09 




• • 


1.08 










. . 




. . 




. . 


0.53 


• • 


34 


• • 






» 


0.85 


. . 




. • 


0.87 










. . 




0.10 




> . • 


• • 


0.07 


47 


• . 






• 


« 


1.29 




• • 


1.76 










. . 




• • 




♦ 


0.67 


• • 


49 


• • 






0.59 


0.37 


. . 




. • 


1.17 










0.14 




0.13 




[ 0.50 


• • 


0.33 


39 


. . 






0.67 


0.28 


0.05 




• 


0.90 










. • 




0.13 




, 0.14 


0.19 


« 


40 


0.11 






• 


1.46 


• • 




. • 


1.05 










0.43 




0.15 




. 46 


• • 


• • 


37 


• • 






1.11 


0.12 


• . 




. • 


0.77 










0.73 




0.04 




. 0.40 


• • 


0.07 


52 


. . 






• 


0.88 


. . 




. • 


1.30 










0.40 




0.05 




. 0.40 


• • 


• • 


45 


. . 






1.46 


0.21 


0.02 




. • 


0.97 










1.15 




0.04 




. 0.29 


0.09 


t).07 


78 


• . 






• 


0.70 


0.10 




. • 


0.15 . . 








0.20 


• . 


. . 


0.1 


0.20 


0.15 


• • 


73 


0.06 






• 


0.71 


. . 




• 


0.75 


0.01 








. . 


0.07 


0.08 


T 


0.02 


0.02 


• • 


82 


0.02 






0.10 


0.17 


0.02 


• • 


• . 


1.90 


0.10 








. . 


T 


0.05 


0.0 


2 0.02 


0.05 


0.01 


75 


• • 






• • 


1.20 


• . 




. . 


0.60 










. . 


• . 


0.12 


0.3 


. . 


• • 


• • 


74 










0.32 


0.43 


T 




T 


1.16 










. . 


0.06 


0.23 




. 0.15 


0.27 


T 


85 










0.25 


• • 


• . 




• • 


2.21 










1.50 


• • 


• . 




. 0.76 


0.40 


« 


77 










0.32 


0.51 


• . 




0.05 


1.53 










0.42 


T 


0.05 




. 0.20 


0.40 


0.26 


159 










0.78 


0.78 


0.05 




• • 


0.90 










0:85 


• • 


0.02 




. 0.31 


• • 


0.06 


149 










0.85 


0.76 


T 




• • 


LOG 










1.03 


T 


0.04 




. 0.30 


0.12 


0.02 


104 










0.86 


0.83 


T 




• • 


1.24 










0.62 


T 


0.03 




. 0.27 


0.08 


T 


122 










• 


1.93 


• • 




« 


1.09 






• 




0.91 




0.04 




♦ 


0.39 


• . 


120 










0.98 


0.21 


• • 




• • 


1.44 










1.48 




0.03 




! 0.25 


0.17 


0.03 


123 










• 


« 


1.41 




0-03 


1.13 


0.03 








1.15 




• • 




. 0.30 


• • 


0.60 


152 










1.32 


0.18 


• • 




0.01 


1.64 










1.49 




0.05 




. 0.45 


• • 


0.01 


134 










0.75 


0.75 


0.05 




0.05 


1.50 










1.00 


• • 


0.05 




. 0.30 


0.20 


0.10 


155 










1.44 


0.90 


0.03 


T 


• • 


0.64 










0.69 




0.06 


T 


0.20 


0.02 


0.09 


146 










0.34 


1.07 


T 




• • 


0.23 


0.05 








0.35 




• • 




. 0.03 


0.10 


T 


114 










• 


2.11 


• . 




• • 


0.84 


9 * 








0.96 




0.05 




. 0.30 


• • 


• • 


153 










T 


T 


2.95 


T 


• • 


0.8G 










0.94 




0.04 




• 


0.32 


• 


148 










• 


3.58 


. . 




• • 


0.73 










. • 


0.81 


0.05 




] 0.38 


. . 


0.62 


163 










• 


2.35 


• . 




• • 


1.10 










0.90 




0.07 




. 0.33 


• » 


• • 


202 










• 


2.52 


0.08 




• • 


1.10 










0.65 




0.02 




♦ 


0.42 


0.20 


207 










• 


• 


2.07 




• • 


1.16 










0.90 




0.10 




• 


0.49 


0.12 


201 










0.27 


0.66 


0.02 




• • 


0.40 










0.16 




T 




! 0.18 


0.03 


T 


233 










1.18 


1.10 


0.05 




• • 


1.30 










0.67 




0.05 




. 0.30 


• . 


T 


229 










0.95 


0.55 


0.02 




• • 


0.65 


0.01 








0.75 




0.02 




. 0.35 


0.10 


O.Ol 


224 










1.25 


0.67 


• . 




. . 


1.80 










1.64 




0.10 




. 0.34 


0.13 0.06| 


234 










» 


• 


2.07 




1.70 


. • 










1.28 




• • 




. 0.30 


• . 


• 


235 










« 


1.85 


• . 




• . 


2.20 










1.65 




0.07 




0.46 


• • 


0.10 


230 










• • 


. • 


• • 




• . 


. • 










• • 




• . 




• • 


• • 


• • 


251 










0.38 


0.79 


0.01 


0.01 


• • 


1.18 


0.01 








0.65 


T 


0.01 




. 0.35 


0.20 


0.02 


258 










• 


1.14 


• • 


• • 


T 


0.98 


• • 








0.98 


0.03 


. . 




. 0.28 


0.18 


0.05 


253 










0.81 


0.66 


• • 


• • 


• • 


2.40 


# f 








1.81 


• « 


0.11 




. 0.50 


• • 


• • 


255 










0.91 


0.23 


• • 


T 


• • 


0.96 


• • 








1.13 


• • 


0.01 


0.0 


2 0.16 


0.04 


0.03 


256 










1.26 


0.10 


• • 


T 


• • 


1.00 


• • 








0.96 


• • 


T 


T 


9.21 


0.04 


0.06 



T Trace, when prrcipiUtion ii leu than 0.01 inch. 
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DAILY PRECIPITATION AT CERTAIN STATIONS 



No. 



Station. 



4 
2 

5 
3 

7 

8 

12 

51 

34 
47 
49 
89 
40 
87 
52 
45 

78 
78 
82 
75 
74 
85 
77 

159 
149 
104 
122 
120 
128 
152 
134 
155 
146 
114 
158 
148 
168 

202 
207 
201 

288 
229 
224 
284 
235 
280 

251 
258 
258 
255 
256 



St. John, N. B. 

Eastport, Me. 
Bar Harbor . 
Fairfield . . . 
Belfast . . . 
Kent's Hill . 
Lewiston . . 
Portland . . 



Stratford, N.H. 
Berlin Mills . . 
North Conway 
Plymouth . . 
Hanover . , 
Lake Village 
Concord. . , 
TTalpole . . 
Nashua . . . 

Lunenburgh, Vt 
Burlington 
Northfield . 
Cornwall . 
Chelsea . . 
Vernon . . 
Jacksonville 

Salem, Mass 
New bury port 
Blue Hill . 
Framingham 
Fitchburff . 
QilbertviTle 
Northampton 
Ludlow . • 
Provincetown 
Nantucket 
Cotuit. • • 
Plymouth . 
New Bedford 
Taunton • • 

Bristol, R. I. 
Providence 
Block Island 



Voluntown, Conn. 
New London 
Hartford . . 
Wallingford . 
Waterbury . 
Shelton . . . 



Albany, N.Y. 
Poughkeepsie . 
Caimel . . . . 
New York . . 
Setauket • , • 



7 I 8 



9 i 10 U 



12 13 14 



0.67 



. . 0.73 . . 



0.20 0.10 0.56 0.02 



0.20 
0.21 

0.36 

0.40! 

0.48 

0.25 



0.14 

0.23 

0.40 

0.10 
0.16 
0.06 

o.i's 

0.20 

0.86 
0.46 
0.38 
0.84 
0.87 



0.25 
0.83 
0.29 
0.59 
0.49 
0.05 
0.57 

0.85 
0.37 
0.47 

0.61 
0.45 
0.39 
0.95 
0.41 



0.32 

0.28 
0.68 
0.52 
0.42 



0.33 

0.4*0 
0.48 
0.73 



0.03 0.15 
• '0.10 
0.12 
0.24 
0.16 
0.31 
0.14 
0.10 
0.31 



0.10 
0.07 
0.12 
0.14 
0.18 
0.10 
0.13 

0.52 
0.48 
0.63 
0.51 
0.22 
0.40 
0.18 
0.30 
0.42 
0.15 
0.29 
0.72 
0.49 
0.57 

0.84 
0.66 



1.22 



0.02 



0.06 



0.20 0.02 



1.00 

0.75 0.02 

0.46 

0.65 

0.30 

0.65 

0.12 
0.06 
0.18 
0.19 
0.95 



. . 0.42 . . 



T 0.38' . . 
T 0.16 T 



0.02 



0.19 
0.16 
0.20 
0.14 
0.04 



0.05 
0.19 
0.35 
0.43 
0.08 
0.21 
0.24 

0.10 
0.16 
0.26 



. . 1.10 



0.09 0.01 0.52 

♦ 0.10 1.28 

0.23 ♦ 0.38 



0.15 0.30 
0.36 0.17 0.63: 
0.22 0.10 0.90 



T 

0.21 



0.58 
0.32 



0.37 
0.47 
1.12 0.68 



T 

0.35 

0.60 

0.38 0.36 

0.20 0.05 



0.18 0.27 
• 0.62 
0.04 0.34 0.27 



T 

• 



0.03 

0.49 
0.02 
0.48 



0.05 
0.30 
0.04 



0.80 
0.25 
0.28 
0.40 
0.48 
0.72 
0.84 



0.44 
0.59 
0.68 
0.62 

0.78 
0.85 
0.29 
0.17 
0.36 

0.43 
0.51 

0.74 
0.60 



0.46 


0.10 


0.33 


0.11 


0.21 


0.10 


0.28 


0.06, 


0.34 


« 


0.32 


• • 


• . 


0.42 


. • 


• 


0.04 


• • 


0.26 


0.50 


0.26 


0.49 



0.20 
0.30 
0.42 
0.32 
0.53 



0.72 
0.46 
0.14 
0.10 



0.72 
0.44 



0.05 

T 

0.09 
0.05 
0.35 
0.42 



0.17 
0.20 

0.88 

0.62 
0.10 
0.32 
0.20 



• 
• 

• 
• 



0.03 0.26 0.15 



0.52 
0.24 

0.20 
0.02 
0.04 

0.23 

0.70 

0.81 
0.51 
0.43 
0.74 
0.38 
1.05 
0.83 
0.65 
0.27 
0.21 
0.41 
1.00 
0.62 
0.62 

0.64 
0.61 
0.10 

0.46 
0.39 
0.18 
0.22 
0.62 



0.20 
0.30 
0.55 
0.20 

1.05 

0.34 
0.52 

0.40 
0.32 0.07 



0.02 

0.70 
0.08 



• • 



• • 







T 

02 







.01 0. 



01 



• PrecipiUtion included In that of foUowing day. 
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No. 


15 


16 


17 


18 


19 


20 


21 


22 


23 


24 


25 


26 


27 

1.04 


28 


29 


30 


31 


1 




« • 


0.15 


0.65 


• • 


. . 


♦ 


0.50 


. . 


• 


• 


. . 




4 




0.04 


0.09 


0.14 




• . 


0.35 


0.10 


• * 




0.05 


0.33 


0.15 










2 


T 


0.07 


0.21 


0.35 




• 


0.57 


. . 










» 


0.45 


0.07 










6 
3 

7 




• • 


• • 


0.26 




. • 


0.34 


• . 










• 


0.27 0.21 












• « 

• • 


0.30 


• • 




» 


0.50 


• • 

• • 










1.00 




0.40 










8 




0.01 


0.26 


0.11 




0.22 


0.38 


0.01 










0.39 


0.01 


0.37 0.09 








12 




0.01 


0.11 


0.33 




0.36 


0.48 


0.04 










0.14 


0.07 0.32 


T 








51 




0.16 


• • 


• . 




• . 


0.31 












0.33 


• 


0.37 


. . 








84 




• 


0.45 


• . 




. . 


0.23 












0.20 


0.30 


. . 


* . 








47 




0.30 


. . 


• • 




• 


0.96 












» 


1.52 


0.20 


. . 








49 




. • 


0.08 


0.24 




» 


0.68 












0.66 


» 


0.23 


0.09 








39 




T 


• 


0.42 




0.45 ' 0.04 












0.24 


• 


0.23 


• 








40 




. . 0.39 


. • 




0.52 


0.10 












0.29 


0.57 


« . 


• . 








87 




. . 0.15 


0.35 




0.48 


0.08 












0.09 


0.31 


0.54 


T 








52 




• • 


• 


0.50 




• '0.30 












0.40 


• 


0.51 


. . 








45 




T 


0.28 


0.16 




0.34 0.20 


0.06 










T 


0.65 


0.42 


0.10 








78 


T 


• • 


• . 


0.20 




. • 


• 


0.25 










0.15 


. . 


0.60 


. . 








73 




« 


0.25 


0.03 




0.03 0.04 


. • 










0.03 


. . 


0.07 


0.06 








82 




0.02 


0.23 


0.03 




0.26 0.10 


T 










0.56 


0.04 


0.24 


0.15 








75 




0.10 


0.20 


« • 




0.25 0.03 


• • 










0.70 


0.10 


. . 


0.24 








74 




0.02 


0.30 


0.27 




• 


0.48 


0.04 








, , 


0.26 


T 


0.26 


0.07 








85 




0.08 


« 


0.52 




0.46 


. • 


• . 










0.14 


0.05 


0.34 


. . 








77 




0.13 


0.80 


0.73 




0.62 


0.19 


T 










0.36 


• 


0.87 


0.26 








159 




• . 


« 


0.51 




.♦ 


0.79 


0.09 










• 


0.67 


0.47 


• 








149 




• « 


0.30 


0.16 




0.37 


0.36 


0.03 










0.04 


0.63 


0.60 


0.12 








104 




0.05 


0.37 


0.26 




0.33 0.23 


0.10 










0.02 


0.93 


0.25 


0.02 








122 




0.08 


0.12 


0.50 




• 


« 


0.71 










• 


« 


1.22 


0.08 








120 




0.02 


0.29 


0.13 




0.45 


0.23 


0.02 










0.05 


0.42 


0.41 


0.05 








123 




« 


« 


0.43 




• 


• 


0.70 










« 


« 


0.72 


. . 








152 




0.04 


« 


0.86 


• 


0.56 0.32 


. • 










0.14 


0.64 


. * 


• . 








134 




0.15 


0.75 


0.35 




0.40 


0.30 


0.20 










0.10 


0.30 


0.40 


. . 








155 




0.09 


0.36 


0.20 


, , 


0.40 


0.21 


0.11 


* 








0.04 


0.68 


0.30 


0.03 








146 




0.21 


0.38 


0.06 




0.12 0.15 


0.22 










. • 


0.56 0.17 


. . 








114 




0.23 


0.50 0.05 




0.30 0.75 


. . 










. . 


1.03 0.39 


0.42 








153 




0.07 


« 


0.26 




• * 


• 


0.79 










• 


• 


1.64 0.27 








148 




« 


« 


1.03 




0.53 


• 


0.64 










• 


• 


1.45 0.33 








163 




0.17 


0.40 


0.21 




0.25 


0.32 


0.21 


« 








0.04 


1.22 0.34 


. . 








202 




• 


« 


0.85 




» 


1.30 


. . 










» 


» 


1.32 


0.15 








207 




» 


• 


0.8.') 




« 


• 1 .03 










• 


• 


1.32 


0.40 








201 




0.28 


0.54 


0.06 




0.12 0.23 0.27 

1 










0.02 


0.83 


0.13 


T 








233 




0.25 


0.87 


0.28 


• • 


0.55 


0.20 


0.25 










0.10 


1.22 


0.30 


0.26 








229 




0.47 


0.60 


0.05 




0.30 0.35 


0.30 








T 


0.09 


0.35 


0.20 


0.10 








224 




0.15 


0.47 


0.42 




0.42 0.32 


0.07 










0.03 


0.7210.19 


• • 








234 




0.40 


0.60 


0.24 




0.6310.10 


0.85 








T 


0.20 


0.68 


0.85 


. . 








235 




• 


0.82 ! 0.37 




0.54 , 0.26 


0.25 










0.07 


0.73 


0.41 


. . 








230 




0.40 


0.45 0.22 

1 


• 


0.50 0.42 


• • 










0.85 


0.92 


. . 


. . 








251 




0.14 


0.84 


0.20 




0.34 


0.82 


0.02 










0.10 


0.12 


0.30 


T 








258 




0.34 


0.59 


0.61 




• 


• 


0.89 










0.17 


0.27 


T 


• . 








253 




0.65 


0.46 


0.47 




0.69 


0.58 


. • 










0.14 


0.22 


0.69 


. . 








255 




0.41 


0.29 


0.11 




0.24 , 0.38 


0.22 










0.05 


0.82 


0.08 


• . 








256 




0.88 


0.23 


T 




0.44 


0.37 


0.37 










0.11 


1.13 


0.12 


T 









T Trace, when precipitation ii lets than 0.01 inch. 



240 



DAILY PRECIPITATION AT CERTAIN STATIONS 



No. 



Statioks. 



4 
2 
5 
3 
7 
8 
12 

51 
84 
47 

49 
39 
40 
87 
52 
45 

78 
73 
82 
75 
74 
85 
77 

159 
149 
104 
122 
120 
123 
152 
134 
155 
146 
114 
153 
148 
163 

202 

207 
201 

233 
229 
224 
234 
235 
230 

251 

258 
253 
255 
256 



St. John, N. B, 



Eastport, Me. 
Bar Harbor . 
Fairfield. • . 
Belfast . . . 
Kent's Hill . 
Lewiston • . 
Portland . . 



Stratford, N.H. 
BerUn Mills . . 
North Conway 
Plymouth . . • 
Hanover . . . 
Lake Village . 
Concord .... 
Walpole . . . 
Nashua .... 



Lunenburgh, Vt 
Burlington . 
Northneld . . 
Cornwall • • 
Chelsea • . . 
Vernon . . . 
Jacksonville . 



Salem, Mass. 
Newbury [)ort 
Blue Hill . . 
Framingham 
Fitchbure . • 
GilbertviTle • 
Northampton 
Ludlow • • • 
Provincetown 
Nantucket • 
Cotuit .... 
Plymouth • . 
New Bedford 
Taunton • . . 

Bristol, R. I. 
Providence . 
Block Island . 



Voluntown, Conn 
New London 
Hartford . . 
Wallingford . 
Waterbury . 
Shelton . . . 



Albany, N.Y. 
Poughkeepsie 
Carmel . . . 
New York . 
Setauket . . 



6 



7 8 



9 ! 10 



U 



12 



0.32 



0.08 
0.49 
0.45 



0.09 
0.20 



0.50 
0.16 



0.05 



0.11 
0.10 
0.18 



0.11 
0.1*5 



0.18 
0.21 







0.25 



0.1*3 



0.05 



0.20 



T 

• 



T 

0.40 
0.03 



T 

01 



0.02 



0.12 
0.01 



0.28 



0.47 
0.30 



1.10 



0.30 

1.06 
0.90 
0.74 



1.00 



0.02 

T 

0.01 



0.01 

» 

0.02 

0.20 
0.05 

T 
T 

0.56 

0.01 
0.02 

0.18 
0.14 



0.45 
0.52 

0.77 

0.71 

1.03 

1.30 
2.05 

0.90 
0.40 
1.15 
0.14 
0.77 

1.03 



0.63 
0.10 



1.10 
0.26 
0.10 

0.05 



1.62 

0.32 
0.70 



1.66 



0.05 
0.09 
0.41 
0.07 
0.34 
0.15 

0.65 
1.62 
0.05 







0.88 
0.44 



0.70 
0.60 
1.37 
1.76 
0.58 



0.56 
0.64 
0.59 
0.44 
0.66 



1.69 
1.13 

0.1*0 
0.07 



1.04 



1.17 



91 



02 










• • 






01 






0.80 



0.73 
1.99 



♦ 1.09 



0.05 
0.09 



1.10 



0.10 
1.78 



1.30 
2.10 



1.25 



1.40 

m 

0.80 



• 

0.11 

• 

0.03 
0.25 



1.80 
0.95 
0.67 



0.40 



0.11 
0.24 
1.38 



• • 



T 

0.03 
0.4*3 



0.10 
0.12 



0.21 
0.40 
0.98 
0.52 

T 

0.27 



1.27 
0.75 

0.10 
0.51 
0.33 
0.53 
0.73 



0.95 

0.73 
0.57 
0.43 



0.87 
0.26 



0.39 

0.93 
1.05 
1.05 
1.25 
0.68 
0.52 

0.28 
0.76 
0.49 
0.62 
0.92 



1.01 
1.16 
0.95 
1.00 
0.43 
0.20 
0.46 
0.66 







0.67 

1.14 
1.09 
0.30 

0.98 
40 
1.19 

1.20 
1.71 

0.80 
0.34 
0.93 
0.36 
0.43 



0.01 



13 



0.63 

• 



14 

1.22 

0.23 

! 1.99 
1.20 



0.82 
1.12 0.05 
1.46 0.02 



0.04 0.06 
* 0.11 



0.03 

0.28 
0.15 



0.01 
0.08 
0.03 



24 



0.07 
0.05 

0.15 
0.07 
0.48 
0.15 



0.18 

0.03 

0.10 
0.10 
0.18 
0.66 

0.83 

0.15 

0.29 

• - 

0.41 
0.20 



0.55 
0.26 
0.50 
0.34 
0.53 
0.67 

0.18 



0.25 
0.10 

0.35 0.07 

0.18 



0.17 

0.75 



0.17 



0.66 



1.07 
0.70 
0.87 
0.61 
0.33 
0.27 
0.30 
1.25 
0.01 
1.42 

2.08 
1.49 

« 

1.65 
0.52 

0.95 
0.85 
0.44 
0.11 
0.54 
0.13 

0.83 
0.28 
0.58 
0.56 
0.59 



0.16 



0.84 



0.14 
0.15 

T 

0.61 
1.98 

a • 
• • 

1.50 
0.02 
0.08 



0.02 



* PrecipiUtion included in that of following day. 



SELECTED GEOGRAPHICALLY.— MARCH, 1891. 
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No. 



15 



16 



4 
2 
5 
3 
7 
8 
12 

51 
34 
47 
49 
39 
40 
37 
52 
45 

78 
73 
82 
75 
74 
85 

i 4 

159 
149 
104 
122 
120 
123 
152 
134 
155 
146 
114 
153 
148 
1G3 

202 
207 
201 

233 
229 
224 
234 
235 
230 

251 
258 
253 
255 
■!256. 






0. 
0. 



01 
05 



0. 



01 









17 



0.13 

0.06 
0.01 



T 

0.05 
0.02 

T 

0.25 

0.02 

0.02 
0.02 

• • 

» 

0.03 
0.14 

0.09 

0.05 



T 

T 



0.01 



T 
T 



T 
T 



v-: 



18 



19 























01 



02 



05 



30 



02 



T 

« 



















30 



05 



20 



02 



0.40 



0.27 
0.-21 



0.06 



0.05 



0.03 
0.10 
0.10 
0.12 



0.06 
0.04 
0.02 
0.16 
0.01 



0.05 

T 
T 

• . 



0.01 



0.01 



20 











01 



13 



T 
T 

0.02 
0.03 



21 22 23 



24 



0.01 



T 

0.10 
0.15 



0.24 

« 

» 

0.48 

* 

0.85 

« 

0.05 
0.20 
0.10 
0.12 

0.42 

1.20 
0.84 
1.33 

0.51 



0.05 
0.58 
0.38 
0.70 

0.36 

0.60 
0.40 
0.34 
0.70 
0.44 

0.47 
0.38 
0.11 
0.83 
0.50 



0.03 

» 

« 

3.40 
3.10 
0.88 

0.26 

1.01 
0.38 

0.66 
0.60 
0.45 

0.18 
0.10 
0.59 
0.05 
0.53 
1.25 
0.57 

0.12 
0.14 
0.56 

0.92 
0.03 
0.25 
0.20 
0.04 
0.01 

1128 
1.61 
1.93 

« 

0.17 

0.31 
0.40 
0.87 
1.14 
1.64 
0.68 

0.19 
0.18 
0.18 
0.53 
0.23 



0.05 

0.39 

* 

0.1*5 
0.40 
0.08 



0.28 
0.10 
1.00 
0.11 

0.07 



0.03 
0.06 
0.07 

0.07 

0.17 
0.03 
0.02 

0.06 
0.44 

0.05 



« 



1.60 
1.64 
0.04 

T 

0.05 
0.02 

T 



0.02 
0.02 
0.51 
0.14 
0.02 



• • 



1.08 



0.03 
0.02 

0.06 
2.30 
2.30 



0.21 
0.02 

0.05 

0.03 



0.02 
0.02 
2.17 

• 



25 



0.03 
0.01 

0.02 



0.06 











08 



01 



26 



27 



28 



0.02 



29 



30 



31 



0.02 











T 

03 
01 



0. 



01 






0. 



02 



» T Tnct, when precipitation ii lets than 0.01 inch. 



242 



DAILY PRFXIPITATION AT CERTAIN STATIONS 



No. 



Stations. 



4 
2 
5 
3 
7 
8 
12 

51 
34 
47 

49 
39 
40 
37 
52 
45 

78 
73 
82 
75 
74 
85 
77 

159 
149 
104 
122 
120 
123 
152 
134 
155 
146 
114 
153 
148 
163 

202 
207 
201 

233 
229 
224 
234 
235 
230 

251 
258 
253 
255 
256 



St, John, N. B, 



Eastport, Me. 
Bar Harbor . 
Fairfield. • • 
Belfast . . . 
Kent's Hill . 
Lewiston . . 
Portland • . 

Stratford, N.II 
Berlin Mills . . 
North Conway 
Plymouth . . 
Hanover • . 
Lake Village 
Concord. . . 
TValpole . . 
Nashua 



. • . 



Lunenburgh, Vt 
Burlington 
Northfield . 
Cornwall . 
Chelsea . . 
Vernon . . 
Jacksonville 

Salem, Mass 
New bury port 
Blue HUl . 
Framingham 
Fitchburg . 
Gilbertville 
Northampton 
Ludlow • • 
Provincetown 
Nantucket 
Cotuit. • • 
Plymouth • 
New Bedford 
Taunton. • 

Bristol, R. L 
Providence 
Block Island 



Voluntown, Conn. 
New London 
Hartford . . 
Wallingford . 
Waterbury . 
Shelton , . , 

Albany, N.Y. 
Poughkeepsie • 
Carmel .... 
New York . . 
Setauket . . • 



4 i 5 



8 



10 U 12 



13 



14 







01 
01 

14 











0.27 

« 

1.00 
1.15 

i 0.59 



11 



03 



T 

0.01 

• 

• 
« 



0.34 
0.30 



0.69 

0.05 
1.20 
0.78 



0.61 
1.46 



0.6C 


l.OU ' 

• • 


1.30 


• i 




0.88 






1.29 


• 




1.90 


• 




1.66 


• i 




0.50 


0.20 


0.80 


• . 


0.94 


0.01 


« 


0.98 


1.18 


0.03 


2.00 


. . 


1.56 


T 


1.48 


. . 


1.19 


. . 


1.60 


T 


2.48 


. . 


2.44 


• • 


1.20 


. a 


3.05 


. . 


1.20 


. . 


1.26 


T 


0.61 


T 


1.33 


0.05 


0.44 


« 


1.32 


0.02 


1.50 


0.51 


1.76 


T 


1.89 


T 


0.21 


T 


1.80 


. . 


1.50 


0.01 


2.09 


T 


1.65 


• . 


1.19 




1.14 


T 


1.23 


0.02 


1.27 


. . 


0.73 


0.02 


1.10 


0.02 









01 
08 
01 



T 



T 



0.01 

T 

T 
T 



0.66 



• 



0.30 
0.12 



a • 

0.47 



0.98 
0.30 

0.15 



0.60 

0.26 

« 

0.18 
0.60 
0.58 

0.08 
0.02 

0.20 

0.6*5 
0.25 

T 

0.01 



0.10 

0.12 

0.50 
0.26 
0.54 
0.07 
0.53 



0.71 
0.81 
0.41 
0.55 
0.71 



0.27 
0.70 
0.56 

0.15 
0.80 
0.44 

0.60 
0.28 
1.60 
0.79 
0.47 

0.47 
0.50 
0.86 

1.12 
0.06 
0.45 
0.45 
0.37 
0.20 
0.65 

0.18 
0.23 
0.36 
0.44 
0.54 
0.97 
0.49 
0.60 
0.30 
0.46 
0.46 
0.83 
0.49 
0.56 

0.71 
0.60 
0.40 

0.98 
0.45 
0.59 
1.32 
0.83 



0.07 

0.76 
0.10 
0.66 



* 



0.05 



0, 



08 



* PrecipiUtion included in that of following day. 



SELECTED GEOGRAPHICALLY.— APRIL, 1891. 
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No. 



1 

4 
2 
5 
3 
7 
8 
12 

51 
84 
47 
49 
89 
40 
87 
62 
45 

78 
73 
82 
75 
74 
85 
77 

159 
149 
104 
122 
120 
123 
152 
134 
155 
146 
114 
153 
148 
163 



15 



0.30 

0.21 
0.54 

0.30 
0.28 
0.11 

0.41 
0.63 

0.37 
0.26 
0.24 
0.13 
0.17 
0.84 

• • 

0.60 
0.45 
0.84 
0.12 
0.87 

0.43 

0.29 
0.54 
0.58 
0.71 
0.55 
0.42 
0.40 
1.32 
0.04 
0.20 
1.03 
0.23 
0.48 



16 



17 



0.03 

0.43 

• • 

0.01 
0.01 

0-09 

0.26 

0.18 



202 


0.57 


207 


• 


201 


0.12 


233 


0.25 


229 


0.20 


224 


0.19 


234 


0.06 


235 


0.19 


230 


• • 


251 


0.02 


258 


0.08 


253 


• • 


255 


• • 


256 


0.10 



T 



0.69 
0.04 

0.05 

0.02 

0.01 

• • 

0.02 

• • 

• • 
0.05 

0.01 



0.26 
0.02 



0.01 






18 



0.04 
0.03 

0.01 
0.01 
0.17 

0.13 



19 



0*20 
0.55 
0.30 

• • 

0*02 

0'.04 
0.45 
0.37 

« 

0.26 

» 

0.32 

0.24 
0.30 
0.02 
0.01 
0.31 

0*.02 



0.02 
0.57 
0.70 
0.95 



0.21 
0.31 
0.27 



0.32 
0.11 

T 

0.09 

« 

0.15 
0.03 



0.19 



20 



• • 

0.26 
0.29 
0.03 

0.02 
0.04 












0.09 

o.i's 

0.14 

0.21 

• • 

0.38 
0.22 

1.08 
0.51 
0.53 

0.65 
0.31 
0.24 

1.60 
0.50 
0.03 

• • 



0.07 
0.01 

O.U 
0.16 



03 
01 



12 



21 



22 



23 



T 
T 



















03 



02 



0.42 

0.17 
0.01 
0.05 

0.1*5 
0.02 
0.28 

0.20 

0*.02 
0.04 



24 



25 26 



o'.03 
0.04 
0.02 

T 

0.07 



0.01 
0.01 

T 

0.25 











0.13 

0.15 

* 

0.06 

0.12 
0.16 
0.13 






0.02 

T 

0.03 

0.05 
29 0.04 

T 



02 



05 



04 



0*.12 
0.07 



• • 

0.01 
0.06 
0.35 
0.03 



0.05 

T 

0.22 

T 

0.17 
0.13 

0.15 
0.49 



0.18 
0.15 
0.02 

O.lV 



0.01 
0.15 

0.25 

0.17 



T 

0.01 



• • 



• • 



0.06 



• • 



0.08 






• • 



0.10 



• • 



0.04 
0.03 

0.05 

0.01 
0.05 
0.12 
0.03 

T 

0.02 

T 

o'.08 
0.06 
0.09 
0.14 

0.03 
0.03 

T 
T 

0.01 

T 

. • 








T 



04 
38 



27 







01 



28 29 30 



0.08 



31 



• . 

T 
T 







04 



0. 



05 



T. Tracei wheu precipitation Is less than 0.01 inch. 
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DAILT PRECIPITATION AT CEKTAIN STATIONS 



No. 

1 


Stations. 


1 


2 


3 


4 


5 


6 
0.02 


7 

• • 


8 


9 


10 


u 


12 


13 


14 


St.John,N.B. . . 


. . 


( 
1 


1 

0.01 0.01 

1 


• • 


. • 


■ 

• 


0.69 


. . 


4 


Eastport, Me. • • 
Bar Harbor . • . . 






. • 


* • 


. . 


T 


0.04 0.12! a . 


. • 


. • 


0.12 


0.41 1 . . 1 


2 




. . ,0.01 


. . 


. . 


. . 




T 


. a 


. . 


• • 


0.04 0.42 . a 1 


5 


Fairfield 






0.10 


. . 


. . 


• . 




a a 


• • 


• . 


• • 


• • 


• • 


. a 


3 


Belfast 






• . 


. . 


. • 


• . 




. . 


. • 


. . 


. . 


• . 


• • 


a . 


7 


Kent's Hill .... 






0.10 


. . 


. • 


0.05 




. . 0.01 ' a . 


. . 


T 


. . 


. • 


8 


Lewiston 


T 


. . 0.10 


1 


T 


0.03 


. . 0.01 0.02 . . 


T 


. . 


0.05 . . 1 


12 


Portland 


T 


. . 0.26 

1 




• • 


0.02 


0.02 ' 0.01 


0.07 0.01 


. . 


0.02 0.10 . . 1 


51 


Stratford, N.H. . 






0.35 


0.05 


a a 


. . 


• . 


a 


0.35 


• • 1 


0.03 


• . 




. . 


34 


Berlin Mills • • • • 




. . 0.18 


• • 


. a 


. . . . 0.11 




. . lO.lO. . . 




. . 


47 


North Conway . . 




. . 0.22 


• • 


. a 






. . 




. . 




* . 


49 


Plymouth 






0.31 


• • 


T 


a a 


. a < • . 




• . 




. . 




. . 


39 


Hanover 






« 


0.23 


T 


T 




T 


m • . . 




a a 




• . 


40 


Lake Village . . • 






0.36 


• . 


. a 


a . 




. . 




. . 


• • a a 




. . 


37 


Concord 




. . .0.19 


• • 


. . 


. . 






a . 




. a 




. . 


52 


Walpole 




. . 0.40 


. . 


a . 


• . 


. . , • • 


. . 1 a a 




a a 




• • 


45 


Nashua 






0.32 


. a 


• . 


. . 


1 
. . . • 


. . • • 




T 




• • 


78 


Lunenburgh, Vt. • 






0.55 


• . 


. . 


. • 




0.25 








a a 




. • 


73 


Burlington .... 
Northfield 






0.31 


• . 


T 


0.15 




0al4 








a . 




• • 


82 






0.18 


T 


T 


0.05 


0.01 


T 


0a05 




OaOl 


. . 




• • 


75 


Cornwall 






0.10 


• . 


. • 


• • 




. . 








• . 




• • 


74 


Chelsea 




• • 


0.22 


T 


T 


0.08 




0.04 






T 


• . 




• • 


85 


Vernon 




. . 0.15 


. . 


. . 


• • 




. . 








. . 




• • 




Jacksonville. . . • 






0.34 


. . 


T 


0.04 




0.04 








• . 




• • 


159 


Salem, Mass. . . • 






0.14 


. . 


a a 


T 




. • 








• • 


0.09 


• • 


149 


Newhuryport • . . 






0.22 


T 


T 


a a 




. • 








0.09 


0.17 


• • 


104 


Blue Hill 






0.16 


T 




T 




. . 








0.01 


0.27 


• • 


122 


Framingham . . . 






0.10 


• • 




a . 




. . 








0.09 




• • 


120 


Fitchburg 






0.24 


. . 




. . 




. . 








T 




# • 


123 


GilbertviTle .... 






0.51 


. • 




• . 




. . 








0.17 




• • 


152 


Northampton . . . 






0.18 


» . 




0.11 




. • 








0.04 




. • 


134 


Ludlow 






0.35 


. . 




0.02 




• • 








0.05 




• . 


155 


Provincetown . . . 






0.32 


T 


T 


. . 


T 


. . 








0.25 


0.01 


• • 


146 


Nantucket .... 






0.01 


0.07 




T 


T 


. . 








T 


0.01 


• • 


114 


Cotuit 






0.38 


. . 




• a 


0.04 


. • 








0.07 


• • 


• • 


153 


Plymouth 






0.15 


. . 




a . 


. . 


. . 








• 


0.43 


• • 


148 


New Bedford . . . 






0.21 


0.02 




. . 


a . 


. . 








0.02 


0.04 


• • 


163 


Taunton 






0.29 


0.01 




. . 


. . 


• • 








0.19 


0.07 


• • 


202 


Bristol, R. I. . . . 


0.01 




0.15 


T 




. . 


. . 


. . 








0.32 


0.07 


. • 


207 


Providence .... 


T 




0.28 


0.02 




. . 


. . 


. . 








T 


T 


. . 


201 


Block Island .... 


# « 




0.24 


. . 




. . 


T 


. . 








T 


• • 


• • 


233 


Voluntown, Conn. 






0.13 


• . 


T 


a a 


a . 


. . 






T 


. . 




. . 


229 


New London . . . 






0.25 


T 


0.01 


T 


T 


. . 








OaOl 




• « 


224 


Hartford 






0.32 


. a 


. a 


. . 


. . 


. . 








Oal6 




. • 


234 


Wallingford .... 






0.35 


. . 


a a 


T 


. . 


. . 








• . 




• . 


235 


Waterbury .... 






0.22 


• . 


a a 


0.01 


. • 


• . 








0.09 




• • 


230 


Shelton 






• . 


. . 


a a 


. . 


. . 


. . 








• • 




• • 


251 


Albany, N.Y. . . 






0.07 


• . 


T 


0.06 


0.02 


T 


0.01 






• • 




• • 


258 


Poughkeepsie . . . 






0.25 


• . 


T 


0.02 


. • 


• • 


• • 






• • 




• • 


253 


Camiel 






0.13 


• . 


• . 


• • 


T 


• • 


• • 






• • 


T 


• • 


255 


New York .... 






0.42 


T 


0.02 


0.01 


• • 


• • 


• • 






• • 




• • 


256 


Setauket 






0.44 


T 


• . 


T 


. • 


. . 


• • 






T 




• • 



* PredpiUtion included in that of following day. 



SELECTED GEOGRAPHICALLY.— MAY, 189L 
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No. 



4 
2 
5 
3 
7 
8 
12 

61 
34 
47 

49 
39 
40 
37 
52 
45 

78 
73 
82 
75 
74 
85 
77 

159 
149 
104 
122 
120 
123 
152 
134 
155 
146 
114 
153 
148 
163 

202 
207 
201 

233 
229 
224 
234 
235 
230 

251 
258 
253 
255 
256 



15 



• 

T 






0.05 

T 
T 
T 

0.03 



T 
T 

0.14 
0.05 



16 



17 



T 

• 



1.10 
1.17 
1.31 

1.42 



1.15 
1.33 
1.17 

1.39 
1.15 
1.26 
0.98 



0.92 
1.41 
1.69 



1.74 
0.85 
1.00 



0.37 
0.88 
1.27 
1.21 



1.20 

0.51 
0.97 
1.65 



0.25 
0.51 
0.44 



• • 



I'.l's 



• • 



0.02 



1.84 
0*01 



• • 

0.45 
0.30 



18 



0.11 

0.08 
0.08 
0.10 



0.04 
0.12 
0.06 

0.30 



0.18 
0.02 



0.07 



T 

• < 

T 



0.02 
0.08 



19 



0.71 
0.72 
0.62 



0.45 
0.74 
0.89 



0.11 
O.Ott 



0.3 



0.75 
1.04 
0.57 
1.70 

0.38 

0.96 
0.70 
0.74 
1.13 



1.00 



1.08 
0.73 
0.51 
1.16 
0.48 



o.ao 

0.09 
0.11 



0.16 

0.90 
0.10 

0.97 
1.59 
0.03 

0.10 
0.15 



0.06 
0.01 
0.05 

T 
T 



0.02 






20 







21 



T 

0.02 
0.12 



0.05 



0.21 

* 

0.12 
0.02 

T 
T 



22 



23 



0.17 

0.20 
0.01 



0.02 
0.43 



0.05 



0.03 
0.06 

• • 



0.10 



0.03 0.10 



0.06 



0.06 
0.08 



0.15 0.14 



01 0.08,0.03 







. . ' . • 



T 
T 



T 
T 



T 



0.03 

T 

0.06 



0.01 



0.02 



. . 0.08 



01 







06 







08 

T 



T 
T 



0.10 
T 






T 

0.01 



0.03 
0.01 



0.03 

T 



24 25 26 27 



01 







02 



0.17 



0.07 0.05 
0.03 



0.25 



0.20 
0.04 
0.12 

0.11 



0.11 
0.03 

T 
T 

0.10 
0.02 
0.07 
0.10 



0.25 
0.10 
0.11 



0.14 
0.25 
0.16 



0.11 
0.12 
0.06 



28 



29 



0.55 



0.14 
0.02 
0.54 
0.06 



0.03 
0.10 
0.18 
0.56 



0.10 
0.05 

0.08 



lO.OG 



0.20 0.22 

o.o5 



0.07 



0.02 



0.17 
0.23 
0.25 



0.09 
0.07 



0.01 



0.01 



• • 



30 31 



0.05 
0.25 
0.28 



0.44 

0.80 
0.91 
0.58 



0.61 



• • 



0.02 



0.23 



0.04 
0.01 



0.16 



a.38 
0.26 
0.20 

0.07 



0.85 

0.10 

« 

0.05 



0.78 
0.26 
0.49 
0.42 



0.14 0.24 
0.50 



0.80 

0.51 
0.55 
0.25 

0.66 
0.66 
1.31 



0.50 
0.17 
0.78 
0.64 

0.03 
0.19 



0.06 



0.03 

T 

0.57 
0.04 



0.05 

T 
T 

0.31 
0.35 
0.03 

0.88 
0.34 
0.02 



1.04 



0.46 



0.01 



0.03 



0.04 



0.45 0.05 0.32 

0.18 0.02 

0.74 0.01 

0.30 0.53 



0.07 
0.41 
0.35 



0.49 



0.01 
0.01 



1.08 0.05 
0.20 T 



0.06 



• • 






T. Trace, when precipitation is less than 0.01 incn. 
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DAILY PRECIPITATION AT CERTAIN STATIONS 



No. 
1 


Stations. 


1 


2 


3 


4 

0a37 


5 


6 


7 

• • 


8 


9 


10 


u 


12 

0.03 


13 


14 

• 


St.John,N.B. . . 


. • 


0.06 


. . 


• # 


• . 


• • 


• • 


. . 


4 


Eastport, Me. . • 
Bar Harbor .... 


. • 


. • 


0.30 


Oa29 














. . 


0.04 




T 


2 


• . 


• • 


0.21 


0.30 














. . 


T 






5 


Fairfield 


• . 


0.08 


• 


0.38 














• • 


. . 






8 


Belfast 


T 


• 


0.15 


0.20 














. . 


T 






7 


Kent's HUl . . . . 


. • 


T 


• 


0.35 














. . 


T 






8 


LewistoD 


• . 


0.70 


Oa20 


0.20 














a . 


0.85 






12 


Portland 


T 


0.01 


. a 


0.54 














a . 


T 






51 


Stratford, N.H. . 


. . 


. • 


• 


0.90 














a . 


0.05 






34 


Berlin Mills . . • • 


. . 


. • 


• 


0.84 














0.21 


. . 






47 


North Conway . . 


. * 


. . 


0a45 


. • 














. . 


x 






49 


Plymouth 


0.25 


. . 


0.47 


0.38 














. . 


• • 






39 


Hanover 


. • 


. • 


. • 


• • 






















40 


Lake Village . . • 


0.13 


0.03 


0.66 


. a 














. . 


• • 






37 


Concord 


0.21 


0.14 


0a20 


0.35 














. . 


• • 






52 


TValpole 


. • 


0.30 


• 


0.30 














. . 


0.01 






45 


Nashua « 


• • 


0.05 


0.75 


0.36 














. • 


a . 






78 


Lunenburgh, Vt. . 


. • 


• • 


. . 


0a65 














. . 


0.18 






73 


Burlington .... 
Northfield 


. . 


. • 


0.26 


a a 














• 


0.10 






82 


0.01 


• . 


0.02 


0.18 














0.05 


0.11 






75 


Cornwall 


1.06 


. . 


• 


0.44 














• 


0.49 






74 


Chelsea 


0.18 


T 


• 


0.47 














0a24 


0.05 






85 


Vernon 




0.95 


a a 


0.85 
















0.02 






77 


Jacksonville. . . . 




0.15 


• 


1.17 
















T 






159 


Salem, Mass. . . . 




• 


Oal9 


0.43 






















149 


Newbury port . . . 




0.25 


a a 


0.76 






















104 


Blue Hill 


T 


0.32 


OaOl 


0.42 
















T 






122 


Framingham . . . 




0.40 


. a 


0.35 






















120 


Fitchburff 

GilbertviTle .... 




0.07 


0.01 


0.91 






















123 




1.42 


0.03 


0.96 






















152 


N^orthampton . . . 




1.18 


0.07 


1.09 






















134 


Ludlow 




1.10 


OalO 


0.65 






















155 


Provincetown . . , 




a . 


T 


0al8 






















146 


Nantucket .... 




0.02 


























114 


Cotuit 




• . 


• . 


0a30 






















153 


Plymouth 




a . 


a . 


0al6 






















148 


New Bedford . . , 




0.02 




0.09 






















163 


Taunton 




T 


a a 


0.32 






















202 


Bristol, R. I. . . . 




T 


. . 


0.05 






















207 


Providence .... 




0.05 




0.27 






















201 


Block Island .... 




0.03 


0a03 


• • 






















233 


Voluntown, Conn. 




• • 





0.02 
















T 






229 


New London . . . 




T 


0.03 


0al5 
















0.30 






224 


Hartford 




0.04 


a . 


0a54 






















234 


Wallingford .... 




0.40 


. . 


a a 
















• • 






235 


Waterbury .... 




0.39 


a a 


0.08 






















230 


Shelton 




a a 


a . 


a a 
















• • 






251 


Albany, N.Y. . . 


0.06 


0.36 


0al2 


0.08 














T 


0.02 






258 


Poughkeepsie . . . 


. . 


. a 


• • 
























253 


Carmel 


* • 


0.47 










T 










• • 






255 
256 


New York . • . . 
Setauket 


. a 


0.63 


0.08 

0a07 


• • 

# • 


0.02 

a . 




0.36 

0a28 








. a 


0.03 

• • 







• PrecipiUtion incladed in that of following day. 



SELECTED GEOGRAPHICALLY.— JUNE, 1891. 
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No. 



4 
2 
5 
3 

7 

8 

12 

51 
34 
47 
49 
39 
40 
87 
52 
45 

78 
73 
82 
75 
74 
85 
77 

159 

149 

104 
122 
120 
123 
152 
134 
155 
146 
114 
153 
148 
163 

202 
207 
201 

233 
229 
224 
234 
235 
230 

251 
258 
253 
255 
256 



15 



0.06 



16 



0.44 

0.07 
0.03 
0.08 



T 

0.25 
0.05 

• • 



0.40 



0.73 
0.31 
0.28 



0.10 






0.05 



0.10 

T 






0.32 

T 



17 



0.66 
0.02 

T 



T 

« 

0.18 
0.08 



0.05 
0.36 



0.25 

0.09 



0.31 
0.13 
0.47 
0.30 
0.05 



0.15 

T 

T 

0.08 
0.15 



T 



« 

0.02 

T 

0.28 
0.20 
0.25 
0.05 



0.12 



0.53 
0.07 
0.15 



18 



0.15 
0.11 
0.27 

0.28 
0.25 
1.21 
0.76 



19 



0.02 



0.82 
0.10 
0.87 
0.55 

0.76 



0.18 
0.49 
0.61 

0.65 
0.75 



0.84 

1.74 

* 

0.83 
1.15 
1.85 
0.88 
1.02 
0.23 

0.49 

* 

0.76 

0.52 

0.12 

0.60 
0.35 
0.68 
0.16 
0.17 



1.79 



0.80 



0.02 
0.08 
0.58 



0.06 

1.21 
0.11 
0.14 

0.04 
0.13 
0.09 
0.10 

T 

0.18 



0.73 
0.03 

0.07 

0.31 

0.20 
0.16 
0.23 
0.05 
0.23 



20 



0.02 



0.25 
0.02 
0.60 



0.33 
0.13 

T 



0.05 
0.08 

T 

0.37 
1.12 

0.07 

0.1*0 
0.17 
0.28 
0.10 
0.97 
0.13 
0.20 

« 

0.82 
0.15 

0.10 
0.22 

• • 

T 

0.03 



21 






22 



0.04 

0.75 
0.97 
1.22 

» 
0.57 



0.53 



0.40 



0.02 
0.10 
0.05 



0.03 



* 
0.01 

T 

0.10 



0.42 



0.10 
0.02 
0.07 
0.15 
0.01 



0.01 



0.08 
0.05 



0.57 
1.52 



0.28 
0.51 
0.22 
0.04 
0.52 



0.95 



1.27 

2.05 
1.73 
1.20 
1.47 
1.23 
1.17 
0.52 
0.75 
0.64 
1.28 
0.62 

0.52 
0.70 

0.09 



23 



0.99 
2.54 
0.50 
1.69 
0.82 
0.12 
0.29 

0.26 
0.75 
0.63 



1.33 



0.11 



0.05 
0.04 
0.10 



T 

0.02 



0.01 



2.34 
1.06 

0.85 
0.57 
0.13 
0.03 
0.16 



0.04 



0.19 
0.06 
0.06 



0.03 
0.69 
0.07 
0.92 
0.10 

T 



0.11 

0.10 
0.05 



24 



25 



0.53 0.44 







0.02 



0.06 

T 



81 
01 
27 
21 



.01 

T 







01 



26 



* 

* 

0.82 
0.13 

T 



























07 



25 



30 



01 



01 



21 



24 



27 



T 

0.67 
0.96 

• • 

T 

0.06 



28 

0.42 

0.26 
0.58 
0.03 
0.05 
0.08 
0.03 
0.02 



29 

0.19 

0.17 
0.06 
0.02 
0.07 
0.08 
0.15 
0.24 



0.15 



T 

0.02 

T 



T 
T 



0.03 
0.03 

T 



0.01 



0.01 
0.03 



0. 

0. 

0* 



04 
09 

1*2 



0.04 
0.03 
0.07 
0.06 
0.04 
0.02 



T 

0.02 



T 

0.28 
0.19 
0.35 
0.02 



0.40 



0.01 







.01 



30 



31 



0. 



02 








.01 
.03 
,02 
.03 



T. Trace, when precipitation is less than 0.01 incn. 
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DAILY PRECIPITATION AT CERTAIN STATIONS 



No. 

1 

4 
2 
5 
3 
7 
8 
12 

51 
34 
47 
49 
39 
40 
37 
52 
45 

78 
73 
82 
75 
74 
85 
77 

159 
149 
104 
122 
120 
123 
152 
134 
155 
146 
114 
153 
148 
163 

202 
207 
201 

233 
229 
224 
234 
235 
230 

251 
258 
253 
255 
256 



Stations. 



St. John, N. B, 



Eastport, Me. 
Bar Harbor . 
Fairfield . . . 
Belfast . . . 
Kent's II ill . 
Lewistoii . . 
Portland . . 



Stratford, N.Jf. 
Berlin Mills . . 
Norili Conway 
Plymouth . . 
ilanover • . 
Lake Village 
Concord. . , 
Walpole . , 
Nashua . • • 

Lunenburgli, Vt 
Burlington 
Northtield . 
Cornwall . 
Chelsea . . 
Vernon . . 
Jacksonville 

Salem, Mass 
Newhuryport 
Blue Hill . 
Fraiuingham 
Fitcliburff . 
GilbertviTle 
Northampton 
Ludlow . . 
Provincetown 
Nantucket 
Cotuit . . . 
Plymouth . 
New Bedford 
Taunton . . 

Bristol, R.I 
Providence 
Block Island 



Voluntown, Conn. 
New London 
Hartford . . 
VVallingford . 
Waterbury . 
Shelton . . . 

Albany, N.Y. 
P6ughkeepsie 
Carmel . . . 
New York . 
Setauket . . 



8 



10 ' U ' 12 I 13 I 14 







01 



0.36 



. . 0.64 
. . 10.48 

1.35 O.IO 
. . 0.30 
• • . • 

0.10 0.33 
. . 10.36 



0.10 



T 



0.53 0.04 
0.26 0.54 



0.25 

• 



T 
T 



• • 
T 

0.03 
0.01 

T 

T 
T 



T 
0.01 

0.03 
0.05 
0.06 



0.02 
0.17 
0.09 
0.10 
0.05 



0.26 
0.17 



T 

a 

T 



0.33 
0.68 
0.87 
0.55 
0.59 
0.42 
0.69 
0.53 
0.36 



0.08 

T 

0.03 



0.03 j 
0.04 



0.02 
. . 

T 



0.02 



0.10 







0.35 
0.42 

0.44 0.07 
0.11 j 0.54 
0.6010.16^0 
0.50 . . 
0.51 0.09 







0.26 
0.30 
0.39 
0.19 
0.22 
0.30 
0.30 
0.25 
0.32 
0.21 
0.14 
0.15 
0.26 
0.23 

0.23 
0.47 
0.66 

0.25 
0.30 
0.14 
0.36 
0.25 



0.48 

0.21 
0.20 
0.64 



T 

0.09 
0.15 



0.02 



0.04 
0.55 



. 



02j . . 

« 



0.98 



0.90 
1.59 
. 1 0.41 . . 
T i . . 0.63 

. I . . . . I 
08 0.02 0.85 < 
03 T 1.42 



. . 10.40 
0.50 
0.65 
0.35 < 0.46 
. . 0.56 
0.701 . . 
0.84, . . 
• 10.62 
0.52 0.24 



04 



05 
26 
01 

02 

03 



* * 



01 



02 



0.031 

0.69) 

• i 

1.00' 
0.30 

« 

0.20 
0.15 

0.61 
0.31 
0.68 
0.30 
0.11 
0.01 



0.21 

0.04 

0.25 
0.14 
0.46 

0.52 

« 



0.52 
0.60 
0.21 



0.60 

0.66 

0.73 
0.70 
0.48 
0.70 
0.35 
0.98 
0.24 
0.75 
0.59 
0.44 
0.65 
0.76 
0.63 
0.60 

0.83 
0.61 
0.70 

0.35 
0.37 
0.20 
0.17 
0.65 



0.03 



0.02 



T 

0.40 
1.32 
0.84 
0.23 
0.44 
0.23 

0.23 
0.21 

0.58 

0.15 
0.15 

. . 

o.or 



0.20 0.02 

0.04 0.17 

* 0.48 

0.08 0.50 

0.05 0.33 



0.27 
0.14 











28 







.01 



08 



T 

0.01 



T 
T 

0.04 
0.08 



1.23 
0.05 
0.02 

T 



* Precipitttion included in that of followin^^ day. 



SELECTED GEOGRAPHICALLY.— JULY, 1891. 
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No. 


15 


16 


17 


18 


19 


20 


21 22 

1 


23 


24 


25 


26 


27 


28 


29 


30 


31 


1 


• • 


t 
0.50 


. . 


. . 


0.52 


0.03 


0.15 


. . 


• • 


» 


0.78 


. • 


. . 


. . 


. • 


. . 


4 


• • 


0.06 




. . 


0.21 


• • 


0.21 






0.08 


0.34 


0.03 


. « 




0.02 


0.02 


. . 


2 


» 


0.11 




. • 


0.34 


• • 


0.40 






1.06 


0.28 




. . 




0.10 


. . 


. . 


5 


0.86 


• • 




» 


0.58 


• • 


. . 






0.89 


0.23 




0.10 




. . 


. . 


0.08 


3 

7 
8 


0.30 


• • 




• * 


0.50 


• • 


T 






0.83 


0.87 




0.70 




T 


. . 


0.03 


1.05 


0.20 




0.01 


0.77 


• • 

• • 


0.02 






0.95 


0.10 




0.50 




0.01 


0.05 


0.20 


12 


1.32 


0.02 




T 


0.27 


• • 


0.05 






0.52 


0.29 




0.02 


T 


0.17 


0.02 


0.25 


61 


0.25 


• . 




» 


0.78 


0.51 


. • 






1.40 


0.28 




. . 




0.29 


0.44 


. . 


84 


0.37 


• • 




0.33 


. . 


. . 


. . 






0.73 


• . 


0.1*2 


. . 




. . 


0.26 


. . 


47 


• • 


• • 




m 


2.65 


• « 


. . 




• • 


0.37 


. . 




• . 




0.25 


« 


0.60 


49 


0.05 


• • 




0.12 


2.20 


. . 


• . 






0.72 


0.06 




. • 




0.58 


0.13 


0.36 


39 


0.26 


• • 




0.01 


1.00 


• . 


. . 




T 


0.45 


• . 




. . 




0.06 


. . 


1.38 


40 


2.05 


• • 




0.72 


. . 


. . 


0.03 






1.17 


. • 




. . 




• • 


0.52 


• . 


37 


0.19 


• • 




0.52 


0.09 


• . 


. . 






0.29 


0.08 




. . 




0.07 


0.44 


0.10 


62 


0.40 


• • 




» 


0.62 


» 


0.30 






0.60 


. . 




. . 




« 


« 


1.66 


45 


0.12 


• • 




0.27 


0.04 


• . 


• • 






0.28 


. . 




. . 




0.81 


0.31 


0.31 


78 


0.92 


0.05 




« 


0.78 


0.12 


. . 




0.25 


0.75 


0.66 




0.06 




. • 


0.40 


. * 


73 


0.02 


« • 




« 


0.38 


. . 


. . 




0.01 


0.55 


0.25 


0.1*1 






• • 


0.31 


. . 


82 


0.02 


t • 




0.04 


0.20 


0.04 


0.02 




T 


0.95 


0.03 








T 


0.20 


0.14 


75 


0.02 


• * 




• • 


0.71 


• • 


. . 




0.10 


0.80 


0.09 








• • 


1.01 


. . 


74 


T 


T 




» 


0.60 


0.04 


. • 




T 


0.65 


0.81 








T 


« 


0.45 


85 


0.22 


• . 




1.00 


. . 


t . 


. . 






0.55 


. • 








0.66 


» 


1.01 


77 


0.72 


• • 




0.32 


1.46 


0.76 


• • 






0.62 


• • 








0.05 


0.60 


1.33 


159 


• • 


0.03 




« 


0.22 


• . 


. . 






0.29 


0.02 








0.71 


. . 


0.74 


149 


0.03 


0.01 




0.14 


0.33 


• . 


. • 






0.21 


T 








1.34 


0.01 


0.31 


104 


T 


0.04 




0.08 


0.08 


. . 


• • 






0.86 


0.02 






T 


0.14 


T 


0.40 


122 


0.04 


• . 




« 


0.26 


. . 


. . 






0.57 


• . 






« 


0.79 


. . 


0.52 


120 


0.14 


• . 




0.64 


0.10 


. . 


• • 






0.46 


T 






. • 


0.78 


0.09 


0.56 


123 


0.16 


0.02 




0.63 


0.50 


0.16 


. . 






0.54 


0.44 






. • 


0.46 


0.16 


0.56 


152 


0.13 


• • 




0.84 


. . 


. . 


. • 






0.47 


• • 






. . 


1.16 


1.70 


• . 


134 


0.2U 


. • 




1.00 


0.52 


. . 


• . 






0.50 


0.25 






0.10 


1.00 


0.20 


0.75 


155 


• • 


0.08 




T 


* * 


T 


. . 






0.93 


. . 






T 


T 


T 


0.39 


146 


• • 


0.11 




• . 


. . 


• • 


0.11 






0.21 


• • 






. . 


. . 


. . 


0.47 


114 


• • 


0.12 




0.05 


. . 


0.03 


• • 






0.10 


• . 






• . 


T 


T 


0.23 


153 


• • 


0.17 




T 


. . 


• . 


. . 






0.76 


• • 






• . 


0.06 


« 


0.42 


148 


• • 


0.47 




« 


0.04 


0.03 


0.01 






0.17 


• • 






* . 


0.02 


. . 


0.09 


163 


0.02 


0.17 




0.07 


. . 


• • 


• • 






0.70 


4 . 






. . 


0.07 


0.02 


0.13 


202 


• 


0.45 




« 


0.08 


. • 


• . 






0.16 


. . 




T 


• . 


• • 


» 


0.31 


207 


« 


0.23 




« 


0.15 


. . 


. . 






1.44 


T 




• . 


. . 


0.02 


» 


0.18 


201 


• • 


0.57 




0.02 


. • 


• • 


0.01 






0.08 


0.01 




• • 


. . 


0.01 


0.04 


0.58 


233 


0.18 


* . 




0.16 


0.08 


. • 


• • 






1.00 


• . 




. . 


0.04 


T 


0.10 


T 


229 


0.27 


0.75 




0.17 


. . 


. . 


0.01 






0.77 


• • 


0.10 


• . 


0.04 


0.11 


0.09 


0.02 


224 


0.34 


* . 




1.24 


0.06 


• . 


• • 






0.28 


T 




. . 


0.36 


0.78 


0.03 


0.45 


234 


• • 


. • 




1.86 


. . 


. • 


. • 






0.55 


0.25 




• . 


0.52 


1.07 


0.08 


. . 


235 


0.23 


. . 




« 


0.82 


. . 


0.01 






0.35 


0.17 




. . 


0.22 


0.40 


0.75 


0.17 


230 


* • 


. . 




. . 


. . 


. . 


. • 






• • 


• . 




. . 


• • 


• . 


. . 


. • 


251 


0.79 


• . 




0.18 


0.56 


0.92 


0.02 






1.10 


0.20 


T 


0.26 


• • 


0.02 


1.24 


0.03 


258 


• • 


• • 




0.09 


0.42 


. . 


• • 






0.28 


• • 


0.19 


. • 


0.06 


1.08 


0.08 


0.88 


253 


0.40 


• . 




0.41 


. * 


. . 


. • 






0.39 


0.29 


. . 


• . 


0.17 


0.87 


0.29 


• . 


255 


0.07 


0.02 




0.48 


0.01 


. . 


. • 






0.61 


T 


. . 


T 


0.46 


0.27 


1.00 


0.02 


256 


T 


. • 




3.21 

1 


. . 


• . 


• . 






0.74 


0.06 


. . 




0.06 ' 0.08 

! 


0.27 


0.08 



T. Trace, when precipitation is less than 0.01 incn. 
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DAILY PRECIPITATION AT CERTAIN STATIONS 



No. 

1 

4 
2 
5 
8 

7 

8 

12 

51 
34 
47 
49 
89 
40 
87 
52 
45 

78 
73 
82 
75 
74 
85 
77 



Stations. 



St. John, N. B. 



Eastport, Me. 
Bar Harbor . 
Fairfield. . . 
Belfast . . . 
Kent's Hill . 
Lewiston • . 
Portland . . 



Stratford, N.H. 
Berlin Mills . . 
North Conway 
Plymouth . . 
Hanover . . 
Lake Village 
Concord . . . 
Walpole . • 
Nashua . . . 



Lunenburgh, Vt 
Burlington . 
Northfield. . 
Cornwall . . 
Chelsea . . . 
Vernon . . . 
Jacksonville. 



159 Salem, Mass. 
149 ! Newhuryport 
104 Blue Hill 
122 
120 



Northampton 
Ludlow . . . 
Provincetown 
Nantucket . 
Cotuit .... 
Plymouth . . 
New Bedford 
Taunton . . . 



Pramingham 
Ki tell burg . , 

123' GilbertviTle . 

152 

134 

155 

146 

114 

153 

148 

163 

202 
207 
201 

233 
229 
224 
234 
235 
230 

251 
258 
253 
255 
256 



Bristol, R.I. 
Providence . 
Block Island 



Voluntown, Conn 
New London 
Hartford . . 
Wallingford . 
Waterbury . 
Slielton . . . 



Albany, N.Y. 
Poughkeepsie 
CaiTnel . , . 
New York . 
Setauket 



• • • 



0.20 



0.02 

T 



0.85 
0.15 



0.08 



0.05 
0.01 







35 



0.60 
0.21 



0.07 



0.05 



0.15 



0.07 

0.03 
0.07 
0.08 
0.24 
0.06 



0.21 



T 

0.30 
0.03 

0.08 



0.02 



0.12 



0.18 
0.10 



0.01 
0.08 



5 6 



0.08 



0.10 
0.03 



0.18 



0.05 



0.04 
0.15 
0.26 



T 
T 



0.02 



0.02 



0.25 

T 






T 

0.08 







09 



7 ! 



8 



9 



T 
T 



0.85 

T 
0.11 



0.10 



0.01 



T 







T 

0.01 



0.02 



0.71 



0.12 

0.08 
0.18 



03 
15 



02 



T 
T 



0.06 



0.44 

0.08 

0.28 
0.48 
0.03 
0.07 



0.18 



0.08 



0.15 
0.12 



0.30 



0.10 
0.07 
0.05 



0.07 



0.04 
0.02 
0.01 



0.15 

0.18 
0.26 

0.11 
0.02 























93 



02 

T 



16 



07 



02 



0.80 



0.05 

T 
T 



0.03 



T 

T 

0.01 



T 

0.06 

T 



















04 



02 



12 



01 



10 U 12 I 13 14 



T 
T 























0.14 



T 
T 
























01 



03 



10 
08 
03 



01 



12 



12 











01 



16 







0.65 



1.13 0.10 

0.28 . 



0.48 



0.23 . 



0.56 



15 0.67 
50 ; 1.80 



07 



0.10 



48 0.58 
1.02 
41 



60 



0.60 



0.01 
0.01 



0.37 
0.72 
0.05 
0.93 
0.05 



0.05 
0.19 



02 



22 



03 



38 



0.18 
0.09 
0.87 

0.45 



1.12 

T 



0.60 
0.22 
0.03 
0.10 



0.04 
0.01 



0.03 



0.01 



0.06 0.04 
0.05 




























03 
22 



03 



02 
02 

04 
04 



10 



Precipitation included in that of following day. 



SELECTED GEOORAPHICALLT.— AUGUST, 1891. 
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No. 


15 


16 


17 


18 


19 


20 


21 


22 

0.96 


23 


24 


25 


26 


27 


28 


29 


30 


31 


1 


O.ll 


• • 


0.15 


0.13 


• • 


• • 


. . 


0.54 


. • 


• 


• 


1.74 


. . 


• • 


4 


0.04 


0.02 


• • 


0.02 






0.05 


1.33 


1 • • 


0.03 


. • 


• . 


0.71 


0.14 


0.40 


. . 


. . 


2 


0.35 


• • 


0.16 


0.14 






0.01 


0.80 


1 

• • 


. . 


0.02 






» 


0.67 


0.02 


• . 


• . 


5 


1.48 


• ■ 


• • 


0.14 






. • 


0.78 


• • 


• • 


• • 






. 


0.98 


. . 


. . 


• . 


3 

7 
8 


0.45 


• • 


• • 


0.22 






T 


0.35, . . 


T 


• • 






• 


1.69 


• . 


. . 


. * 


0.53 


0.03 


• • 








• • 


0.1*2 


1 • • 
1 

• • 


T 


• • 






0.59 


0.78 




• • 


. * 


12 


0.01 


0.17 


T 


• • 






. . 


0.10 


• • 


0.04 


0.02 






0.10 


0.54 


0.01 


. . 


0.06 


51 


0.57 


... 


0.05 


0.25 






0.28 


• • 


. • 


• • 


• . 






. . 


. • 


0.32 


. . 


. . 


34 


0.55 


• • 




• • 






1.80 


• . 


0.05 


• • 


0.07 






0.17 


0.17 




. . 


. . 


47 


• • 


0.85 




. • 






• 


1.93 


• • 


1.07 


• • 






« 


1.14 




. • 


. • 


49 


1.18 


• • 




• • 






0.32 1.69 


• • 


0.45 


• • 






0.78 


0.64 




* . 


. . 


39 


0.72 


0.13 




0.06 






0.40 


• • 


• • 


0.04 


. . 






0.64 


0.98 




. . 


. . 


40 


0.90 


• . 




0.04 






0.15' . . 


• • 


« 


0.19 






1.01 


0.84 




. . 


. • 


37 


0.98 


0.04 


1 


0.35 






. • 0.31 


• • 


0.08 


. • 






0.21 


0.83 




. . 


0.02 


52 


1.73 


• . 




• 


0.05 




• 


0.38 


• • 


• • 


0.30 






1.65 '0.87 




0.05 


. . 


45 


0.44 


• • 




T 






T 


0.28 


• • 


0.05 


. • 


T 


0.09 


0.61 




0.02 


0.03 


78 


0.90 


0.11 


0.40 


• • 






0.40 


• • 


• • 


• • 


• • 


• 


» 


0.60 




0.08 


• • 


73 


0.01 


T 


0.14 


• • 






0.57 


• • 


0.10 


0.13 


• 


• • 


0.32 


• . 




. . 


. • 


82 


1.75 


0.03 


0.28 


• • 






0.25 


0.02 


T 


0.84 


0.06 


» • 


0.14 0.18 




. . 


0.06 


75 


1.96 


• • 


• • 


0.03 






0.04 


• • 


0.12 


0.15 


• . 


• • 


1.20 


0.40 




. . 


• . 


74 


1.70 


» 


0.18; 0.02 






0.48 


0.05 


• • 


0.04 


• • 


T 


» 


0.54 




T 


0.02 


85 


0.95 


• • 


• • 


0.10 






0.45 


. • • 


• • 


• • 


. 


• • 


1:05 


0.45 




* . 


. . 


77 


1.48 


• • 




0.11 






« 


0.24 


• • 


0.48 


0.10 


• • 


0.77 


0.53 




0.03 


08 


159 


0.48 


• • 




• • 






• • 


0.43 


• • 


• • 


• . 


• • 


T 


1.30 




0.21 


0.08 


149 


0.19 


0.01 




• • 






• • 


0.33 


• • 


0.04 


• • 


T 


0.13 


0.45 


0.36 


0.04 


0.09 


104 


0.69 


T 




T 


T 




T 


0.72 


• • 


0.02 


T 


• • 


0.09 


1.77 




0.54 


0.20 


122 


0.74 


• • 




• • 






• • 


0.73 


0.19 


• • 


. • 


a . 


• 


1.69 




« 


0.32 


120 


0.90 


• • 




. • 






T 


0.34 


• • 


0.16 


0.03 


0.01 


0.26 


0.51 




0.05 


0.03 


123 


0.53 


• • 




T 






T 


1.12 


• . 


0.31 


0.03 


0.04 


0.15 


0.17 




0.15 


T 


152 


0.52 


• • 




0.47 






• • 


• • 


1.08 


0.36 


. . 


. • 


0.36 


0.94 


0.03 


• . 


. . 


134 


0.65 


. • 




0.15 






• • 


1.05 0.40 


T 


. • 


0.05 


0.25 


0.40 




0.15 


0.05 


155 


0.05 


• • 




T 






• • 


T 


• • 


T 


• . 


T 


1.12 


1.16 




0.70 


0.30 


146 


0.28 


. • 




• . 






• • 


0.04 


• • 


0.89 


. • 


• • 


0.19 


. . 




1.57 


0.18 


114 


0.09 


• « 




. . 




T 


• • 


• • 


• • 


0.67 


• • 


. • 


1.49 


0.04 




» 


1.70 


153 


0.22 


• • 




. . 






• • 


0.12 


• • 


* • 


• • 


• 


• 


0.77 




• 


1.75 


148 


0.46 


• • 




• • 






• • 


0.03 


« 


0.03 


• • 


« 


• 


0.35 


• 


• 


0.84 


1G3 


0.61 


• • 




• • 






• • 


0.10 


• • 


0.02 


• • 


T 


0.45 


1.02 




• 


0.06 


202 


0.36 


• • 




• * 






• • 


0.07 


• • 


0.03 


• • 


« 


0.45 


0.22 




• 


0.55 


207 


1.08 


• • 




• • 






. • 


0.76 


• • 


0.05 


T 


• 


0.51 


2.24 




» 


0.46 


201 


1.15 


• • 




• . 






. . 


0.06 


• • 


• • 


• • 


. • 


0.25 


0.08 




0.85 


0.65 


233 


0.80 


T 




. . 






• • 


0.80 


T 


0.30 


• • 


0.30 


0.11 


1.43 


T 


0.50 


0.02 


229 


0.70 






T 






• • 


0.35 


• • 


0.15 


T 


0.41 


0.21 


2.24 


T 


0.65 


0.02 


224 


1.54 






0.04 






T 


0.61 


. • 


0.30 


• • 


T 


0.40 


. . 


0.61 


0.37 


T 


234 


0.30 




0.02 


• . 






0.73 


• . 


• • 


0.93 


• . 


. . 


« 


0.23 


. • 


0.70 


• . 


235 


0.59 






0.10 






« 


0.88 


* 


0.66 


. . 


0.03 


0.01 


0.22 


. • 


0.30 


. . 


230 


. . 






■ • 






• • 


. . 


. . 


• • 


■ . 


. * 


. . 


. . 


. . 


. . 


. . 


251 


1.45 






0.37 


0.01 


. . 0.08 0.02 


T 


0.70 


0.02 


• • 


1.92 


0.16 


. . 


0.02 


0.02 


258 


0.01 

1 






1.23 . . 




. . 1.15 


. . 


1.08 


. . 


. . 


0.01 


0.26 


• • 


0.25 


. • 


253 


0.31 






0.17 


. . 




* ,1.44 


« 


2.02 


. . 


0.37 0.21 


• . 


0.11 


. . 


255 


0.45 






0.14 


0.01 


. . 0.01 0.03 


T 


3.20 


• • 


0.03 


0.02 0.14 


. . 


0.47 


0.03 


256 


0.30 




1 


T 


• « 




. . 


0.17 


. • 


0.16 


• . 


0.14 


0.03 


1.14 


T 


0.79 


T 



T. Trace, wheu precipitation is less than 0.01 inch 
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DAILY PRECIPITATION AT CERTAIN STATIONS. 



No. 



1 

4 
2 
6 
8 
7 
8 
12 

51 
34 
47 
49 
39 
40 
37 
52 
45 

78 
73 
82 
75 
74 
85 
77 

159 
149 
104 
122 
120 
123 
152 
134 
155 
146 
114 
153 
148 
163 

202 
207 
201 

233 
229 
224 
234 
235 
230 

251 

253 
255 
256 



Stations. 



St. John, N. B, 



Eastport, Me. 
Bar llarbor . 
Fairfield . . . 
Belfast . . . 
Kent's Hill . 
I^ewiston 
Portland 






Stratford, N.IT 
Berlin Mills . . 
North Conway 
Plymouth . . 
Hanover • . 
Lake Village 
Concord . . . 
Walpole . . 
Nashua . • • 



Lunenburgh, Vt 
Burlington . 
Northfield . , 
Cornwall . . 
Chelsea . . . 
Vernon . . . 
Jacksonville 

Salem, Mass. 
Newburyport 
Blue Hill . . 
Framingham 
Fitchburg . . 
Gilbertville . 
Northampton 
Ludlow . . , 
Provineetown 
Nantucket . . 
Cotuit .... 
Plymouth . . 
New Bedford 
Taunton . . • 

Bristol, R. I. 
Providence . 
Block Island . 



Voluntown, Conn. 
New London 
Hartford . . 
Wallingford . 
Waterbury . 
Shelton . . . 

Albany, N.Y. 
Poughkeepsie . 
Carmel .... 
New York . . , 
Setauket . . . 



12 



6 



8 



9 10 U 12 13 i 14 






T 

0.08 
0.22 
0.13 

0.1*3 
0.12 



0.10 

» 

0.37 
0.68 

0.1*2 
0.17 
0.05 

0.58 
0.05 
0.20 
0.65 
78 
0.05 
0.39 

0.15 
0.16 
0.15 

0.07 
0.07 

• • 
0.05 
0.06 
0.08 
0.09 

T 

0.01 
0.12 

0.04 

T 

0.01 



0.03 

T 



0.19 



0.02 

T 



0.95 
0.15 



















23 



25 

20 



02 



35 
15 



0.06 

T 




























17 



09 



2 



. . 0.15 1.56 

• • * 1.55 

• I • 0.92' 
T 0.49 0.79, 

0.01 0.28 0.14 

0.03 0.33 0.45 

• 0.25 
0.32 • 0.50 



0.10 0.30 
0.49 • . 







32 
57 
06 
20 
06 



0..56 0.46 

• I • 
0.22 0.25 



0.36 



0.37 
0.51 



01 



0.31 
0.25 

0.18 

« 

0.20 
0.32 

0.12 
0.09 
0.24 

0.18 

0.39 
0.35 

T 

0.77 



0.20 

0.05 
0.21 
0.54 
0.10 
0.22 

0.17 
0.09 
0.18 
1.87 
0.24 
0.04 
0.32 
0.40 
0.48 
0.10 
1.90 

0.18 







0.01 I 



0.06 

1.56 
0.70 
2.95 

0.86 
0.57 

0.25 
1.95 
2.32 
2.43 
2.00 
1.53 
1.02 







46 
47 

T 



04 







01 



• 0.63 0.97 

• * ,2.53 
0.14 0.63,0.78 



. I 



18 



29 



0.50,2.10 
0.80 '0.42 
0.96 0.95 
1.04 2.57 
0.90 0.12 



0.47 
0.75 
0.13 
1.21 
1.18 



0.40 



0.44 
0.96 



1.28 
1.20 
2.02 
0.08 
0.37 



0.04 
0.94 















20 



10 



01 













0.39 

0.18 
0.41 
0.11 

T 



T 

04 ' 0.49 



0.20 



29 . , 

92 

15 



0.04 

T 

0.20 
0.20 



T 
T 











05 

1*6 
25 



01 



43 



0.03 
0.02 

O.U 



0.20 
0.2i> 
0.06 
0.27 
0.02 
0.30 



0.11 
0.02 
0.79 
0.11 
0.26 
0.19 

0.05 
0.05 



T 

0.0*2 

• . 

• • 

T 
0.11 



* Precipitation included in that of following day. 
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No. 


15 


16 


17 


18 


19 


20 


21 

0.05 


22 


23 


24 

. a 


25 


26 


27 


28 


29 

0.20 


30 


31 


1 


• • 


• • 


• . 


1.09 


• • 


• • 


• . 


• a 


• • 


• • 


• 


. • 


• t 


4 




• • 


• • 


0.13 




• • 


• • 
















• . 


0.01 




2 




• • 


• • 


0.10 




• • 


0.01 
















• . 


• • 




5 




• • 


0.14 


0.27 




• • 


• • 
















. a 


• • 




8 

7 
8 




• • 


0.02 


0.12 




• • 


T 
















T 


. . 






• • 

• • 


• • 

• • 


0.87 


• • • • 

1 


0.02 




T 




a • 








0.05 


• a 




12 




• • 


• • 


0.21 


0.07 . . 


• • 
















0.20 


. . 




51 




• • 


• • 


0.58 






• • 














. . 


T 


. • 




84 




• • 


0.04 


0.40 






0.04 














0.06 




« • 




47 




• • 


• • 


0.30 






• * 














T 




. • 




49 




• • 


0.09 


0.15 


• • 




0.13 














• . 




• • 




39 




• • 


• • 


0.23 






0.14 














• . 




• • 




40 




• • 


• • 


• • 






• • 








• • 






. . 




• • 




87 


0.01 


• • 


• • 


0.33 






0.14 














. . 


0.18 


• • 




52 


0.12 


• • 


• • 


• • 






• • 




0.07 










. • 


0.10 


a • 




45 


0.05 


• • 


0.02 


0.01 






0.04 














. . 


0.28 


• • 




78 




• • 


• • 


0.71 






0.06 


0.03 












. • 


T 


V « 




73 




• • 


• • 


0.57 






0.31 














• . 


0.57 


a • 




82 




0.02 


• ■ 


0.20 


0.01 


. . 10.10 




• • 










. • 


0.04 


a • 




75 




• • 


• • 


0.71 




• • 1 • • 














. . 


0.20 


• • 




74 


T 


• • 


T 


0.40 






0.14 














• . 


. . 


0.08 




85 




• • 


• • 


0.08 






. . 














. . 


0.20 


• • 




77 




• • 


0.02 


0.15 






• • 






0.08 








. • 


0.08 


• • 




159 




0.02 


« 


0.04 






• . 














. . 


• 


0.05 




149 




T 


0.20 


• • 


0.11 




T 














a . 


0.02 


a a 




104 




0.10 


• • 


• • 






. . 


0.03 


T 










O.Ol 


T 


0.10 




122 


• 


0.11 


• • 


• • 






• . 














a a 


0.10 


• a 




120 




• • 


• • 


• . 


0.14 




• • 














• a 


0.31 


• • 




123 




0.03: . . 


• • 






. . 














a a 


0.30 


a a 




152 




. . ' 0.04 0.03 






0.01 














a a 


1.87 


• • 




134 


T 


• • 


0.02 1 . . 


0.10 




a . 


T 












T 


0.35 


a a 




155 




T 


0.10 


. . 






. . 














T 


0.07 


T 




146 




0.52' . . 


0.02 






• • 














a a 


0.06 


. • 




114 


0.17 


T 


• • 






• * 


. . 












0.04 0.03 


0.10 




153 


• • 


• • 


• • 


0.05 






. . 














T 0.07 


. • 




148 


« 


0.10, . . 






1 


• • 












0.03 


0.04 


• . 




163 


0.02; . . 

i 


• • 








• . 














• . 


. . 


0.10 




202 


• 


0.11 










. . 














a . 


0.01 


0.01 




207 


0.03 


• • 








• . 1 . . 


T 












• a 


. . 


0.16 




201 


• • 


0.08 








1 














a a 


T 


0.04 




233 


0.20 


• . 










. . 




• • 








0.01 


. . 


0.01 


• • 




229 


• • 


0.03 










. . 


. . '0.05 








• « 


0.03 


0.03 


0.01 




224 


T 


0.03 


T 






.... 


T 


0.32 








T 


. . 


0.16 






234 


• • 


. • 








■ • • • 




. . 








. . 


. . 


0.15 






235 


0.06 


• • 










. • 




. . 








• . 


. . 


0.22 






230 


• . 


• • 










. . 




. . 








. . 


. . 


. . 






251 


• • 


0.02 


0.16 








. . 




. . 








. . 


. . 


0.09 






258 


• . 


0.12 


• • 








. . 




0.06 








. • 


. . 


0.09 






253 


0.06 


• . 


• • 








• . 


- 


. . 








. . 


a • 


0.19 






255 


0.09 


• . 


• • 








a . 




. . 






0.11 


0.01 


. . 


0.14 






256 


0.05 


• • 


• • 








. . 




. . 






• • 


a • 


• • 


0.05 







T. Trace, wheD precipitation is less thaD 0.01 inch. 
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DAILT PBECIMTATIOII AT CERTAIN STATIONS. 



No 

1 


Stations. 


1 1 


2 


3 


4 


5 


6 


7 1 


8 


9 


10 u 


12 


13 


14 


St.John^N.B. . • 


1 


1 


. • 


. • 


0.69 


. • . • l.oO 

1 1 1 


• . 


• • 


• • 


. . 


• • 


0.90 


4 


Eastport, Me. . . 
Bar Harbor .... 


. . 


• • 1 


. . 


1 I ' 

. . 0.41 0.02 . . ■ 1.04 . . 




0.02 ..la. 0.95 


2 


• • . . . . 


. . 0.83 . . ! . . 1.80 . . 




T . . . a 1.00 


5 


Fairfield 


• • . . 




1.02 .... 




..... i . . 0.13 


3 


Belfast 




. . 




. . 0.10' . . 


. . 1.53' . . 




• a 1 


. . 


. . 0.551 


7 


Kent's Hill .... 




. . 






* 1.64 . . 


1 

. . . . 


. * 


• . 


. a 


8 


liewiston 


t 




. . O.Ol . . 0.01 1.16 . . 


. . 0.01 . . 


T 


0.44 


12 


rortland 


• • ' . • 




. . 0.04 . . 

1 


T 1.28 . . 


. . 0.01 . . 


a . 


1.17 


51 


Stratford, N.IT. . 










1 


• 0.61 a a 


a a 0.08 . . 


. a 0.131 


84 


Berlin Mills . • • • 


( 






• • • • 


* 0.55 . . 1 . . 


0.18 a . . , '0.181 a a | 


47 


Norih Conway . . 








• • • • 


. . • 0.97 . . 


. a 0.07 . . 


a a 0.621 


49 


Plymouth 








• 0.48 . . 


. . . . 


a • 


♦ 0.151 


89 


Hanover 








1 


• 0.76 . . 




. a 


. . 


a . 




40 


Lake Village . . . 










' 

..!..' 


* 0.92. . . 




a a 


a . 0.71 ' a • 1 


87 


Concord 








1 
. . . . 


. . 0.50 0.45 , , 


. . 1 . a j . . 0.60 0.25| 


52 


Walpole 










. . 


. a 1 * 1.05 . . 


....... * o.iol 


45 


Nashua ••.••• 










• • 


. a 0.30 0.68 . . 

1 1 




T 


a a 0.27 0.161 


78 


Lunenburgh, Vt. . 










. . 


• • 


• 0.13 . , 




0.10 


• • 




. • 


73 


Burlington .... 
NorthfieM 








. . 0.03 . . 


• 1.00. . a 


a . 0.10 . . 




• a 


82 
75 










T 


. . 0.10 0.90 T 


. . 0.04 . . 

.a . . • • 


a a 1 . a 

..la. 


Cornwall 










a . a • 1 • 


4» 

a . 


74 


Chelsea 








. . 0.01 


. . 0.22 0.78 . . 




0.01 . . 


. . ! T 


85 


Vernon 










. . 


. a 0.25 0.70 . . 


' 1 


77 


Jacksonville. • • • 










. . 


. . 0.29 1.00 • a 

1 




• • 


.... 0.021 


159 


Suleni, Mass. • • • 








. , 0.23 


a a 


1 
* 1.77 


. • 


' • 


T 


. . 


• 1.931 


149 


Newlmryport • . . 




. - 


. . 


. . 0.07 . . 0.08 1.10 . . 


. . 0.05 . a 0.16 1.50 


104 


Blue Hill 








. . 0.26 


. a 0.18 2.31 . . 


. a 0.05 . . 0.34 1.41 


122 


Fraiuinghani • • . 








. . 0.14 


a . 0.02 1.51 . . 


. a 0.08 . . • 0.55 


120 


Fitch burg 

GilbertviTlo . • . . 








. . 0.01 


. . 0.24 0.94 . . 


a . 0.04 j 


. . ,1.05 0.16 


123 










. . 


• . T i0.70 . . 




a . 


. . 1.01 0.71 


152 


Northampton • . . 










• . 


a . ♦ .0.78 . . 




• a 


. . 10.71 . . 


134 


Ludlow 








. . 


• • 


. . 0.05 0.70 a . 




a . 




1.00 0..50 


155 


Provincetown . . . 








. . O.Cl 


a . 0.20 1.67 a . 




T 




1.07 0.67 


146 


Nantucket . • . . 








. . 0.12 . . 0.17 0.88 . . 




. . 




0.94 1.03 


114 


Cotuit ..••••• 








. . 1.12 . . 


• 1.74 , . 




a . 




• ;3.89 


153 


Plymouth ..... 








. . 0.47 . . 


• 1.76 a a 




• 


• 


• 2.2Cy 


148 


New Bedford . . . 








0.01 0.41 


a . '0.02 2.12 . . 


a a 0.02 . . 


• 1.67 


1G3 


Taunton 










. . 


a a 


• • 


• • 


. . 


.a . . 


1 
. • • • 


a . 


202 


Bristol, P.L . . . 




. . . a 




a . 


a . 


» 


1.75 


a . 


. . 0.01 


. . 


• 


0.59 


207 


Providence .... 


1 

• • • • ! • • 


. . 0.06 


• • 


• 2.36 


. . . . T i . . 1 * 0.531 


201 


Block Island .... 




. . 


. . 


. , 0.03 


. . 


0.36 2.00 

1 1 


* * 1 '' 1 * * 


. . 


0.36 1.10 


233 


Voluntown, Conn. 




1 . . 




. . 0.32 


1 1 

. a 0.10 2.90 


. . 


. . 


. . 


. a 


0.75 T 


229 


New London . . . 


. . ! • . 




. . ,0.02- . . 0.20 2.71 '..!.. 


T 


. a 1O.8O 0.15 


224 


Hartford 




. . 




. . ,0.18 0.59 


a . 


1 

• . . a 1 a a 


. . 


. a 1I.8I 0.01 


234 


Wallingford .... 




• . 






. . 


. . 


« 


0.95 a . 


a a 


a a 


. a 


a . 1.93 


235 


Waterbui-y .... 




• . 






. . 


. . 0.04 0.58 . . 


. . 


1 
a a . . . 


♦ 1.141 


230 


Shelton 




. . 






. f 


. a ^ a . , . . 




. . 


. a < . . 


• • 


• • 


251 


Albany, N.Y. . . 




1 

. . 0.01' . . 


. . 


1 . • 


1 

0.40 0.70 . . 


. . 


a a . . 


• • 


■ m 


258 


Poughkeepsic . . . 




. . 


1 

* . . . 


. . 1 . . 0.38 0.45 . . 


a • 


. . i . . . . . . 


253 


Carmel 


. . i . . 


I 

. . . . 


. . 


. a 1 . . 1 a . 1 a . 


. . i . . 1 . a ' . . ' . . 


255 


New York 




. . 


. . 


1 
. . . • 


T 0.27 0.37 . . 


..!..'.. 0.45 . . 


256 


Setauket 




. . 


. . 


• . 


• . 


a . 


,0.23,1.00 


. . 


..la 
1 


a a ^.Od . . 

1 



* Precipitation included in that of following day. 



SELECTED GEOGRAPHICALLY.— OCTOBER, 1891. 
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No. 


15 


16 


17 


18 


19 20 


21 22 23 


24 


25 26 


27 


28 

• • 


29 


30 

• • 


31 


1 


• 


0.12 


• • 


• • 


• • 


• 


0.57 


• • 


» 


1.96 


• . 


0.41 


0.31 


• • 


• • 


4" 


T 


0.01 






T 


0.09 


0.59 




0.77 


0.08 




0.38 


0.06 


0.01 






• • 


2 


T 


• • 






0.01 


0.26 


0.05 




39 






0.37 


0.05 








• • 


5 


• • 


• • 








« 


0.17 




. . 






• • 


0.06 








• • 


3 


• • 


• • 








0.65 


• • 




T 






0.11 


0.03 








• • 


7 


• • 


• • 








0.48 


• • 




• • 






• • 


• • 








• • 


8 


T 


• • 








0.60 


0.01 




T 






0.10 


0.05 


0.01 






T 


12 


• • 


• • 








0.39 


0.02 




■ • 






0.10 


0.21 








. • 


51 


T 


• • 








» 


0.10 




• • 






• • 


• . 








• • 


34 


0.08 


• • 






« 


0.75 


• • 




• • 




« 


« 


0.15 








• • 


47 


0.06 


# • 








• • 


0.72 




• • 






• • 


• . 








• t 


49 


• . 


• • 








0.74 


0.02 




• • 






0.07 


• • 








0.20 


39 


0.03 


0.01 








» 


0.64 




• • 






• • 


• . 








0.06 


40 


• • 


• • 








0.69 


• • 




• • 






0.06 


0.05 








• • 


87 


• • 


• • 








0.77 


• • 




• • 






0.01 


0.05 








. • 


52 


0.10 


• . 


• • 






0.81 


• • 




• • 






« 


0.16 








0.02 


45 


• . 


• • 








0.78 


• • 




T 






T 


0.14 








• 


78 


• • 


0.18 








0.04 


0.03 


T 


• • 


• • 




• 


0.03 








■ • 


73 


• • 










1.03 


0.02 


• • 


• • 


T 




• • 


0.64 








0.20 


82 


T 


0.03 








0.60 


0.13 


0.01 


• • 


T 




T 


0.03 


T 




• • 


0.03 


75 


• • 










• • • • 1 




• • 


• • 




• • 


• • 








. . 


74 


• . 


0.02 








1.20 O.lOl 




• • 


0.01 




0.02 


0.04 








0.02 


85 


• • 










0.95 


• • 




• • 






• • 


0.12 








. • 


77 


T 










1.37 


0.03 




• • 






• • 


0.08 








. • 


159 


0.03 






• • 




0.68 


• • 




0.63 






« 


0.18 








. • 


149 


• • 










0.79 . . 




0.15 






0.02 


40 








T 


104 


0.02 








T 


0.78 . . 


T 


0.42 




- _ 


0.01 


0.12 


T 






. • 


122 


0.02 










0.70 


• • 




0.58 






• 


0.10 








. • 


120 


0.01 










1.20 


. • 




0.04 






. • 


0.04 








. . 


123 


• • 










1.10 


. • 




0.15 






• • 


0.15 








. • 


152 


• • 










1.15i . . 




. . 






0.06 0.06 








. . 


134 


T 


T 








1.30' . . 


. . 0.03 






0.05 


0.10 








. . 


155 


0.12 








T 


0.38' . . 


T 


0.58 






T jO.53 


T 






• • 


146 


0.28 


T 






0.01 


0.21 0.09 


0.01 


0.79 




. . 


. . !0.41 


0.02 






. • 


114 


0.25 








« 


0.85 . . 


» 


1.66 




, ^ 


0.03 0.45 


0.15 






. . 


153 


T 








• . 


0.82 




« 


0.32 




, . 


. . 0.09 


T 






. • 


148 


0.13 








• . 


0.74 




« 


0.82 






0.01 0.46 








. • 


163 


. • 








. . 


• • 




• • 


. • 






. . 


. . 








. . 


202 


0.12 








• • 


0.62 




• 


0.30 






* 0.29 








. . 


207 


0.03 








• • 


0.80 




« 


0.75 






. . 0.17 








• • 


201 


0.26 


0.06 






• • 


1.24 




0.43 


1.14 






. . ,0.35 

1 








. • 


233 


T 








. • 


1.00 




0.25 


1.30 






T 


0.20 








. . 


229 


0.01 








T 


0.95 




0.45 0.91 






T 


0.30 








• . 


224 


• • 








. . 


0.93 


T 


0.01 0.02 






. . i0.02 








. • 


234 


• . 








. • 


0.56 




. . 0.55 




, , 


* iO.23 








. • 


235 


• . 








. . 


1.00 




0.15' T 






T (0.13 








. • 


230 


. . 








. . 


. • 


1 


. . 


. . 


f g 




• • 


• . 








. . 


251 


0.10 


T 






• . 


1 
83 0.031 . . 


. . 






0.03 0.03 


T 






T 


258 


• • 


T 






0.06 


0.75 i . . 


T 


. . 


* 


, , 


T 


0.17 


. . 






• • 


253 


• • 


. . 






• • 


. . . . 


• • 


. . 






. . 


. . 


• • 






• • 


255 


0.01 


• * 






0.08 


0.39 . . 


0.73 


0.18 




. . 10.08 10.13 


• . 






• . 


256 


0.02 


• . 




1 


T 


0.65 


. . 


0.97 


0.48 






0.03,0.37 

1 

1 


• . 






• • 



T. Trace, when precipitation is less thaD 0.01 inch. 
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DAILY PRECIPITATION AT CERTAIN STATIONS. 



No. 

1 


Station. 


1 


2 


3 


4 


5 


6 


7 


8 


9 


10 


u 


12 


13 


14 


St.John,N. B. . . 


0.08 


. a 


. • 


. • 


• • 


• . 


. . 


• 


0.09 0.69 


a . 


4 


Eastnort, Me. . • 
Bar Harbor .... 


0.03 


















. . 


0.09 


0.21 


1 
a . . . 


2 


• . 


















. . !0.50 


. . 


..... 


5 


Fairfield 


. • 


















. . 0.50 


. . 


a . 1 . • 


3 


Belfast 


. . 


















T 


0.30 ; T 




• . 


7 


Kent's Hill .... 


• . 


















T 


T . . 




. . 


8 


Lewiston 


0.01 


















T 


0.35)0.01 




. a 


12 


Portland 


T 


















T 


0.36 0.02 




• . 


51 


Stratford, N.H. . 


. . 


















• . 


1.00 0.24 




T 


34 


Berlin Mills .... 


« 


0.11 
















• . 


• iO.67 






47 


North Conway . . 




















. . 


. • 


. . 






49 


Plymouth 




















0.02 


0.83 . . 






39 


Hanover 




















. . 


0.65 . . 






40 


Lake Village . . • 




















. . 


0.30 ; 0.07 j . . 




37 


Concord 




















. « 


0.22 1 . . 


. . 




52 


Walpole 




















• 


0.95 


T 


. . 




45 


Nashua 












■ 








T 


0.18 


. . 


. . 




78 


Lunenbnrgli, Vt. . 


0.05 


















. . 


0.85 


0.25 


. . 


T 


78 


Burlington . . . • 


. . 


















• . 


1.00 


0.29 


a . 


0.04 


82 


Northfield 


0.01 


T 
















• . 


0.51 


0.05 


0.02 


T 


75 


Cornwall ..... 


• . 


















. . 


. . 


0.50 


0.30 


• 


74 


Chelsea 


32 


T 


T 














T 


0.43 


0.08 




0.01 


85 


Vernon ...... 


. • 


















. . 


0.92 


. . 






77 


Jacksonville • • . 


. . 


















• 


1.00 0.03 

1 






159 


Salem, Mass. • . . 


. . 








« 


0.05 








. . 


« 


0.24 






149 


Newburyport . . . 


. . 






T 


T 


. • 








0.02 


0.19 


T 






104 


Blue Hill 


T 








T 


0.01 






• 


T 


0.46 


. . 






122 


Framingbam • . • 


• • 








. . 










• 


0.32 


. . 






120 


Fitehburg 


0.02 








. . 










. . 


0.44 


. . 






123 


GilbertviUe .... 


T 








. • 










T 


0.33 


0.03 






152 


Northampton . . • 










. . 










. . 


0.89 


. . 






134 


Ludlow 










. « 










T 


0.50 


T 






155 


Provincetown . . . 










T 


T 


T 




T 


T 


0.16 


T 






146 


Nantucket 










0.01 


0.02 


0.04 




0.02 


0.03 


0.04 


0.28 






114 


Cotuit ....... 










• . 


0.11 


0.03 






0.02 


0.17 


a . 






153 
148 


Plymouth 








T 


0.06 

« 


O.lV 


0.07 


T 




« 


0.08 
0.11 








New Bedford . . . 








163 
202 


Taunton 










T 


0.06 
0.02 






0.01 


0.02 
0.01 


0.16 
0.19 


O.OI 






Bristol, R. I. . . . 










207 


Providence .... 


• • 








T 


. . 






« 


« 


0.30 


. . 






201 


Block Island • . • • 


# % 








0.02 


o.u 






. . 


0.01 


0.10 


"•• . 






233 


Voluntown, Conn. 










T 








T 


0.03 


0.25 


• . 






229 


New London . . . 


0.01 








T 








T 


0.08 


0.20 


0.01 






224 


Hartford 










• . 










T 


0.46 


. • 






234 


Wallingford .... 










. . 










. • 


0.57 


. . 






235 


Waterbury .... 










. . 










0.02 


0.68 


. a 






230 


Shelton 






« 




• . 










. • 


• • 


• • 






251 


Albany, N.Y. . . 


0.04 








. • 










0.02 


0.88 


0.05 






258 


Poughkeepsie . . . 


• . 








. • 










• 


0.35 


T 






253 


Carmel 


• . 








. . 










. . 


0.71 


. . 






255 


New York 


. . 








0.03 










0.08 


0.38 


. . 






256 


Setauket 










T 










0.05 


0.35 


a a 

















* FtecipiUtion inola<M in thmfc of foUowf ng d«T« 



SELECTED OEOGRAPHICALLT.— NOVEMBER, 1891. 
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No. 


15 


16 


17 


18 


19 


20 


21 

• • 


22 


23 


24 

0.18 


25 


26 


27 


28 


29 


30 


31 


1 


• • 


• 


1.82 


• • 


• • 


• • 


• • 


• ■ 


0.03 


• • 


0.76 


0.59 


• • 


• • 




4 


• • 


• • 


0.59 


0.52 




• • 




• • 


. • 


0.04 


• • 


0.01 


0.45 


0.30 


0.07 


• • 




2 






• 


0.92 














• • 


0.12 


• • 


< 




« 


1.26 


0.32 












5 






• 


0.26 














» 


0.38 


. • 


< 




• • 


0.86 


0.14 












8 






• 


0.56 














• • 


« 


0.50 






• 


1.35 


0.31 












7 






« 


0.19 














• . 


» 


0.81 


« 




• 


0.79 


• . 












8 






0.03 


0.30 














0.01 


0.25 


0.69 


i 




• • 


0.83 


0.18 












12 






T 


0.20 


0.08 












• • 


0.08 0.46 


4 




T 


1.10 


0.08 


T 










61 






• • 


0.61 


T 












0.07 


0.30 


• • 


1 




• • 


0.15 


0.25 












84 






• • 


» 


0.55 










0.05 


• • 


* 


0.93 


< 




• 


0.15 


• . 












47 






• • 


. • 


■ • 












• • 


1.22 


• • 


< 




• • 


0.84 


. . 












49 






0.03 


0.73 


• • 


« 










0.12 


1.11 


• • 


1 




• • 


0.42 


. . 












39 






• • 


0.52 


0.02 










S 


T 


0.12 


0.37 


4 




• 


0.32 


. . 












40 






• • 


0.75 


• • 










, a 


• • 


0.81 


• • 


4 




« 


0.46 


0.04 












37 






0.02 


0.32 


. • 












0.01 


0.65 


• • 


1 




0.10 


0.41 


T 












52 






• 


0.56 


. . 












« 


0.68 


• • 


« 




« 


0.20 


0.23 












45 






0.02 


0.44 


• • 












• • 


0.59 


• • 


( 




0.17 


0.75 


0.03 












78 






• 


0.50 


T 












T 


« 


0.80 


• • 


• • 


0.20 


0.85 












73 






0.01 


0.60 


• • 












0.01 


0.33 


• • 


T 


0.03 


0.02 


0.40 












82 






• . 


0.23 


T 












0.02 


0.39 


0.55 


T 


• • 


0.18 


0.18 












75 






• • 


0.10 


• • 


0.48 










• • 


0.46 


• • 


• • 


• • 


0.25 


0.24 












74 






T 


0.37 


• • 












0.10 


0.56 


0.08 


T 


T 


0.28 


0.23 












85 






0.18 


0.63 


• • 












. • 


0.62 


• • 


• • 


0.45 


• . 


. . 












77 






« 


1.20 


0.06 












10 


1.16 


• • 


T 


0.43 


. • 


0.12 












159 






. • 


0.21 


0.21 














T 


• • 


• • 


« 


1.21 


0.01 












149 






• • 


0.41 


• • 














0.20 


0.06 






0.05 


1.89 


0.02 












104 






T 


0.75 


• • 














0.13 


0.14 






0.03 


1 40 


T 












122 






• 


0.78 


• • 














0.52 


• • 






• 


1.88 


0.04 












120 






0.08 


0.64 


• • 














0.57 


0.17 






0.06 


0.94 


0.05 












123 






T 


0.10 


0.15 














» 


0.55 






• • 


1.00 


0.15 












152 






0.15 


0.64 


• • 














0.67 


• • 






0.45 


• • 


. • 












134 






0.10 


1.15 


• • 












T 


0.20 


0.35 






0.20 


0.40 


0.10 












155 






T 


0.63 


• • 














0.28 


• • 






T 


0.44 


T 


T 


T 




146 




' • 


• • 


0.22 


• . 












• • 


0.01 


• • 





.08 


0.25 


a . 


. . 


0.02 


T 




114 






0.04 


0.50 


• • 














22 


• • 






• • 


0.53 


0.10 




• • 




153 






» 


0.23 


. . 














1.85 


. • 






• . 


• • 


• . 












148 






« 


0.56 


0.23 














« 


0.33 






« 


1.62 


0.05 












163 






« 


1.15 


• • 














« 


0.19 






0.05 


1.38 


0.04 












202 






« 


1.00 


• . 














» 


0.13 






• 


1.16 


0.01 












207 






• 


0.86 


. • 














0.29 


. . 






» 


1.86 


0.08 












201 






• ■ 


0.68 


0.06 














0.20 


0.01 






• • 


1.68 


0.04 












233 






0.12 


1.33 


• • 












T 


0.50 


• • 






0.07 


1.27 


. . 












229 




f i 


0.03 


1.15 


O.K 












• • 


0.25 


0.15 






0.10 


1.15 


0.12 












224 






0.03 


1.10 














• • 


0.37 


• • 






0.12 


0.53 


0.08 












234 






0.40 


0.53 














• • 


0.52 


• • 






0.88 


. . 


0.02 












235 






« 


1.22 














• • 


0.81 


• • 






• 


0.56 


0.04 












230 






• • 


• • 














• • 


• • 


• • 






• . 


. a 


. • 












251 






0.02 


0.57 














0.08 


0.49 


• • 






0.01 


0.19 


0.10 


T 










258 






T 


0.55 












T 


• • 


0.96 


• • 






0.20 


T 


0.05 


• . 










253 






0.09 


1.09 














• • 


• 


1.45 






• 


0.28 


. . 


• • 










255 






0.06 


0.44 














T 


0.53 


• • 






0.28 


0.29 


0.02 


T 










256 






0.02 


0.63 














• • 


0.31 


• • 






0.12 


0.76 


T 


• • 
















' 
























• 


• 





T. Trace, when precipitation is less than 0.01 inch. 
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nAILT PRECIPITATION AT CERTAIN STATIONS. 



No. 

1 

4 

2 

5 
3 


Station. 


1 


2 


3 


4 


5 


6 

1 


7 


8 


9 


10 ' 


u 


12 


13 


14 


St. Joim, N. B. . • 

£a8ti>ort, Me. . • 
Bar Harbor .... 

Fairfield 

Belfast 


• • 


• • • • 

• • • • 

• • • 

• • • • 

1 


1 1 

. . 0.27 . . 0.43 . . ....... . . 0.01 

! . 1 
. . 0.13 . . 0.50 ' . . . . T 

. . 0.45 . . 0.09 . . . . 1 . . i . . 1 . . . . 

* ;0.60 . . 0.20 ..'..!.. - . , . . . . 

• ,0.88 . . ..■..,..'.. ....'.. 


• . 


7 


Kent's Hill .... 


1 


8 
12 

51 
34 
47 
49 
89 
40 
87 
52 
45 

78 
73 

82 
75 
74 

85 
77 

159 
149 
104 
122 
120 
123 
152 
134 
155 
146 
114 
153 
148 
163 

202 
207 
201 

233 
229 
224 
234 
235 
230 

251 
258 
253 
255 
256 


Lewistoi) 

Portlan<l ..... 

Stratfonl, N.ll. . 








0.14 O.GO . . 0.15 

0.06 0.36 ..0.11..:.. . . 

i ■ ' 

♦ 0.64 ..,..' 


, . 1 


1 
.... 

. . 1 . . 


, , 


Berlin Mills. . . . 
Norih Conway . . 

Plymouth 

Hanover 

Lake Village . . • 

Concord 

Walpole 


, ^ 




• 


1.06 . . 0.05 
1.50 .... 
0.57 0.40 . . 
0.45 . . 1 . . 
0.39 . . . . 
0.43 . . . . 
• 0.65 . . 


a • 

T 

0.05 
0.07 
0.11 
0.15 
0.14 

. . 
0.01 

T 


• • 

• * r ' 






1 


0.20 

T 
T 


Nashua 

I.«unenburgh, Vt. . 
Burlington .... 
Northtield 


1 

. • . . 


• • 


0.46 . . 

* 0.40 
0.40, . 
T 0.10 


• * 


• • 

T 


• • 

• • 


Cornwall 

Chelsea 


, 


1 
. . . . 


. . 1 . . 1 . . 1 . . . . 
* 0.50' T . . ( - - 


• . 1 . . 

1 


• • • • 


Vernon 

Jacksonville • • . 

Salem, Mass. • . . 








0.16 . . . . 
0.18 1.06 J . . 

• 24 1 - 


0.23 
0.28 

0.30 




• • 

• • 


• * 


. • 


1 


Newburyport . . . 

Blue Hill 

Framingliam . . . 

Fitchburg 

Gilbeitvilie .... 




, . 


1 v *»T 1 

13 0.18. 
O.lO 0.39! 
0.52 . . 
0.64 0.14 
0.45 55 


. • 


0.16 
0.47 
0.43 
0.14 
"27 


Northampton . . , 

Ludlow 

Provincetown . . . 

Nantucket 

Cotuit 

Plymouth 


.... 

1 


• • 

* 

• • 


0.73' . . 
0.20 0.60 
0.27 . . 
0.01 0.20 
0.38, . . 

* 1 24 
0.20 . . 

♦ i ^A 


! ! 1 0.09 
. . l0.25 
. . ;0.40 
• . i0.20 
. . '0.62 
. . 0.74 
. . 0.84 
. . ft.5 


New Bedford . . . 
Taunton 


• 

. • 1 - - 




Bristol, H. I. . . . 
Providence .... 
Block Island .... 

Voluntown, Conn. 
New London . . . 

Hartford 

Wallingford .... 
Waterbury .... 
Shelton 

Albany, N.Y. . . 
Poughkeepsie . . . 

Carmel 

New York 


. • 


• • 

• • 


• • 


0.35 
0.35 
0.08 

0.50 
0.50 
0.94 
0.73 

; 1 .05 

. . 

0.60 
0.80 
1.09 
45 


• • 

0.12 

0.10 

■ • 
. . 

0.02 

• • 

• • 

T 




0.50 
0.76 
0.65 

0.76 
0.83 
0.64 

0.87 
0.69 

. . 

0.04 
0.35 
0.50 
0.48 
0.50 


Setauket 




. . 




1 \j »^*f 
,0.60 



* PrecipiUtion indoded in that of foUowing dAy. 
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No. 


15 


16 


17 


18 19 20 a 


22 


23 


24 

0.98 


25 


26 


27 


28 


29 


30 31 


1 


• 


0.57 


• • 


• 


• . 


. • 


• • • 


. • 


« 


0.32 


• 


0.47 


• • 


• • 


0.42 0.04 


4 


0.10 


0.25 












T 


0.62 


0.24 


0.26 


0.09 


0.15 




» 


T 


0.62 0.03 


2 
5 


• • 
• 


0.74 














• • 

0.40 


0.40 


• • 

• • 


0.28 


• • 

• • 




» 




• • • • 
2.20 . . 


8 


« 


0.95 




9 










0.57 ! 0.25 


T 


0.18 


• • 




1 


« 


2.35 . . 


7 


• 


1.05 














. . • • 


. • 


1.03 


• • 




» 


» 


2.61 . . 


8 


0.63 


0.20 










T 




0.44 0.25; 0.12 


0.43 


0.12 




1 


0.1512.04 . . 1 


12 


0.62 


0.36 










1 

> • • 




0.49 0.36 


0.28 


0.31 


0.02 




1 


0.02 


1.28 . . 


51 


» 


1.15 














0.49 


» 


0.22 


0.34 


• • 




t 


» 


0.62 . . 


34 


» 


1.23 


T 












0.37 


« 


0.30 


0.23 


• < 






> 


« 


1.32 . . 


47 


« 


1.42 














0.35 


• • 




0.63 


• t 






» 


« 


2.70 . . 


49 


0.90 


0.68 














0.52 0.15 




0.48 


• < 






K 


0.46 


1.29 . . 


39 


0.98 


• • 














0.35 0.10 




0.16 


• 






1 


0.80 


• • • . 


40 


1.07 


• • 














0.5810.29 




0.42 


• 






» 


« 


1.50 . . 


37 


0.86 


• • 














0.37 0.55 




0.28 


. < 






» 


0.50 


1.01 . . 


52 


« 


0.70 














* 1.10 




• . 


• t 






K 


1.00 


• • • • 


45 


0.45 


0.10 












T 


0.30 0.48 


0.02 


0.24 


• t 






K 


0.09 


1.22 . . 


78 


« 


0.20 










. 


« 


0.78 T 


T 


« 


0.10 




» 


• • 


0.25 . . 


73 


0.52 


0.01 












• • 


0.40 


0.05 


• • 


0.02 


0.02 




» 


« 


0.80 . . 


82 


0.25 


0.65 


0.01 










• • 


0.45 0.15 


0.03 


0.08 


0.01 




1 


0.06 


0.84 . . 


75 


O.Oo 


• • 










0.10 


• • 


0.20 . . 


• « 


0.20 


■ • 




K 


1.20 . . . . 1 


74 


» 


1.16 












0.01 


0.38 


« 


0.16 


0.13 


• • 




1 


« 


0.97 . . 


85 


0.87 


• • 












• • 


0.95 0.06 


• • 


0.36 


. • 






1.26 


• . • . 


77 


« 


1.39 












• 


0.68 0.80 


0.32 


0.60 


0.02 




» 


» 


1.23 . . 


159 


« 


0.79 












» 


25 0.16 


0.36 


« 


0.26 




» 


» 


1.22 . . 


149 


0.34 


0.41 












• • 


0.52 


0.22 


0.15 


0.25 


0.03 




I 


0.01 


0.87 . . 


104 


0.05 


0.28 












. • 


0.46 


0.47 


0.20 


0.14 


0.03 




» 


T 


1.48 . . 


122 


» 


0.51 


• • 










. . 


0.42 


« 


0.67 


0.31 


• • 




1 


» 


0.90 . . 


120 10.41 

123 lo.ie 


0.13 












« 


0.30 0.61 


0.13 


0.40 


• • 




1 


0.04 


1.32 . . 


0.38 












0.11 


0.67 


0.75 


0.03 


0.43 


0.11 




1 


T 


1.53 . . 


152 


0.17 


0.30 












0.26 


0.24 


0.83 


• . 


0.39 


• • 




» 


1.71 


• • • • 


134 


0.20 


0.40 












0.15 


0.65 


0.60 


0.10 


0.50 


0.10 




» 


0.10 


1.00 . . 


155 


0.04 


0.06 


T 








T 


T 


0.06 


0.70 


0.05 


0.08 


0.15 




1 


T 


1.36 . . 


146 


0.01 


0.05 




T 








• • 


0.01 


0.32 


0.51 


0.54 


0.47 




» 


• • 


0.82 . . 


114 


• * 


0.22 












• • 


0.02 


0.95 


• • 


0.28 


• • 




» 


• • 


1.30 . . 


153 


• 


0.25 












• • 


» 


» 


« 


1.55 


. • 






• • 


0.99 . . 


148 


• 


0.22 












« 


0.21 


« 


0.98 


« 


0.27 




k 


0.99 


• • . . 


163 


0.05 


0.05 












• • 


0.47 


0.56 


0.03 


0.23 


0.07 




t 


T 


0.98 . . 


202 


0.13 


• . 












. • 


0.21 


» 


• 


0.81 


. • 






« 


1.19 . . 


207 


T 


0.20 












. • 


0.42 


» 


» 


92 


. • 






» 


1.60 . . 


201 


0.01 


0.17 












• • 


0.02 


0.55 


0.04 


0.13 0.10 






T 


0.94 . . 


233 


T 


O.IO 












• • 


0.10 0.50 


T 


0.40 


• • 




t 


0.15 


0.85 . . 


229 


0.01 


0.15 










T 


• . 


0.54 


0.55 


0.10 


0.26 0.10 




t 


0.04 


0.56 . . 


224 


• • 


05 












T 


0.54 


0.55 


0.09 


0.44 


• • 




* 


0.10 


2.00 . . 


234 


0.10 


• • 












0.02 


0.89 


0.50 


0.02 


0.39 


• • 






1.45 


• . • . 


235 


• • 


0.12 












» 


0.85 


0.26 


• • 


0.47 


• • 






• 


2.27 . . 


230 


• • 


• . 












• • 


• • 


• • 


• • 


• • 


• • 






• • 


• • . . 


251 


0.14 


0.35 


0.04 










0.01 


48 


0.25 


0.02 


0.41 


• • 


0.01 


T 


0.86 . . 


258 


0.13 


T 


• • 








■ • • 


0.03 


0.50 


0.64 


0.02 


0.39 


• • 


• • 


0.06 


0.74 . . 


253 


« 


0.08 


• . 










» 


1.06 


65 


• 


0.40 


• a 


• • 


• 


1.86 . . 


255 


T 


0.05 


. . 










• • 


0.47 


0.86 


0.03 


0.20 


0.02 


• • 


0.06 


0.38 . . 


256 


T 


• • 


• • 










• • 


0.38 


0.72 


• • 


0.20 


• • 


• • 


0.10 


0.90 • . 



T. Trace, when precipitation is less than 0.01 inch. 



THUNDERSTORMS IN NEW ENGLAND DURING THE YEARS 

1886 AND 1887. 

A REPORT ON OBSERVATIONS MADE BY VOLUNTEER OBSERVERS FOR THE NEW 

ENGLAND METEOROLOGICAL SOCIETY, 

BY 

ROBERT DeC. WARD. 

Introduction. The observation of thunderstorms was taken as a special subject 
of investigation by the New England Meteorological Society during the summer 
seasons of 1885, 1886 and 1887. The Society received a grant from the Bache fund 
of the National Academy of Sciences, to defray the considerable expense involved 
in printing circulars of instruction and blanks for records ; it received also substan- 
tial assistance from the Signal Service, U. S. Army, in clerical work and in the dis- 
tribution of the circulars and blanks. The records of 1885 have been discussed by 
Prof. W. M. Davis and the results have been published in the 'Proceedings of the 
American Academy of Arts and Sciences," VoL XXII, July, 1886, and reprinted in 
pamphlet form. The present report deals with the records of the years 1886 and 
1887. 

Seduction of Observations. The report herewith submitted has been prepared 
as a thesis in the Graduate School of Harvard University and constitutes number nine 
in a series of "Papers from the Laboratory of Physical Geography," most of which 
have been published in the American Meteorological Journal. The general plan fol« 
lowed in this work has been the same as that adopted by Prof. Davis. The reports 
were arranged first by dates, next by storms, if more than one storm occurred on the 
same day, and lastly by states, assistance in this portion of the work having been 
given by Prof* E. C. Pickering, Director of the Astronomical Observatory of Har* 
vard College. The times of rain beginning and loudest thunder were then charted on 
maps varying from a scale of six miles to an inch for days of well reported storms 
to thirty-five miles to an inch for days when few reports were made. This prelim- 
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inary charting was done by Mrs. J. Warren Smith. When thus charted, lines marking 
the half-hourly position of the rain-front were drawn and from these the general 
extent and progression of the storms were determined. Charts of some of the best 
developed storms are shown in Plates IX and X, figures 11-22. After reaching this 
stage in the discussion, the records were again read over in order to obtain from 
them any further statements of interest; the numerous extracts which are given 
after the preliminary accounts in the following pages were in this way selected as 
being the most striking and important notes made in connection with each storm. 

Classification of Storms. A scheme of classification was adopted which divided 
the reports into four classes. Class I includes well-defined storms, of sufficient 
strength and extension to yield a large number of observations, showing a distinct 
progression, and covering more than one state. Class II includes well-defined 
storms, also with distinct progression, but confined within one state, or a small part 
of two or three states. Class III includes reports of thunder in general rains, or 
scattered reports which cannot be combined into distinct storms. Class IV includes 
a few reports of isolated thunder and rain at scattered stations, when the general 
conditions of weather over New England were fair. 

While it is apparent that any such attempt at classification must of necessity be 
very arbitrary, and that these classes must often grade into one another, yet it is 
believed that some such scheme must be adopted in order to give a definite basis for 
comparison of our results. In this report only the storms which showed distinct 
progression have been described for the months from June to September inclusive. 

Connection with Cyclonic Areas. Studies of thunderstorms in the United States 
as well as in Europe have shown that these storms occur in most cases in connection 
with an area of low pressure, and usually in the southeast, south or southwest quad- 
rant of the area. In order to determine this relation in New England, and also to 
secure from this investigation, if possible, a basis for prediction of thunderstorms in 
this region, particular attention has been paid to this point. From January to 
June the changes of pressure through the whole month have not been followed, but 
on days yielding reports of thunderstorms the barometric pressure and weather for 
the day on which the reports were made have been noted. From June through 
September, the daily changes of pressure and weather have been followed out, these 
being the months of the greatest frequency of thunderstorms. Further, whenever 
any distinct storm was reported, or any record made of thunder or rain, lines hav^e 
been drawn on an outline map of the United States from the contemporaneous 
centre of low pressure nearest New England to the district where the storm 



i 
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occurred. Different kinds of lines were used to distinguish the different classes of 
storms. This charting was necessarily done somewhat roughly. For example, when 
a storm crossed Massachusetts between 3 and 6 p. m., the line from the centre of low 
pressure was drawn to central Massachusetts, that being the position of the storm on 
the middle of its path in New England at 4.30 p.m., while the position of the 
cyclonic centre at the same hour was inferred from its position at 3 p. m. and 11 p. m. 
as shown on the maps of the tracks of the centres of low pressure in the "Monthly 
Weather Review.'' This was done by eye, the position of the cyclonic centre being 
roughly determined, in this case, for 4.30 p.m., which was the time when the 
thunderstorm was in central Massachusetts. 

The results of the chartmg are given at the end of this report, in Plate VII. 

Thunderstorms of 1886. January to June. 

In describing the pressure and weather conditions the Monthly Bulletins of the 
, New England Meteorological Society and the Washington 7 a. m. weather maps of 
the U. S. Signal Service have been used. 

January. The first record for the year 1886 is on January 5, when Province- 
town, Mass., reports a thunderstorm between 7 and 7.30 a.m. On this day there 
was a cyclonic area central at Rockliffe, Canada, which had moved from Arkansas 
on January 2, increasing in energy as it travelled eastward. This storm occurred 
in the morning and in a region of southeast winds, New England being generally 
cloudy, with heavy rain at Boston. 

February. On Pebruar}' 13 a report from Bridgton, Me., says there was light- 
ning and thunder in the west in the evening. The cyclonic centre was over Lake 
Erie on this day, and as it moved down the St. Lawrence developed into a severe 
storm with barometer at 21.19 in. at Father Point, Canada, at 7 a.m. of February 
14, and a wind velocity of 80 miles an hour. The rainfall in southern Rhode Island 
and Connecticut was very heavy. On February 14 Lunenburgh, Vt., reports a 
thunderstorm at 8.30 p. m., and Littleton, N. H., reports lightning in the southeast. 
From 7 a.m. of February 15 to 7 a.m. of the 16th a cyclonic area moved from 
eastern Kentucky in a northeasterly direction to the mouth of the St. Lawrence, 
and a small thunderstorm developed in eastern Massachusetts which moved northeast 
past St. John, N. B. Blue Hill and Newburyport, Mass., report lightning at 8.15 
p. M.; Salem, Mass., reports thunder, lightning and rain, the latter beginning at 9 
P.M. and ending at 9.30 p.m. Provincetown mentions lightning but no thunder. 
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StraflEord, Vt, sends a report of thunder at midnight, while Bar Harbor, Me., had 
two very heavy thundershowers, the first beginning at 8.45 p. M. and ending at 9.45 
P.M.; the second beginning at 10 p.m. and continuing till after midnight. The 
storms were followed by a heavy northwest gale. St. John, N. B., reports light- 
ning and a few peals of distant thunder at 11.45 p. m. 

March. On March 19, at 7 a. m. New England was under the influence of an 
anticyclone, a cyclonic area being then central in Iowa. On March 20, at 7 A. m., the 
latter had moved into Illinois, giving general cloudiness and some snow in New 
England. Several stations in Connecticut report a thunderstorm on the evening of 
March 19, Middle town noting that the storm was very severe and lasted several 
hours. Setauket, N. Y. (on Long Island), had a hail-storm at 5 p.m., and thunder 
between 5 and 6 p. m. to the south. This storm, which seems to have had a definite 
movement to the east, was in the northeastern quadrant of the cyclonic area, which 
was then one thousand miles to the west. On March 20 Buckland, Conn., reports 
thunder at 5 a. m. and 4 p. m., with rain during the night, and Canton, Conn., reports 
a thundershower at 1 a. m. On March 21, during the evening, the primary cyclonic 
area being then central at Saugeen, Ont., and an auxiliary depression passing to the 
northeast just off the coast, Thompson, Conn., reports distant thunder and light- 
ning from 11 to 12 p.m., Lowell, Mass., heavy thunder and sharp lightning at 11.30 
p. M., and Deerfield, Mass., lightning only. Mr. Clayton reports lightning at Blue 
Hill at 1 A. M. on March 22, and notes a sudden shift of wind from northeast to west 
at 12.30 A. M., and then back again to the northeast. The thermograph shows a rise 
of a degree or two a little after 1 a. m., and the barograph shows marked fluctua- 
tions. Hail fell at Lexington. Groton Centre reports thunder ^nd lightning 
between 1.30 and 2 a.m. Salem had thunder at 1 A. M., and Newburyport reports 
lightning and distant thunder in the south from 12.30 tx) 1.45 P. m. Nashua, N. H., 
reports lightning in the west about 2.30 a.m., but no thunder. Hail and snow fell at 
the time. Although there are few reports for this storm, still the records agree very 
well. It seems to have moved off onto the sea about 2 a. m. The cyclonic area at 
the time this storm occurred was off the coast of Massachusetts. Two reports from 
Maine show that there was thunder and lightning there, Gardiner and Belfast noting 
them at 3.45 a. m. and at 6 A. m. respectively. The direction of movement was east. 

April. On April 14 New England was under an anticyclonic area, althoujgh 
there was considerable cloudiness and some rain. The cyclonic area was central in 
Dakota. Albany, N. Y., reports thunder from 1.45 to 2.15 p. m. and rain from 1.40 to 
5.45 P.M. April 19 brings several scattered reports of thunder and rain during the 
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afternoon and evening. Anticyclonic conditions prevailed over most of the United 
States. Deerfield, Mass., reports a thunderstorm from 3.45 to 4.15 p. M. A small 
but fairly distinct storm seems to have begun in Vermont about 2.30 p. m. and to 
have moved east across New Hampshire and Maine, reaching the coast after 6 p. m., 
which shows a velocity of about 40 miles an hour. Strafford, Vt., had thunder at 
2.40 P.M. to the south; Windsor, Vt., had rain at 2.45; Hanover, N. H., heavy 
thunder and rain at 2.30 ; Littleton, N. H., reports a thundershower on the moun- 
tains at 4.30 ; Wakefield, N. H., observed the storm passing from southwest to east, 
and reports thunder at 5.15. The clouds are noted as moving northeast. The 
storm was followed by a general rain. 

On April 24 there was a rather poorly defined cyclonic area over the Gulf of 
St. Lawrence at 7 A. m., which by 7 a. m. of April 25 had moved a little further to 
the northeast, giving clear weather in New England. With the exception of one 
isolated report from Lowell, Mass., of thunder at 9.30 a. m., the other records agree 
fairly well in indicating a storm of some extent and moderate intensity, which moved 
from western Connecticut into eastern Massachusetts during the afternoon of April 
25. The first report, from Norfolk, Conn., records the rain as beginning at 2.45 and 
ending at 3.15 p.m., the wind being west to southwest. The storm moved east, 
giving thunder and rain at Hartford and Middletown at 3.30. It then seems to have 
divided, part going southeast and reaching Westerly, R. I., at 4.51. Thunder was 
first heard there at 4.40 in the northwest, and the direction of movement of the 
storm was noted as northwest to southeast. The wind changed from northeast at 
4.51 to southeast at 5.15. The Stamford Advocate speaks of the storm as being 
"unusually violent for so early in the season," and notes the considerable damage 
done by the accompanying wind-squall in breaking off heavy timbers "like pipe 
stems." The main body of the storm continued to the northeast. Pawtucket, R. I., 
had rain at 4 p. M. with thunder and lightning, and Olney ville, R. I., reports thunder 
in the southeast at 4.55, this being the time of the storm noted at Westerly. 
Worcester, Mass., reports a thunderstorm in the afternoon but gives no time. 
Norton, Mass., had rain from 4 to 6 p. m. and distant thunder was heard in the west, 
east and southeast from 4.15 to 5.45. Blue Hill reports rain from 4.22 to 5 p. M., 
and faint thunder from 4.20 to 4.30. Rate of advance about 50 miles an hour. 

Buckland, Conn., sends a report of rain and thunder between 3 and 5 p. M. of 
April 27, the cyclonic area being then northwest of Lake Superior. 

May. On May 4 Parker's Ridge, N. B., reports thunder at 2 p. m. and Newbury- 
port, Mass., rain from 3.30 to 4.30 p. m., accompanied by thunder and lightning, the 

34 
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temperature falling from 70° at 3 p. m., to 62° at 5 p. M. This storm is reported 
as moving from west to north-northeast. The cyclonic area at this time was 
north of Lake Huron. May 5 had a cyclonic area central north of New Hampshire, 
which gave New England general cloudiness and rain, with southerly winds. Two 
storms were developed on this day as shown by the records. One is first noted 
at Fitchburg, Mass., as coming from the southeast ; the thunder lasting from 2.27 
to 2.55 P.M. Princeton had rain at 3.35 and heard heavy thunder in the north 
and northeast. The storm moved northeast, passing Groton, giving thunder and 
lightning at Nashua, N. H., from 2.45 to 3.15 p. m., reaching Lowell, Mass., about 3 
("Rain began 3.03. Ended 3.13. Thunder 2.59 to 3.14. Movement southwest 
to northeast"), and going off to sea about 4 o'clock. Newburyport reports rain 
from 3.25 to 3.55, thunder from 3.30 to 3.35, and a heavy squall from west and 
northwest at. 3.32. Ipswich reports heavy clouds in the northeast about 3 p. m. 
distant thunder at 3.26, rain from 3.39 to 3.46. 

The first definite report of the second storm on May 5 comes from Buckland, 
Conn., of rain at 3.50 p. m., thunder first heard in the west at 3.45, and last heard 
in the southeast at 4.50. Hartford and Canton, further west, report a thunder- 
storm, but give no time. This storm moved to the northeast across Rhode Island 
and Massachusetts. Lonsdale, R. I., notes the storm at 5 P. M., Pawtucket from 5 
to 5.15; Olneyville reports thunder at 4 in the southwest and had rain at 4.50- 
The shower passed very rapidly, moving northeast. Taunton, Mass., had rain from 
5 to 5.30; Brockton, 5.18 to 7.30; Lake Cochituate, 4.45 to 8; Hingham, rain 
from 5.05 to 6.15, and thunder at 5.45. The edge of the thunder-clouds was over 
the observer at Hingham at 4.50, and the temperature fell from 72^ at 4.40 to 
63° at 5.30. Mr. Clayton reports: '^Thunder-clouds began to appear in the north 
and west about 4 p. m., and rain began at 4.45 and. ended at 8.40. Thunder loudest 
at 5 p. M., and ended at 6.20 P. M. Rainfall .42 inch. Temperature fell suddenly 10*** 
Relative humidity rose suddenly 30 per cent., and wind shifted from southwest to 
northwest at 5 p. M." Milton, Mass., had the storm from 4 to 10 P. M., Brighton, 
"a moderate thunderstorm moving from the southwest to southeast from 4.30 to 
5.30 ; light rain ; wind west, moderate ; cirro-cumulus clouds moving from the 
west, but no distinct cirrus overflow." Provincetown reports several peals of 
thunder from 5.30 to 6.30. This storm had a velocity of about 45 miles an hour. 
It was followed by a general rain during the evening. 

On May 8, with a cyclonic area off the coast south of Connecticut at 11 
P.M., Provincetown, Mass., reports distant thunder and lighting; Manchester, Mass., 
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thunder and lightning from 11 p.m. to midnight; Newburyport, thundershowers, 
and Nashua, N. H., three flashes of lightning in the east at 11.45 p. M. On May 
11 Norton, Mass., reports thunder at 4.20 A. M., during a general rain, the cyclonic 
area being then off Delaware Bay. Mayfield, Me., sends a single report of a 
thundershower at 6 p. M. 

On May 19, at 3 p.m. a cyclonic area was south of Hudson Bay. Brattleboro, 
Vt., notes that a thunderstorm passed north at 1 p. m., and Charlotte, Vt., reports 
thunder in the southwest at 1.35 p. m., the storm moving from southwest to south. 
Perry Village, Me., notes thunder in the north at 4.30 p.m. 

On May 20 there was a moderate cyclonic depression north of the Gulf of St. 
Lawrence, and a well-reported storm occurred on this day. Rain began in north- 
western Vermont at 8 a. m., and the storm had an apparent motion to the southeast, 
crossing New Hampshire, Maine, Massachusetts, the northern part of Connecticut, 
and Rhode Island. On the northeast the rain area extended as far as St. John, 
N. B. ; on the southwest to New York City. The rainfall was moderate in most 
places, reaching a maximum of .57 inch in extreme northwestern Massachusetts. 
In southern New Hampshire and northern Massachusetts no rain fell, but further 
south rain began again and continued till the storm was dissipated in north- 
ern Connecticut and Rhode Island, the last report coming from Providence, R. I. 
where the rain ceased at 7.30 P. M. The velocity of the storm was about 20 
miles an hour. From the reports received the following are quoted here as being 
particularly interesting: Blue Hill: ".Thunder first heard, 5.20 p.m.; last, 6.30 
P.M. Rain began, 6.13; ended, 7.05; total, .04 inch. Between 5.10 and 6.30 
temperature fell from 71° to 58°, then remained nearly stationary. Wind veered to 
northwest during storm, velocity 30 miles." Randolph, Mass.: ^^As the cloud 
advanced there was a division of light to the northwest, revealing two separate 
showers, one seeming to follow the coast, the other passed over to the south. Rain 
appeared to fall copiously at Brockton, but Randolph seemed to be in the middle 
ground with only .01 inch." Maiden, Mass.: ^^A peculiarity noticed in Maiden is 
that some thundershowers from the west rise very threateningly, but before reach- 
ing their height seem to divide, passing north and south, possibly attributable to 
local attraction of Spot Pond and Lake Waldron, with similar bodies of water north 
of us, and of Charles River and harbor and coast line on south.'' 

May 21 had a cyclonic area over the Lakes, and brings one report, from Brattle- 
boro, Vt., of lightning in the south during the evening. 

On May 22 there was a moderate cyclonic area north of the St. Lawrence 



268 AKKAL8 OF HARVARD COIXBGB OBSEBYATOBT. 

River, and one of greater intensity south of Newfoundland. Two, and perhaps three, 
storms are reported for this day. The first started in northwestern Vermont 
between 6 and 7 A. m. Burlington reports rain at 6.45 ; thunder at 7,30 ; direction 
of movement, west to east; Charlotte, rain, 7.35 ; thunder, 7.30 ; movement, west to 
east. Although these two stations report a definite movement to the east there are 
no further corresponding records except one from Manchester, N. H., which reports 
the passage of a thunderstorm in the north, with thunder and lightning at 10 A. M. 
Isolated reports come from Post Mills, Vt., of lightning from 10 to 12 p.m. (possibly 
A. M.) in the southeast, and from Mt. Washington, of a thunderstorm (no time given). 

A second storm is reported on May 22, from Albany, N. Y,, at 4.45 p. m., with 
Ught rain and some lightning and thunder. Lebanon Springs, N. Y., heard thunder 
in the south at 3.54 p. m., and from 5 to 5.30 p. m. almost incessant thunder in the 
north and northeast; "5.33, cool gust of wind from northwest; 5.37, a few large 
hailstones." What seems like a continuation of this second storm is noted at Deer- 
field, Mass. ("lightning in south 8 to 9 p.m.''), and is generally reported from 9 to 
12 p. M. in eastern Massachusetts. Rhode Island and Connecticut also send a few 
reports. It extended from Setauket, N. Y., on the south ("lightning in the west and 
north at 8.30 p. m.") to Newburyport, Mass., on the north, which also reports light- 
ning in the southwest and south from 9 to 11 p.m. Some rain fell at Voluntown^ 
Conn., Olneyville and Providence, R. I., and Brockton and Provincetown, Mass. 
Pawtucket had hail "as large as beans." 

On May 23, Bar Harbor, Me., reports a thunderstorm passing to the southwest 
in the afternoon, and Nashua, N. H., reports lightning from 9 to 11 p.m. There 
was no well-defined cyclonic area in the neighborhood at this time, the position of 
the nearest one being south of Hudson Bay. 

On May 24, under similar conditions, Parker's Ridge, N. B., reports a heavy 
thunderstorm towards midnight. 

On May 28, with a low barometer over New England, Parker's Ridge reports 
thunder and lightning at night. 

On May 30, at 7 a. m., there was a cyclonic area in the lower St. Lawrence 
Valley, which moved off to sea during the day, the weather being cloudy or rainy 
in New England. During the afternoon there was a succession of showers over the 
whole district, but the records are so confused that it is impossible to separate the 
different storms. In northern New Hampshire and Maine there seem to have been 
two or three distinct storms between 2 and 9 p. m., and in Massachusetts two, one 
of which extended into Connecticut. There are also scattered reports from Vermont 
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and southern New Hampshire. Berlin Mills, N. H., had two storms, the first at 2 
p. M., and the second at 5.21. Of the second it is said : ^T'his is a portion of the other 
one ; it began to gather in the northwest and circled around to the northeast." 
Manchester, Mass., notes a curious shift of wind about twenty minutes before the 
rain began, from northwest to southeast, east, northeast and then to north. Dedham, 
Mass., reports : "Small cumulus rising northwest between 4 and 5 p. m., passing north, 
settling into anvil-headed shapes, dark threatening nimbus in northwest; bulk 
passing north by horizon ; western portion breaking into scud and flying southeast 
across track of wind. Storm-clouds gathered three times and parted in this way, 
with a few drops of rain.'' Hingham, Mass., had a storm at 8.45, noting: "This 
storm passed, as a great many do, down the north shore of Massachusetts and the 
light edge just reaches over us at Hingham." Lynn, Mass. : "Shower consisted of 
two sections. The first passed considerably to east of this place, the end passing 
about 6.15 P.M. The second section, which immediately followed, passed more 
nearly overhead, but still to the east. The clouds were broken and at no time 
shut in the sky." Newburyport, Mass. : "4.30, distant thunder in the northwest. 
Cloud (apparently the cirrus overflow) extended from the cumulus in the northwest 
to point southeast of zenith. Detached cumuli in northeast and east; nearly 
clear sky in west and southwest. Storm cloud very narrow and central in 
northwest, where heavy rain is falling. Storm seems to develop and spread out as 
it approaches. 4.59, sudden squall from west, veering to northwest, brisk. Wind 
about 14 miles an hour for ten minutes." Cambridge, Mass. : "5.40 p. m., wind 
south, moderate to brisk. Cumulus clouds, leaden, altitude 12** in north. Cirrus 
overflow ragged, woolly, to zenith. Plenty of scattered cumulus. 6.00, the overflow 
from storm was rather coagulated, but gave many signs of spreading out as it 
advanced in general winds ; also seemed to dissolve at edge and grow by more supply 
from farther back. The growth of the storm in the rear was also finely shown, 
but this did not build backwards nearly as fast as the storm moved east. 7.15, 
retreating storm shows rear, both as massive cumulus and as 'bracket' overflow, lit 
up by setting sun. 7.25, calm; rear of storm in east; cirrus edge ill-defined, 
15** altitude. Successive cumuli rising and spreading, showing growth on rear (as 
well as in front) ." Fitchburg, Mass. : "Considerable wind from southwest, 
accompanied the shower but lasted only about three minutes." Two stations 
mention the dividing of- the storm as it passed. Waterville, Me.: "Shower seemed 
to divide into two parts, one moving northwest of the storm, the other southeast of 
it." Riverside, Me. : "Storm clouds divide." 
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On May 31 there was a high barometer over the Lakes and a moderate trough 
extending from the middle Atlantic coast westward. A storm of moderate energy 
appeared in the early morning of this day in eastern Connecticut, and moved in a 
general east or northeast direction across Connecticut, Rhode Island and Massachu- 
setts. The first report is from Middlebury, Conn., where rain began at 1.40 a. m., 
accompanied by thunder. Naugatuck, Conn., had rain at 2 a. m. The storm 
reached Mashapaug, Conn., at 4, and apparently gradually spread out to the north 
and south, extending to Winthrop, Mass. (3.01 a.m.), on the north and to Setauket, 
N. Y. (4.52 A.M.), on the south. It moved off to sea after 4 a.m. The average 
rate of its advance was 50 miles an hour. Although the hour was an early one and 
the reports are few, they agree very well and there seems to be no doubt that this 
storm, occurring under what seem to have been very unfavorable conditions, devel- 
oped considerable energy and travelled at the rate of 50 miles an hour. The rain 
did not extend into western or northern Massachusetts. Blue Hill reports: "Wind 
decreased and velocity was small from southwest just before and just after the storm, 
but blew with a velocity of 25 miles from north between 4.15 and 4.45" (rain began 
at 4.15). Brockton, Mass., notes that the day following the storm was intensely hot. 
Nantucket, Mass., notes that the barometer was stationary during the storm. 



Thunderstorms of 1886. June to September. 

The dail}^ record of weather over New England during June, July, August and 
September is based on the Washington 7 a. m. maps, as the 7 p. m. maps have not 
been accessible. The positions of the cyclonic centres have been determined from 
the chart of the tracks of areas of low pressure in the Monthly Weather Review. 
The general features of pressure and weather for the months as a whole are taken 
from the monthly Bulletin of the New England Meteorological Society. 

June 1. June had as a whole low temperature, small rainfall, and nearly normal 
pressure. It opened with anticyclonic conditions over New England. 

June 2. A cyclonic area had moved over the Lakes with general rains in New 
England. Springfield, Mass., reports a thunderstorm passing to the north at 5 P. M. 

June 3. The cyclonic area was over the lower St. Lawrence, the weather in 
New England continuing cloudy and rainy. A few reports of thunder come from 
southeastern New Hampshire and Maine between 4.30 and 7.45 a.m.; one from 
Tunbridge, Vt., at 12.17 a.m., and one from Augusta, Me., at 5.40 a.m. 
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June 4-7. Anticyclonic conditions prevailed until June 7, when an area of low 
pressure developed over the Lakes and brought light rains. 

June 7. Several stations in Vermont and western New York report a thunder- 
storm during the evening of this day. It is first noted at Peterboro, N. Y. : 
^^Thunder first heard, 7 p.m ., southwest wind j last heard, 8 p. m., wind east. Rain 
7.40 to 8.05. The storm was severe and some hail fell." The storm moved east 
into Vermont, reaching Burlington at 9, Cornwall at 10, Brandon at 10.10. The 
furthest eastern report is from Tunbridge, which had thunder at 10.25, and rain at 
10.40, the latter lasting only five minutes. The storm did not extend into New 
Hampshire. The time occupied in crossing Vermont was about one hour, which 
gives a velocity of about 50 miles. 

June 8. The cyclonic area had moved onto the St. Lawrence Gulf, and an anti- 
cyclonic area was central over the Lakes. Brockton, Mass., reports rain from 8.30 
to 8.50 A.M.; thunder from 8.15 to 8.25. The weather in New England was gener- 
ally fair. 

June 9. There was a cyclonic area over the Lakes, and another north of the 
St. Lawrence Gulf; the weather was clear along the coast. Woodbury, Conn., had 
rain from 5.15 p.m. to 1 a. m. of the 10th; thunder, at 12.45 p.m. Greenport, N. Y. 
heard thunder at 1.19 p. M., but had no rain till 8 p. M. Auburndale, Mass., had faint^ 
thunder from 3.35 to 3.40 p. m. 

June 10. This day brought cloudy and rainy weather to New England, the 
moderate cyclonic area still hanging over the Gulf of St. Lawrence, but moving off 
and giving clear weather on June 11. There seem to have been three isolated 
storms on the afternoon and evening of this day. The first is noted at six stations 
in southeastern Maine between 1.30 and 1.50 p.m. It was moderate and local, being 
confined to Windsor, Whitefield, Scarboro, Wiscasset, Alna and Gardiner. The 
second is well reported in western Connecticut, extending from the western side of 
the state nearly to the Connecticut River. Its general motion was to the southeast, 
and it lasted from about 5 to 9 p.m., reaching Stamford at 8.15, Setauket, N. Y., at 
8.10, and Smithtown, N. Y., at 8.55. In common with many of our storms the lines 
marking the advance of the rain-front show a lagging in the south. The storm was 
over in the north (at CoUinsville, Conn.) at 7, while it lasted in the south (at Smith- 
town, N. Y.) till 10.30 P.M. The rainfall was light. Smithtown reports: "Storm 
came up against a light south wind which gradually died out and wind veered 
around to northwest, but not very strong.^' Southport, Conn.: "7.05, wind south, 
light; 7.18, northwest, brisk ; 7.20, north, strong; 7.22, rain began.'' Bethlehem, 
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Conn.: *^5.30, clouds dividing in west, part going northeast, others to southeast. 
Setauket, N. Y. : "The storm came from northwest. At 7 p. m. the edge of the 
advancing cloud was very jagged and sharply defined, the clouds then covering 
the northwestern sky up about 40°, and seemed to be moving from east to north- 
east. At 7.54 p. M. the wind blew up from west- northwest but only blew for a 
short time." The third storm of June 10 occurred in eastern Massachusetts 
between 7 and 9 p. m. The furthest report to the west is from Aubumdale, 
which had lightning at 8.15, but no rain. Blue Hill had rain from 7.35 to 8.20, 
and reports: "The storm seemed to develop into a thunderstorm after it passed 
us," and notes that, contrary to the usual rule, ^Hhere was a distinct indraught 
toward the storm as it approached. The shower clouds appeared in the west 
between 6 and 7 p. m., and their front edge reached the zenith at 7 p. m. This 
did not appear to be a well-developed thundershower, since streaks of light 
broke through the clouds as they approached and the cirrus fringe was absent, 
though the top was spread out." The Blue Hill thermograph curve for this 
day shows a very distinct fall of temperature during the rain, followed by a rise. 
The barograph curve shows a slight fall just before 8. p.m., and then a rise. 
The self-recording hygrometer shows a change in humidity from over 70 per 
cent, at 8 o'clock to 60 per cent, at 8.30. Lightning was seen as far south as 
Olneyville, R. I., but no rain fell outside of the district near Boston. At Hingham 
the wind changed from southwest to a cool northwest breeze seven minutes 
before the rain began. At Cambridge "the ill-defined rear edge of cirrus that 
seemed to overlie the rear ragged cumulus of this shower crossed zenith about 
7.30 to 7.33, and stretched about northeast to southwest; no structure noticeable. 
Many detached cumulus following slowly, some small, some large, looking showery; 
some cirro-cumulus." 

June 11-12. The weather was clear and cool over New England, an anti- 
cyclone being central over the Lakes, and a moderate cyclonic area oflE the 
middle Atlantic coast. Gardiner, Me., reports thunder 5 to 6 p. m. on June 11, 
with no lightning or rain. Newport, R. I., saw thunder-clouds in north, west, 
and east, but had no thunder or lightning. 

From June 13 to June 18 partly cloudy skies, with occasional showers 
prevailed, the pressure being below the normal west of New England, and 
developing into a cyclonic storm north of the Lakes on June 16, which gradually 
moved off to the northwest. 

June 13. Warren, Conn., reports thunder to the south at 11.30 p. m., but no 
rain. 
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June 14. There was high barometer over New England, with cool east 
winds and some rain. A storm of some intensity crossed western and central 
Connecticut and Long Island in the early morning of this day. It is reported 
at Hudson, N. Y., at 1.50 a. m., at Pines Plains, N. Y. (near the northwestern 
border of Connecticut), between 12 and 1 a. m. It then moved southeast into 
Connecticut and is fairly well reported in that state. The storm extended 
across the Connecticut River a short distance, but did not reach Rhode Island. 
There is but one report in southern Connecticut, from Stamford, which had 
rain at 3.05 a. m., but several from Long Island, which agree in giving the 
time of the storm's ending as soon after 5 a. m. The velocity was therefore 
about 38 miles an hour. The direction of movement is very variously reported, 
partly, no doubt, owing to the unseasonable hour at which it occurred, but it 
seems to have been from northwest to southeast. The rainfall was heavy, and 
at many stations bontinued for some hours after the thunder had ceased. Hartford 
and Canton, Conn., report a thunderstorm in the afternoon, and Hartford another 
in the evening. 

June 15. Easterly winds from an anticyclone off the coast gave rainy 
weather in New England. Chatham, Mass., reports thunder at 5 a.m. and rain 
from 6 to 7.30 a.m. 

June 16. A moderate cyclonic area had developed north of the .Lakes, with 
light rains and southerly winds over New England. Holderness, N. H., reports 
thunder at 5.34 p.m., no lightning and very light rain. 

June 17. At 3 p.m. the cyclonic area of the previous day had moved over 
the lower St. Lawrence Valley, and the 7 A. m. map of this day shows cloudy and 
rainy weather over the district. Three stations on Long Island report a thunderstorm 
moving south and southeast between 2 and 5 p. m., with very little lightning. This 
storm, as outside reports show, was felt in New York City. Other isolated reports 
come from three stations in Vermont. 

June 18-20. Fair, cool weather prevailed, which was broken on June 22 
by a second period of damp cloudy weather, with frequent showers, which 
remained until June 26. 

June 21. One report of thunder from Norfolk, Conn., at 1.30 a.m. 

June 22. The weather became cloudy and rainy, there being a cyclonic area 
on that day in Virginia, which had moved northeast from the Gulf during June 
21. Saccarappa, Me., reports thunder and lightning from 2.15 to 3.15 p. m., rain 
2.41 to 3.25 p. m., and notes the change of wind from strong northwest before the 
cain began to light south-southwest after it had ceased. 
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June 23. The storm from the Gulf was central at Washington, and on June 24 
had lost its identity in the Middle States, a large ill-defined area, with pressure a 
little below the normal, remaining in the Central States for several days. 

June 24. North Leverett, Mass., reports thunder at 7.30 P. M; rain from 7.45 
to 8.30. Pawtucket, R. I., had thunder shortly before midnight, with a slight 
rainfall. 

June 25. The cyclonic centre had finally formed definitely in the Lake region, 
then moved to the northeast, being central over the lower St. Lawrence in the 
evening. The weather was cool, with east winds and rain. A well marked storm 
(Plate IX, Fig. 11) of some violence crossed New England between 6 and 12 p. m., 
and there are numerous reports of other storms more or less isolated. Before it 
entered our territory the main storm was reported at Peterboro, N. Y., at 3.50 
(thunder) and 4.11 p. m. (rain). Albany, N. Y., had its rain at 5.50, and thunder 
5.35 to 6.10. Utica, N. Y., reports: '^Rain began 6.03, ended 6.43; thunder first 
heard, 5.50." Pines Plains, N. Y., close to the northeastern border of Connecticut, 
had rain at 6.30. The storm entered Vermont and Massachusetts practically simul- 
taneously about 6 p. M., its front extending from the northern part of Vermont to 
the northern part of Connecticut. It advanced to the southeast across New Hamp- 
shire, Massachusetts, Connecticut and Rhode Island, but did not extend into Maine, 
southern Nev Hampshire or southeastern Massachusetts. The time occupied in 
traversing New England was about six hours, giving a velocity of about 25 miles an 
hour. The lines marking the advance of the rain front show a concave front, an 
unusual occurrence in our thunderstorms. Springfield, Vt.: '^The weather has been 
rainy and misty for forty hours past, and at 3 p. m. it commenced clearing. This 
storm appeared to be formed of the fogs and misty clouds." Factory Point : "The 
storm when it first appeared . . . had indications of being very heavy here, but it 
seemed to divide, and the heaviest seemed to go north and south of us." West 
Pawlet, Vt.: "5.07, temperature 80°; rain began at 5.48; 7.30, temperature 58°.'' 
Bellows Falls, Vt.: "This shower followed a rainy day. Clouds broke at about 4 p. m. 
The shower formed behind the low storm-clouds and was on us before any 
observation was made." Blue Hill: "Temperature almost stationary at 60°, and 
humidity almost stationary at 100 per cent." North Leverett, Mass.: "Cloud came 
up in southwest, and followed the Connecticut River north, passing west of us." 
Leyden, Mass. : "The storm divided in the west, part going north and part south, so 
that it was heavier either north or south." Providence, R. I.: "The storm had 
the following peculiarities: thunder at very frequent intervals was noted 5 to 6 
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P. M ; cumuli and stratus in western hemisphere and gradually overspreading sky 
from southwest ; an ill-defined cloud, whose front and rear edges passed the zenith 
at 5.20 and 6.22 p. m., respectively, seemed to hide the clouds proper, for after the 
rear had passed the heavy cloud was noted and heavy rain with breeze from 
southwest came at 6.24. Lightning and thunder were very frequent and severe." 
Enfield, Conn. : ^-The storms in this section generally act as if in some way controlled 
by the falls on the river, called Enfield Falls. As in this shower, it started north- 
west, passed south along the shore to the lower falls, and then crossed over the 
river." West Woodstock, Conn.: "The main cloud . . . probably divided, going 
around to the north and south." A few scattering reports from Cape Cod seem to 
show a very light local storm in that region between 1.30 and 2 p. m. 

June 26. The weather was cloudy and rainy and there seem to have been 
particularly favorable conditions for thunderstorms. The cyclonic area was central 
over the lower St. Lawrence at 3 p. m. There are a great number of reports for 
this day and several (probably seven) distinct storms occurred (Plate IX, Fig. 12), 
though it is somewhat difficult to separate them. A fairly well-defined storm 
occurred in central and southern Maine between 11 a.m. and 3 p.m. It is not 
reported in New Hampshire, but began at a number of stations in western Maine 
soon after 11 a.m., and moved east, going off to sea after 3 p.m. Thunder was 
heard as far south as Kennebunk, but no rain is reported south of Limington. In 
the north the rain area reached as far as Belgrade, while an isolated report from 
Solon, further north, notes rain beginning at 1.35. Extracts worth noting are as 
follows : Winthrop : "The shower divided and appeared quite heavy north and 
south." Deering : "10 a.m., cumulus rising in the west, clear; 12.15 p.m., broken 
masses of cumulus in west and southwest and heavy clouds in northwest, front margin 
cirro-stratus ; fibres all running inward to the cloud ; 1, cirro-stratus in northwest 
about 30° above the horizon; 1.35, rainy in south, clear overhead; large cumulus 
north, top about 50° ahead of cirro-stratus ; 1.39, ragged gray clouds passing over- 
head; fibres run out from storm cloud; 2.45, heavy cumulus north and south; 
clearing in west." Subatis: "12.28, temperature 80°; rain, 1.22 to 2.10; 2 p.m., 
temperature 70°. North Leeds: "12.15, wind west, light; 12.45, wind west, 
brisk, cool breeze; 12.56, rain began." Windsor: "2.50, distinct cool breeze; 
3.10, wind southwest, high; 3.10, rain began." Limington: "Temperature rose 
after the rain from 72° to 79°." Belgrade: "Sometimes a heavy storm will seem 
to be approaching from the west, but before it reaches this place it will divide, part 
going south and part north, the southern part following Belgrade Stream and the 
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northern part crossing the ponds in the northern part of the town." The storm 
as a whole was quite moderate, and the temperature very generally fell 5**-10° after 
the rain. 

Between 5.30 and 8.30 p. m. a second small storm moved southeast across 
about the same district in Maine, though this second one was of smaller area. It 
is first noted at Andover and last at Alna. The reports are few and the storm was 
a moderate one. Waterford notes: ^'This storm appeared to divide, the heaviest 
part passing southwest of the place of observation, the other part passing overhead 
and gathering force as it passed to the southeast and east." East Bethel: "5.36, 
calm ; 5.40, gusty ; 5.43, brisk west wind till 5.54 ; 5.54, rain began ; 6.00, light 
west winds.'* Alna : "Distinct cool breeze at 8 p. M ; rain began at 8.30.'^ 
Sabatis: "6.55, wind west; brisk. Black conical clouds showing against light ones 
in southeast; 7 p.m., wind rising rapidly, driving clouds in all directions; 7.10,^ 
rain began ; 7.25, breaking in west." 

A group of stations in central Massachusetts report a storm between noon and 1 
p. M. It extended over an area not exceeding a few square miles in extent, but had 
a distinct movement to the east. There was little thunder and rain. Kingston 
reports : "Two heavy clouds approached from north and south and met directly over- 
head with heavy thunderstorm. Bond's Village : "A series of showers, some passing 
to north and others to south." D wight: "Shower partially breaks in two parts, the 
heaviest portion passing to southwest and northeast." Another report from Dwight 
makes the significant note : ^'Many showers probable today, as cirrus over cumulus 
is seen in several directions. 1.21 p. m., there are now several kinds of clouds. I. 
Small low cumulus, grayish purple, northwest or west-northwest to southeast, 
moderately fast movement. II. More and higher cirro-cumulus, slower motion, 
m. Kain clouds, e.g.^ now (1.26) raining in southwest and south; no thunder 
heard, but light rain just beginning. IV. Cirrus covers." 

A number of stations in the neighborhood of Plymouth, Mass., report an 
eastward moving storm about 1 p. m., which was also felt at Provincetown. On Cape 
Ann a thunderstorm is noted from 12.30 to 1 p. m. Fall River, Mass., says: "Clouds 
rising in northwest and southwest, those from southwest going to the east, those 
from northwest same, but centre of the city escaping the storm entirely." West 
Worthington, Mass. : "Storm divided." Lewiston, Me. : "It has always been a notice- 
able fact that many storms rise in the west and have every appearance of passing 
overhead, but for some cause or other are turned out of their course, following the 
line of the railroad north, or the Androscoggin River south." Provincetown, Mass. : 
"I have added a column to the blank under the title of Ocean Tide, and I am con- 
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vinced that the tide has a great influence." Edgartown, Mass.: ^* Storm and rain 
clouds going down to northeast and east, carried down by tide; did not pass over- 
head. A hard rain with thunder carried off from Cottage City by the tide." Essex^ 
Mass. : ^*A strong gust of wind at beginning of rain." 

Vermont and New Hampshire were nearly free from thunder and experienced 
no distinct storms, the reports being few and scattered. In eastern Connecticut 
there was one storm which moved southeast between 3 and 4 p. m., but it is only 
reported at one station in Rhode Island, in the extreme southwestern part. A 
second slight storm occurred over the southeastern part of Connecticut between 4 
and 5 p. m., also moving southeast, and there are numerous other scattered reports 
of rain and thunder. In Rhode Island a storm is reported about noon, which moved 
east across southeastern Massachusetts and the islands to the south. Newport, R. I., 
notes temperature as follows: "12 m., 70°; 12.30, 69°. Rain began 12.50; 1 p. m.^ 
68°; 2 P.M., 72°." Report from Yacht Constcelo^ in Narragansett Bay, four miles 
east of Wickford: "About six sharp thunder-squalls of very small area passed 
across Narragansett Bay between 12 m. and 2 p. m. Cirro-stratus clouds were not 
at all prominent. Cirrus clouds were noticed nearly all day. Storm cumulus very 
active between 12 and 2 ; 0.30 p. m., appeared very threatening in west-northwest. 
Cirro-stratus underlaid by cumulus ; 7, nearly all dispersed, as is usual when tide 
is ebb. Squalls from west-northwest or north very rarely cross Narragansett Bay 
while tide is ebb." From the Connecticut reports the following are extracted. 
Chestnut Hill : "3.40, distinct cool breeze ; rain began." Turnerville : "Shower 
divided, part went southwest and another to southeast via northeast." Westchester: 
"4 P.M., northwest, light; temperature, 80°; 4.30, calm; temperature, 82°; rain 
began 4.35; 5.00, wind northwest, light; temperature, 78°. Contrary to the usual 
rule, in this case the rain was preceded by a calm and a rise of temperature." 
On this day there can be separated seven distinct storms, all having a marked 
advance, but being of small extent and slight intensity. 

June 27-30. The last four days of the month were generally fair and cool. 
On June 27 a cyclonic area was north of Nova Scotia, the weather at 7 A. m. being 
cloudy over New England, with westerly winds. Two reports note thunder about 
noon. Amherst, Mass.: "Rain 12.10 to 12.40 p.m.; thunder, 12.18." Vineyard 
Haven, Mass. : "A few drops of rain and two reports of thunder." On June 28 the 
pressure was normal all over the section. On June 29 at 3 p. m., the cyclonic area 
was over the lower St. Lawrence. Wallingford, Conn., reports thunder at 3.30 
p. M., but no rain. 
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July. The month of July was cool as a whole, with an abundance of fair 
mid-summer weather. The first thirteen or fourteen days were dry and warm, but 
were followed by a succession of cool days, with copious showers and several 
severe thunderstorms. 

July 1-6. The pressure was nearly stationary and above the average. On 
July 3 four stations in Maine report thunder in the afternoon, in two cases without 
rain. On July 4 there are also a few reports from Maine in the afternoon, in most 
cases of thunder only. July 5 brings reports from a group of stations in southern 
New Hampshire and northern Massachusetts of thunder and some rain a little afler 
1 P. M. In western Connecticut, also, three stations near together report thunder, 
and one of them rain, between 1 and 2 p. M. 

July 6. A cyclonic depression developed over the lower St. Lawrence, and on 
July 7 was central at Father Point. 

July 7. A storm developed in western Connecticut at 6.30 p. M., and moved 
to the southeast across the State, but did not extend into Rhode Island, nor on the 
south as far as the Sound. On the north the only report from Massachusetts is 
from Springfield, where no rain fell, but thunder was heard, and two stations in the 
eastern part of Connecticut also report thunder and no rain. The rate of move- 
ment was about 45 miles an hour, and the storm was a moderate one. Durham, 
Conn., notes change in temperature from 84° at 7.30 p. m. to 68° at 8.30 P. m., 
Meriden, from 90° at 7.30, to 84° at 8.05 after the rain ; Washington Depot, from 
86° at 6.36 to 75° at 7.36, the rain ending at 7.36. Other reports mention the 
intense heat during the day, and the cooling after the storm in the evening. 
Isolated reports come from Lynden, Me., Wellfleet, Mass., Newport, Vt, and Nan- 
tucket, Mass. 

July 8. The cyclonic centre was over the Gulf of St. Lawrence, the weather 
being clear and warm, with northerly winds. About 1 A. m. several stations in Rhode 
Island and two in Massachusetts heard thunder; Provincetown, Mass., saw lightning ; 
Kent, in the western part of Connecticut, had a little rain and thunder at 7 A. m. 

July 9. The weather was anticyclonic, cool and fair. Two reports from New 
York report light rain and thunder in the evening. 

July 10. There were two moderate cyclonic areas, one over Lake Ontario, the 
other central at Washington; the weather over New England was cloudy and cool. 
Between 3 and 4 a. m. thunder and rain are reported in northwestern Vermont 
from two stations, and three stations near the same district note thunder and rain 
about 11 p. M. Winchester, Mass., notes thunder and rain, and Winthrop, Mass., 
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thunder only, in the evening. From July 10 to 24 the pressure was below 
the normal and the weather generally cool. The last half of the month was very 
rainy, and marked by numerous severe thunderstorms. 

July 11. A few reports come from northern New England in the early 
morning. The cyclonic area was over the lower St. Lawrence. 

July 12-13. These days were free from thunder and rain, the cyclonic 
depression gradually moving away to the northeast. 

July 14. Another cyclonic area moved slowly from the Lakes south to western 
Pennsylvania and Virginia and then north and down the St. Lawrence Valley on 
July 14-16, accompanied by heavy general rains. On July 14 there are a few 
scattered reports of thunder and rain in the early morning, and a well-reported 
storm during the evening, which occurred in an unusual position, northeast of the 
cyclonic centre, which was at that time in southwestern Pennsylvania. This storm 
(Plate IX, Fig. 13) went across the State of Connecticut, reaching southern Massa- 
chusetts (a few reports near the Connecticut line) on the north, and Long Island on 
the south. It began about 6 p.m. and was dissipated just before reaching Rhode 
Island, at about 10.30 p. m. Arcadia, in western Rhode Island, reports no rain, but 
thunder about midnight. The rate of movement was about 20 miles an hour. The 
lines marking the half-hourly position of the rain front show a more rapid advance in 
the south with a lagging in the north, this being contrary to the usual rule, and the 
general direction of advance was to the east. Three stations, however, note the 
movement as being from east to west. The storm was followed by heavy rains 
which continued through the next day and longer in many sections. The report 
from Stamford states the conditions clearly : "Cloudy all day ; appearance of a 
northeast storm. Rain began very moderately, with little appearance of shower, 
but soon rained fast and then heavily, a succession of such showers continuing till 
daylight. Sky continued cloudy, with southerly winds, veering slowly to northwest." 

July 15. The cyclonic centre was in western Virginia, the weather over New 
England continuing rainy, with easterly winds. On this day, under conditions 
similar to those of July 14, a storm was developed northeast of the cyclonic centre, 
in a general northeast rain storm. It seems to have begun in western Connecticut at 
about 2 A. M., the unfortunate hour having prevented accurate records from being 
made, and to have reached well down to the southern part of that State. It moved 
east and northeast, the width of its path increasing as it advanced. It is poorly 
reported in eastern Connecticut and seems to have touched only the northeastern 
comer of Rhode Island, but in Massachusetts it is very well reported in the east 
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between 5 and 8 A. m. It did not reach Vermont, but did extend into southeastern 
New Hampshire and southeastern Maine on the north and southeastern Massachusetts 
on the south. The lines of rain front are rather irregular, but they also show a slight 
advance in the south over the north. In New Hampshire and Maine they are 
confused by a second small storm there from 8 to 9 A. m. The rain storm moved off 
to sea shortly after 7.30, having travelled about 150 miles in five and one-half hours, 
which gives a velocity of about 27 miles an hour. Five stations make the movement 
of the storm from east to west. The day was generally cloudy and foggy or rainy, 
and the temperature stationary, the storm not being followed by the usual fall in 
temperature. The wind was usually light during the day and varied little in 
direction. At Blue Hill the relative humidity was nearly 100 all day; between 2 and 
5 p. M., however, it dropped to between 70 and 80. Some lightning was noted. The 
rain was intermittent during the day, shower following shower. 

July 16. The cyclonic area had moved from Virginia northeast to the St. 
Lawrence, giving southerly winds and rain over New England. Between 5 and 11 
A. M. there are numerous reports from eastern Massachusetts and New Hampshire 
and one or two from western Connecticut and Rhode Island. It is not possible, 
however, to trace any distinct storm or storms, though there seems to have been 
one which moved from New York across Connecticut and Long Island between 2 
and 6 A. M; this is, however, largely inference from six reports. Blue Hill reports: 
"There was a rapid succession of showers between 8 a. m. and noon." 

In the afternoon, between 4.30 and 7 p. m., there was a storm in Vermont, 
interesting because it is well reported throughout that State but did not extend into 
New Hampshire or Massachusetts. The storm was moderate and was followed by 
clearing weather. Velocity about 20 miles an hour. During the same hours a 
storm began east of the Connecticut River in Connecticut, and moved northeast 
across Massachusetts, not touching the southeastern part of that State or Rhode 
Island at all, and being reported at the coast only at Hampton Falls, N. H. A 
remarkable feature of this storm is the fact that it was reported at a number of 
stations east of the Connecticut River almost simultaneously, the stations being in 
a north-south line and extending for fifty miles across the whole State just east of 
the river. The rain began, therefore, all at once along this line, a feature not 
noticed in any of the other storms hitherto charted for New England. This would 
seem to indicate a control by the river valley over the formation of the thunder- 
storm. Holbrook, L. I., reports rain at 3.10 p. m., which probably belongs to this 
storm. West Upton, Mass., reports : "It is my opinion that this rain had no real 
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connection with the thunderstorm as, from the density of the clouds, I should judge 
the thunderstorm only rose half way to the zenith." Haddam, Conn. : "The storm 
which had lasted for two days previously cleared up at the end of this storm." The 
general features of the storm were no decided change in temperature, moderate 
intensity, and a general clearing after its occurrence. 

From July 16 to 21 the pressure was below the normal with no well-defined 
centre until July 21, when there was a cyclonic area central over Lake Huron, 
which moved down the St. Lawrence during this and the following day. 

July 17. New England had light southerly winds and light local rains. The 
reports are few and scattered ; some from Vermont of thunder and rain in the early 
afternoon. The Isles of Shoals had a distinct storm with the characteristic features, 
and the observer notes a sudden shift of wind from northwest to east during the rain. 

July 18. One of the most well-marked and most fully reported storms of the 
siunmer occurred on this day, when there was no well-defined cyclonic centre near 
N«w England, the pressure being slightly below the normal, the weather fair, winds 
variable and temperature high. This storm (Plate IX, Fig. 14) entered Vermont, 
Massachusetts and Connecticut from the west between 11 a. m. and noon, reaching 
West Stockbridge, Mass., at 11; Sharon, Conn., at 11.30; Salisbury, Conn., at 
11.35 ; West Pawlet, Vt., at 11.45 ; Pittsford, Vt., at 12.02 ; Dalton, Mass., at 12.15 
p. M. The average direction of the storm as noted in the records was from south- 
west to northeast. Its progress across country can be well seen by the sequence of 
the lines marking the beginning of the rain, which show the usual convexity noted 
in such storms. The average hourly advance of the storm was about 14 miles, 
though at times it reached 25 miles. The irregularities in the lines marking 
beginning of rain and loudest thunder are due to the uneven action of the storm, 
which in some places was distinguished by greater violence and in others showed 
little rainfall and scarcely any thunder. Except in southeastern New Hampshire, 
the stations in Vermont, New Hampshire and Maine are too few to allow of much 
certainty in mapping; still so far as can be seen it is evident that the storm 
extended well up to the north. Connecticut in the west was also included in the 
storm area. In the eastern and southeastern parts of Connecticut there was 
apparently another storm running from a little east of the centre of the State 
and extending to the southeast till it reached Liberty, R. I., at 9.30 p. m. This is 
probably a part of the main storm which lived longer and advanced further here. 
In many of the Connecticut records notes are made of several distinct storms 
during the day. The main storm was generally moderate, and the rainfall light, 
36 
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and there is little mention of lightning. The lines marking the loudest thunder 
come quite regularly at intervals of a few minutes behind those of rain beginning. 
There seem to have been no remarkable developments. By the time the storm 
reached eastern Massachusetts it was much weakened, and except in the extreme 
northeast the stations here report "no rain.'' It left Massachusetts and New Hamp- 
shire shortly after 6 p. m., and Maine somewhat later, the Kennebunk record of rain 
being 6.50. A good many of the observers note the occurrence of the squall-wind, 
which comes about the time of the beginning of the rain. One refers to it as 
coming "with a rush and a roar." The records at Rowe, West Chesterfield, North 
Leverett, Philippston, Ashby and North Billerica, all in Massachusetts, mention a 
dividing of the storm in their vicinity, part going to the north and part to the south. 
Four of these stations, viz., West Chesterfield, North Leverett, Philippston and 
Ashby, are in the line of the storm's progression, and this seems to show some regu- 
larity in the continuance of this break across country. The point is an interesting 
one, but sufficient data are not yet at hand to allow any conclusion to be reached 
with regard to it. The heaviest part of the storm was in western Connecticut^ 
where Kent, Warren, Goshen, TarifEville and CoUinsville, which are all in the line of 
the storm's progression, report very heavy rain, several strokes of lightning and 
also hail, the latter at CoUinsville of the size of "peas to walnuts." Haddam, to 
the southeast, reports very heavy rain, thunder and lightning, and also notes a 
division of the storm at that place. It will be noticed that the two regions of irregu- 
larity, that in Massachusetts where the break is noted, and this one in Connecticut 
where the storm was most violent, correspond in their direction of movement across 
country, which is the same as that of the main storm. The extent of the area in 
Massachusetts was about fifty miles, in Connecticut about thirty miles. 

July 19. The reports show that two storms occurred, the conditions of 
weather being similar to those on the preceding day, the gradients weak and the 
winds light. The first storm began in western Connecticut about 1 A. M., and 
moved east across Connecticut and Rhode Island, going off to sea to the southeast 
after 4 a.m. It reached as far north as Readville, Mass., where rain fell but no 
thunder is reported, and is well recorded in southeastern Massachusetts, considering 
the time at which it occurred. The last report is from Edgartown, reached at 4.27 
a. m., which gives a velocity of over 40 miles an hour. Blue Hill notes: "It is not 
known whether thimder occurred with the rain this morning or not, but there was 
every evidence of a thunderstorm. Rain began 3.20 a.m. The wind suddenly 
shifted from west to south at 3.20, then after about ten minutes went back to west 
again." 
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At 3 P. M. on the same day a cyclonic centre was over the Gulf of St. Law- 
rence, having moved down from the north. The conditions were favorable for the 
development of thunderstorms, as there were two or three in Vermont, New Hamp- 
shire and Maine between noon and 4 p. m., and one in southeastern Massachusetts 
about noon, besides numerous other scattered reports. The greatest number of 
reports comes from southern Maine, where, between 12 m. and 4 p. m., there was in 
many places a severe storm, which is noted as the first violent storm of the season. 
It is impossible, however, to make any definite statements as to rate of movement 
or extent. Extracts from the reports and newspapers mention very heavy hail ; 
in many places it is said to have lain a foot deep, some of the stones being as large 
as robins' eggs. At one place a lady gathered a quantity of hail and by means of 
it "made seveiral quarts of very nice ice cream, and kindly distributed it among her 
neighbors.'* At Bridgton, Me., "hail was violent and lasted about fifteen minutes. 
Some of the largest (stones) were one and one fourth inches in diameter, and about 
half an inch thick. The most violent hail storm I ever experienced," the observer 
says. East Sumner: "1.23, distinct cool breeze; 1.46, sudden burst of rain." 
Kennebunk: "Observed this storm closely, but saw no lightning. It came up . . . 
from the west but principally southwest, and looked as if it would visit this locality 
in force, but edged off, with a fairly lively little rain from 12.15 to 12.30, to the east, 
filling the sky in that quarter around to the place it started from, and then disap- 
peared. Broken clouds were drifting over the whole sky, but the real storm was as 
noted above." Mayfield: "2.30, dark cloud and low distant thunder in west; 3.00, 
strong gust fix)m west with light rain; clouds broken and flying northeast." North 
Pownal, Vt., notes the temperature after the storm as "cool and chilly." At Wayne 
the storm is mentioned as the most terrific that ever occurred there. Much damage 
by lightning is reported. From the isolated reports in Vermont and New Hampshire 
but little information can be gained. In southeastern New Hampshire the reports 
agree well as to the occurrence of a storm about noon, this seeming to be 
connected with an earlier one which was also felt in Maine and apparently in 
southeastern Massachusetts. Nantucket, Mass., reports: "Storm divided, passing 
north and south of the island, meeting again apparently at the northeast and out at 
sea." Dover, N. H., reports: "This has been a very peculiar storm. Its track was 
only about four miles wide, and within its track at some places it hardly rained at all, 
at others it came down in torrents, and this within one quarter of a mile distant." 
South Orleans, Mass. : "A succession of clouds has been passing from west to east 
along southern horizon since early morning, with occasional faint peals of thunder, 
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but developing nothing definite till 10.35 A. h." To sum up, July 19 seems to have 
brought a succession of more or less violent showers all day, becoming most severe in 
Maine in* the early afternoon, when considerable damage was done by hail and light- 
ning. Connecticut, western Massachusetts and northern Maine were practically free 
from disturbance. 

July 20-21. On July 20 there was a moderate cyclonic area central over the 
Gulf of St. Lawrence, and the weather over New England was fair. At 3 p.m. 
Eastford, Conn., reports a thunderstorm rising in the northwest and passing to the 
northeast, and Berlin Mills, N. H., reports thunder at 2.45 p. h., with a slight rainfall. 
On July 21 a cyclonic centre was north of the Lakes, the conditions of weather 
remaining about the same. Utica, N. T., reports thunder at 6.30 p. m., and rain in 
the north. 

July 22. The cyclonic centre^had moved to the Gulf of St. Lawrence, but the 
weather over New England was still fair, with southwest winds. In Vermont, Hunt* 
ington Centre had thunder at 3.30 A. m., and rain from 5.15 to 10 A. m. Waterbury 
Centre reports a shower in the southwest, west and northwest, and distant thunder^ 
but only a small rainfall. Jefferson, Me., reports: "About 11.30 a.m., with a fair 
sky, a small black cloud began to form in the west, and rapidly increased in size until 
overhead, when rain fell for twenty minutes. Heavy thunder followed in south* 
east, where a heavy black cloud hung for some time." A station on Nantucket 
reports: "The thunder-clouds that come towards the west end of Martha's Vineyard 
from the northwest for some unexplained reason when over Vineyard Sound break 
up and change their course. On an east tide they swing to the east, passing over 
Tisbury and Cottage City ; on the west tide they generally pass to the west of the 
island and pass over the ocean, sometimes returning from the south." New Bedford,^ 
Mass., had thunder and lightning at 4.30 a. m. 

July 23. The cyclonic area had moved off from the Gulf to the northeast, and 
New England had normal pressure and fair weather. There are some scattered 
reports for this day, but no distinct storm occurred. Cohasset, Mass., reports i 
"When thunder was first heard could not at all see where it came from, as sky to 
northeast showed merely ordinary northwest clouds. Soon noted one of these a 
little darker than the rest, and as it came nearer identified it as the thunder-cloud. 
The cloud passed at a great height overhead, so that the thunder, which was 
occasional, sounded very distant. It was much higher and less like an ordinary 
thunder-cloud than any I ever saw.'* 

July 24. Pressure above the normal; light west winds; fair weather. 
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July 25. A cyclonic area was central north of the Lakes, the gradients over 
New England became stronger, and the weather was cloudy, with west or southwest 
winds. The pressure remained low till the close of the month. There are a few 
reports on this day. Gilmanton Iron Works, N. H. : "Thunder, 2.45 p. m. ; rain, 
3 to 3.10.'' Cambridge, Mass.: "Thunder about 2.30 p.m." New Concord, N. Y. : 
^•Thunder, 12 p.m." Collinsville, Conn.: "Thunder, 8.30. Shower very moderate 
here, but seemed heavier to the north." Utica, N. Y., had rain and lightning, but no 
thunder, at 11.15 p. m. 

July 26. At 7 a. m. the cyclonic area of the preceding day had moved over the 
lower St. Lawrence. The weather over New England was cloudy, with brisk 
southerly winds. There were three well-defined storms on this day, — one between 
noon and 3 p. m. crossed Connecticut and entered Massachusetts ; another between 4 
and 6 p. m. in eastern and central Massachusetts and New Hampshire, and a third 
between 9 and 12 p. m. in central and western Massachusetts and New Hampshire. 
The first storm was first noted in western Connecticut, where it seems to have started 
shortly after noon. It moved northeast, extending to a few stations in southern 
Massachusetts near the Connecticut line, but not reaching eastern Massachusetts 
or southeastern Connecticut. Its rate of advance was about 50 miles an hour. 
Chestnut Hill, in eastern central Connecticut, on the southern edge of the storm, 
notes: "Only sprinkled here, as the storm nearly all drifted north." Mansfield 
Depot, Conn.: "1.30 p.m., dark blue broken clouds moving over other clouds from 
southwest to northeast; 2.30, smooth rain cloud coming up in southwest; 2.^2, 
rain commenced ; temperature, 77°; temperature of rain, 71^" Saybrook, Conn.: 
"1.40 P.M., two claps of thunder from a cloud in northwest. Clouds apparently 
divided, moving north and northeast and south over the Sound." 

The second storm was of small extent. It began shortly after 4 p. m. at Fitch- 
burg, Mass., and at Sterling and Ashby, to the north and south of it, and moved east, 
expanding as it advanced, until when it reached the sea it extended from New- 
market, N, H., on the north (thunder, no rain) to Hull, Mass., on the south. Rate 
of advance about 25 miles an hour. Danvers, Mass., notes: "A muggy day from 
early morning; brisk west wind, terminating in thundershower." At Hull the storm 
was observed passing along the shore to the northeast. Lynn, Mass., and other 
stations note that the day was cloudy and showery, and that the thunderstorm 
brought a heavier rainfall. Manchester, Mass.: "This storm had no wind, but 
tropical rainJ" Wenham Depot: "There were two showers; one followed imme- 
diately after the other." At Salem the rainfall was very heavy, and the lightning did 
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some damage. Wilmington, Mass.: "Shower went north of us, and also a shower 
and considerable thunder south of us." 

The third storm was first reported in western Massachusetts at 8.30 p. m., and 
it moved from there northeast across Massachusetts and southern New Hampshire, 
being last reported at Manchester, N. H., at 11.55 p. m. The width of the rain 
area was not above 50 miles. Rate of advance about 30 miles an hour. The storm 
did not reach the sea. It was very heavy in many places, and there was much 
Ughtning. 

July 27. The weather was cloudy and muggy, with light rains in New England, 
and high temperatures. At 7 A. m. there was a moderate cyclonic area central at 
Montreal, and over New England the pressure was very even at about 29.80 inches. 
Three distinct storms occurred, the first in eastern Massachusetts, New Hampshire, 
and southeastern Maine, between 2 and 5 a. m. It was limited to a district near 
the coast, and moved slowly, averaging only about 16 miles an hour. Its extent 
along the coast was 150 miles. The storm was of moderate intensity and there 
was little thunder and lightning. 

The second storm occurred very near to the cyclonic centre, which moved 
from northeast of Lake Ontario southeast across New York and Vermont into 
eastern Massachusetts between 7 a. m. and 3 p. m. At 3 p. m. it was central in 
Massachusetts. The storm occurred chiefly to the northeast of the centre between 
10 A. M. and 2 p. m., and was confined to northeastern Massachusetts, southeastern 
Maine and southern New Hampshire. It seems to have extended as far south as 
Bedford, Mass., and to the north as far as Alna, Me. It advanced to the east at 
about 20 miles an hour. Kennebunk, Me., reports : "Overcast all day. After 
shower the remainder of the day dubious and threatening." Most of the observers 
report a rainy day, which continued after the thunderstorm had ended, and the 
temperature, which fell during the storm at most places, generally rose again after 
it. Kensington, N. H., had no rain until after the thunder-clouds had passed, when 
precipitation began and continued the rest of the day. Melvin Village, N. H., 
reports : "This storm seemed to divide, as a portion went northwest. It could be 
seen raining about one or two miles distant, and thunder was heard. Then at 12 u. 
thunder was heard south, and the roar of the rain falling on the forest was heard 
preceding its arrival at 12.02^. It began suddenly, and no cool breeze was felt." 
Gilmanton Iron Works, N. H. : "12 m., calm ; temperature, 78^ ; clouds rising in 
north and west; 12.45, brisk northwest wind; rain heavy; 1.15 p.m., moderate 
northwest; temperature, 68^ ; 4 p.m., wind southwest; fair; temperature, 78^." 
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The third storm occurred in Massachusetts and northern Connecticut between 
3 and 7 p. m., and although the reports are rather few and scattered, the storm 
seems to have been a distinct one. During these hours the cyclonic area was 
moving from Massachusetts northeast across Massachusetts Bay, and up the coast 
of Maine. The storm was first reported at New Concord and Lebanon Springs, 
N. Y., at 3.30 p. m., and was only noted at two stations in Massachusetts west of 
the Connecticut River, although several observers in western Connecticut report 
thunder but no rain. East of the Connecticut River, however, the storm seems to 
have become clearly defined, and it is well reported over central and eastern central 
Massachusetts and northeastern Connecticut. It did not reach the ocean, the last 
records being from Westford and South Sudbury, Mass., and Pascoag, R. I. The 
lines marking the rain front run in a northeast-southwest direction. The rate of 
advance was about 30 miles an hour. "A close, muggy, dog-day" is the frequent 
statement found in the records. Lunenburg, Mass., says: ^^Very close and muggy 
at 5.15; rain began 5.30; 6.30, bright in west and air clear and bracing." North- 
field, Mass. : "A rain shower west-northwest became heavy ; divided when passing 
over; heavy rain to west and east. With last shower came a fresh northwest wind 
that drifted the rain like a fog; very distinct advancing edge." Palmer, Mass.: 
^'The storms seemed to rise at once, one rapidly from west-northwest, the other from 
northeast, and passing southwest seemed to unite." Princeton, Mass.: "Unusually 
dark purple storm-cloud, funnel-shaped, and standing on its small end which touched 
the horizon in the west-southwest." South Sudbury: "Storm seemed to divide, part 
going north and part south." South Yarmouth : "An electric storm in the north. 
Very bright aurora, almost equal to the light from the moon. I think I never 
before observed a thunderstorm and the northern lights at the same time." Long- 
meadow, Mass. : "The rain from this storm fell from cumulus clouds without the 
cirro-stratus cover, though to the north of here the latter cloud was easily seen^ 
especially after storm-cloud had passed, when it rolled back in a thick layer, growing 
thinner as it spread out. At 6 p. m., while looking at this cloud, I saw a flash of 
lightning come out of the storm-centre, go through the cirro-stratus cloud to the 
outermost edge, then dart diagonally westward towards the earth." Mansfield 
Depot, Conn. : "Thunder heard in south and southwest. Dark cloud over it, and 
dark blue broken clouds over this, moving faster." Warren, Conn.: "Storm broke^ 
and went north and south, and went to pieces." 

July 28. A cyclonic area was over the Gulf of St. Lawrence, and northwest 
winds and generally clear weather prevailed at 7 a.m. Warwick, Mass., reports: 
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"A dull showery day, thunder and lightning 4.50 p. m." Westboro, Mass.: '*A day 
of light showers. Thunder 1 to 2 p. m." Although the conditions seem to have 
been favorable no definite storm occurred. 

July 29. A series of storms remarkable for their severity occurred on July 
29 and July 30 in all the New England States. On July 29 at 7 a. m. the cyclonic 
centre was at Rockliffe, and New England had light variable winds and clear 
weather, the pressure being between 29.80 and 29.90 inches. During the day the 
cyclonic area moved east; at 3 p.m. it was central at Montreal, and at 11 p.m. 
near Father Point. Two well-defined storms occurred, one in the early and one in 
the late afternoon. Besides these there were some reports in the morning. The 
first storm (Plate IX, Fig. 15) occurred between 2 and 6 p. m., and extended over all 
of Massachusetts except the Cape, and over Connecticut and Rhode Island. It was 
one of the best reported storms of the year. First noted at Lebanon Springs, N. Y., 
at 1.20 p. M., New Concord, N. Y., 2 p.m., and Poughkeepsie, N. Y., at 2.20 p. m., 
it entered western Massachusetts about 1.30 and western Connecticut about an 
hour later, the rain front lines showing the usual lagging in the south. It moved in 
an easterly direction across Massachusetts and Connecticut, and reached the sea at 
about 5.30 p. m. in northeastern Massachusetts and somewhat later in Connecticut 
and Rhode Island. The storm was peculiar in having a well-defined northern 
limit, for with the exception of one report of rain and lightning at Lewiston, Me., 
and one from Pownal, Vt., there is no record from any place north of the 
Massachusetts line, although several observers very close to that line in Massa- 
chusetts had quite a severe storm, and others had thunder and lightning but 
no rain. Such a well-defined limit is not a very usual occurrence in our New 
England storms, and it is particularly noticeable in this case because it coincided 
with the state line. On the south the storm went off to sea from Rhode Island, 
but it seems to have been quickly dissipated, for no rain fell on Martha's Vineyard, 
although thunder was heard, and Cape Cod also was left untouched. Among the 
features of interest brought out in the records are the following: — Berlin, 
Mass. : "It was a light shower, the only noticeable thing about it being the 
change of temperature (9°) and wind." Mansfield, Mass.: "Storm came from 
southwest ; broke before reaching this place, and passed to the north and south. 
Very light rain fell, and no wind." North Adams, Mass., near the northern State 
line, reports: "We were on the northern edge of this storm, and were only 
grazed by it." Blue Hill, Mass. : "A slight haziness appeared about 11 A. m., 
and continued to grow in density until 1 p. m., when the sky was covered with 
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a well-defined stratum of cirro-stratus moving from west. This continued to 
grow in density and was quite dark at 3 p.m., and by 5 p.m. had much the 
appearance of stratus." Rain began 5.20; ended 6.20. Temperature at 3 p.m., 
85°; 7p.m., 68°. Humidity at 5.30 p.m., 60°; 6 p.m., 90°; 7 p.m., 87°. Long- 
meadow, Mass. : "At 3.15 p. m. the squall-cloud was about midway between the 
northeastern horizon and the zenith, and was a very dark belt of clouds ; behind 
it the rain was falling in a smooth gray sheet. There were cumulus tops along 
on upper side of the squall-cloud. At 3.30 the squall-cloud was overhead and 
seemed much wider than at 3.15. The motions in the lower part of it were 
now quite plain. There seemed to be ragged pieces of cloud forming beneath 
and rising rapidly up into the mass ; there was also a general stirring around of 
the masses this way and that. A strong northwest breeze struck here at 
the time the squall-cloud was overhead." Glastonbury, Conn. : "Storm seemed 
to divide, part to east and part to west." Mansfield Depot, Conn.: "3 p.m., 
clouds rising in northwest ; thunder, 3.40 ; light-colored clouds moving rapidly up 
over other clouds; dark underneath, very wild and black; 4.11 p.m., upper edge 
of cloud overhead ; edges ragged ; appear to move southwest and east, and look 
as if the cloud had a rolling motion ; 4.24, lower edge of cloud overhead ; rain 
began hard; temperature of rain, 65°; temperature of air, 71°; 4.35, less rain; 
light streaks in southwest; 4.48, cloud in west moving southeast, lower edge 
ragged, growing smooth ; wind rises ; rains harder ; 5 p. m., rain ends ; calm ; 6 
p.m., sun shines through broken clouds; cumuli rising under the sun; 7 p. m., clear 
in northwest." The day was sultry and close, and the storm brought a general 
fall in temperature, varying from a few degrees to 15°. In Massachusetts the 
storm was generally moderate, but in Connecticut it was quite severe in many 
places. At Hartford and New Britain it was very severe. Hail fell in abundance 
in many places, and some damage was done by lightning. Many of the observers 
note several storms in the afternoon, which it is impossible to separate, and there 
are several reports from Connecticut of thunder and rain between 8 and 10 P. m. 
The most severe thunderstorm of the month came on the night of July 29-30 
(Plate IX, Fig. 16). At 11 p. m. of July 29 the cyclonic centre was near Father 
Point, and at 7 A. m. of July 30 was over the Gulf. Close behind it followed an area 
of high barometer with cool weather. While the main body of the first storm, which 
occurred between 2 and 6 p. m. of July 29, passed off to sea about 6 o'clock, there 
still remained more or less disturbed conditions, for rain and thunder are reported 
at several stations during the evening. As far as can be made out from the 
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few and inexact records there were several storms during the night. One crossed 
Massachusetts between 10 p. m. of July 29 and 1.30 A. u. of July 30. It apparently 
extended to a group of stations in northwestern Connecticut, though as south- 
western Massachusetts sends no reports this latter may have been a separate 
local disturbance. Southern Vermont and New Hampshire also send records. 
The storm advanced eastward, expanding as it went, until it extended quite across 
Massachusetts and northern Rhode Island. In southeastern Massachusetts it seems 
to have faded away, while in northeastern Massachusetts it went off to sea after 
1 A. M. Rate of advance over 35 miles an hour. 

In Connecticut another storm seems to have developed near the Connecticut 
River about 4.30 a. m. of July 30 and to have moved southeast across Rhode 
Island, where it became confused with a third storm, which seems to have started 
in central Massachusetts about 2 a. m., and from there to have moved southeast, 
being well reported in southeastern Massachusetts and on Cape Cod. It crossed 
Martha's Vineyard between 4.30 and 5 a. m. Its velocity was about 35 miles 
an hour. The unfortunate time of occurrence and the consequent inexactness of 
the records make a detailed account of these storms impossible. All that can be 
said definitely is that the night was one of very violent and wide-spread storms 
in southern New England, which were distinguished by their generally rapid 
movement and their severity. In the northern part of the district there were' 
fewer reports and no distinct storms. 

July 30. At 7 A. M. the cyclonic centre was north of Anticosti, a high pressure 
area over the Lakes, and warm cloudy weather with westerly winds over New 
England. The first storm on the morning of this day came between 7 and 10 a. m. in 
Connecticut and Rhode Island. It did not extend into Massachusetts but passed 
over Martha's Vineyard at 10.30. Rate of movement about 40 miles an hour* 
The storm was a very moderate one, and in many places only a sprinkle of rain fell. 
In southeastern Massachusetts there are several reports of rain and thunder between 
6 and 7 a.m., and a few others at scattered hours, Nantasket, Mass., reports: "An 
unusually heavy storm (4.30 A. m.) and a continual blaze of lightning." Man- 
chester, Mass., reports the most severe storm there for years. South Orleans, Mass. : 
"Cloud advances till its edge reaches over the land, then sinks back over sea into 
southeast. It is an admitted fact that the rainfall from thunderstorms in this town 
and adjoining parts is materially less than that in the balance of the Cape ; some 
account for this by the configuration of the physical features." The third series of 
disturbances came between 3 and 4.30 p. m. at a group of stations in northeastern 
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Massachusetts and southeastern Maine, all within a few miles of the coast. The 
storm moved off to sea very soon. The same group had another local storm 
between 7 and 8 in the evening, and there are also several reports during the rest 
of the afternoon. The storms were very moderate, and little rain fell. Blue Hill 
reports : "The thunder-cloud in the northeast at 6 to 7 p. m. had the rounded top 
of the cumulus without any cirrus fibres at all. Its top was estimated at 7 p. m. 
to be about 15° above the horizon. The rest of the sky was almost entirely clear." 
There were some reports between 3 and 5 p. m. from southwestern New Hampshire 
and southeastern Vermont, and a slight local storm east of Meriden, Conn., 
about 4 p. M. Between 1 and 2 p. m. there were also some reports from south- 
eastern Massachusetts, Fairhaven noting "one of the hardest storms that have 
passed over this town for a long time." This afternoon may, therefore, be 
characterized as one of five or more generally slight and very limited local 
storms, none of them lasting two hours, or moving more than fifty miles. The 
pressure over New England was a little below the normal, and the cyclonic centre 
had passed off north of Newfoundland. Lightning was very generally reported 
during the afternoon and evening. Newburyport, Mass. : ^^The storm seemed to 
proceed in two sections close together. One section with heavy thunder and 
heavy rain moves by in the north and northeast at an estimated distance of three 
miles ; the other with heavier thunder and less rain moves nearly overhead, 
perhaps a little north. Probably there is no space between the two sections, but 
one is adjacent to the other ; the fresh north-northeast wind probably brings to us 
some of the rain from the more distant section." Ridgefield, Conn. : "This day 
I think has been the most sultry and oppressive of the season. The atmosphere 
is laden with moisture and a thick murky appearance prevails, giving signs of rain 
throughout the morning. In the afternoon the clouds began to gather and thicken 
and thunder was heard from four different points for two or three hours, and heat 
lightning continued at least until 10 p. m. The past few days have been extremely 
hot, sultry and oppressive." 

July 31. The pressure was slightly below the normal and very even over the 
district, the weather cloudy, with light northerly winds. The cyclonic area had 
moved away to sea over Newfoundland. One storm occurred in the morning 
between 7 and 9, and was confined to eastern Connecticut and southeastern 
Massachusetts, reaching Long Island on the south and Boston on the north. It 
passed out to sea off the Cape after 9 a.m. Rate of advance about 50 miles an 
hour. The day was generally reported as cloudy, and the storm, which was of 
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moderate intensity, was not followed by clearing weather, though the clouds were 
somewhat scattered after it. There was little wind all day, and the temperature 
was very even, not being perceptibly reduced by the storm. 

August. August was characterized by an abundance of fair weather, a 
temperature below the average, and by the small number, moderate intensity, 
and small extent of its thunderstorms. 

August 1. The month opened with pressure slightly below the normal in New 
England, and with the development of a cyclonic area east of Lake Ontario at 3 
P.M. of August 1. At 7 A.M. New England was generally cloudy. The first 
thunderstorm of the month occurred between 5.30 and 7.30 P. m. in Vermont and 
southeastern New Hampshire. It moved southeast and was dissipated in south- 
eastern New Hampshire. Rate of advance 30 miles an hour. The storm was 
light and was generally followed by rain during the night. One report mentions 
hail. There are scattered reports of rain and thunder during the evening from 
other parts of the section. 

August 2. The cyclonic area was moving off to the northeast, and the weather 
was cloudy or rainy, with southerly winds. About noon a storm was reported 
close along the sea-coast in northeastern Massachusetts, New Hampshire and south- 
eastern Maine. It is impossible to give its rate of advance, as it began only a few 
miles inland. Mayfield, Me., reports : *'It rained from 1 to 9 A. m., then cleared 
off with a west wind and sultry air. Temperature, 75° at noon. At 11.30 a.m* 
the sun was shining and a squall-cloud passed from west to east south of us, 
accompanied by a strong wind and a single peal of thunder in south." New- 
buryport, Mass., reports one storm at 11.48, and a second at 12.29, the latter with 
no rain. The second storm, "possibly only a ramification of the first, appeared 
about 12.10 p.m. on the southwestern edge of the cumulus clouds that had passed 
the zenith, and extended across through the southeast quadrant from northeast to 
southwest. At 12.15, when the clouds of the first storm were nowhere more than 
45** above the horizon, the cumulus reached up from horizon nearly to the sun. 
Heavy rain was falling in the southwest and light rain in south, where clouda 
extending about 45° above horizon seemed to connect the two centres. Air clearer 
after shower than for several days previous." Pigeon Cove, Cape Ann, Mass.: 
"As is often the case here the storm seemed to divide, the heavier part going to 
the north and west, and the other going southwest to south." Longmeadow, Mass. : 
"At 4.20, saw a large cumulus cloud on southwestern horizon ; this expanded and 
soon had cirrus above it. At 11.45 another formed a little east of the first.* Both 
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grew and with additions were on the southern horizon at 1 p. m. and passed out of 
sight about 1.30 in the south-southeast." 

Cape Cod was visited between 3 and 4 p.m. by a local storm of moderate 
intensity. Osterville reports : "A very beautiful mass of cumulus cloud in the north 
at 3.30 P. M. At 3.40 a few large drops of rain ; also a marked gyration of dark 
lower cloud, appearing to me as though there might be hail at the northeast. Oster- 
ville may be regarded as marking the southern limit of the storm, receiving the 
breeze and a few drops of rain." Provincetown : "The transit of this storm was 
quite rapid. No cirrus clouds either before or after this storm." 

August 3. The cyclonic area was moving over the St. Lawrence Gulf, with 
brisk west winds and cloudy weather over New England. New Concord, N. Y., 
reports a "tornado" from the west, which was probably only a squall in the north- 
west wind in the rear of the cyclone. 

August 4. The pressure rose and fair weather and westerly winds prevailed. 
South Lee, Mass., reports: "A heavy thunderstorm at the south of us 9.40 p. M, 
Heard the thunder distinctly. A gust of rain here about 8 lasted not longer than 
thirty seconds." 

August 5. The pressure was normal and remained nearly stationary until 
August 7 and 8, when it rose above the average. These days were pleasant, with 
the exception of slight showers on August 5 and 7. Between 6 and 7.30 p. m. of 
August 5 a small storm occurred in southern Massachusetts, beginning east of the 
Connecticut River and moving east. It did not reach the sea, and was limited to 
southern Massachusetts. Rate of movement over 33 miles an hour. Long- 
meadow, Mass., notes: "This afternoon the sky was about one quarter cloudy ,^ 
with cumulus clouds passing from west to east. A little before 5 p. m. a large cloud 
appeared in the west-northwest, and the top of it seemed to be spreading out, not in 
the cirrus elevation but lower." Rain followed the storm and continued until the 
next morning. Between 8.15 and 9.30 p. m. Fitchburg and other stations near it in 
Massachusetts, and Nashua, N. H., report rain and thunder. It was the beginning of 
a general rain which lasted most of the night. One report speaks of the clouds as 
being more like nimbus than thunder-clouds, and another says it would hardly be 
called a thunderstorm. Brattleboro, Vt., Dover, N. H., Kennebunk, Me., and 
Providence, R. I., also note rain beginning at about the same time. 

August 6. Pressure normal, weather cloudy and southerly winds. Three 
stations on Cape Cod report a storm about 11 a. m., and two report one about 2 a. m- 
Vineyard Haven notes : "Thunderstorms here generally follow the tides in the Vine- 
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yard Sound ; if the tide is running to the east, going in that direction, and if to the 
west, to the west also." There are also five other scattered reports. 

August 7. The pressure was slightly above the normal, weather fair, with 
light northeast and east winds. A cyclonic area was approaching from the south, 
being off Chesapeake Bay at 7 A. M. of this day. 

August 8. Similar conditions prevailed, but with cloudy weather and light rain 
in the northeast. The cyclonic centre had moved off to the sea in the south. 

August 9. The pressure rose still further ; clear weather and light southerly 
winds prevailed over the district. There were no reports of thunder on August 7-9. 

August 10. Similar conditions prevailed, with west winds. One report, from 
Irasburg, Vt., notes a thunderstorm between 4.15 and 5 p. m., accompanied by a high 
west wind. 

August 11. A cyclonic area which had moved from the Lakes passed in a 
northeast direction north of the St. Lawrence River, bringing warm southerly winds 
over New England, with fair or cloudy weather at 7 A. M. During the afternoon and 
night there was much thunder and rain in Vermont, northern New Hampshire and 
Maine. It is, however, impossible to separate these reports into distinct storms. 
Between 5 and 8 p. m. seems to have been the time of greatest disturbance, and there 
was one distinct storm moving east in Maine then. With the exception of a group 
of stations in south-central Massachusetts and northeastern Connecticut, which report 
storms between 2.30 and 5 p. m., all of southern New England was left free of 
disturbances. East Bethel, Me., reports: ^^Storm apparently divided." Solon, Me.: 
"Hail fell a few minutes; stones large, some of them one inch in diameter. There 
was snow inside and ice outside." Colebrook, N. H., suffered severely from hail, 
crops being much damaged, and many panes of glass broken. The hail fell in 
patches, crops between being left unharmed. The storm was only one mile wide at 
this place." Milan, N. H.: "Came from north-northwest with terrific force, preceded 
by dense black clouds and accompanied by a deluge of rain. Wind estimated at 
sixty miles." Melvin Village, N. H. : "During the morning the weather was very 
warm, with hardly a breeze." Northfield, Vt. : "Intensely hot and close." Long- 
meadow, Mass.: "1 p. m. on western horizon I saw a cumulus cloud, which appeared 
alternately to form and dissolve ; 1.30, the original clouds were in the west-north- 
west. I saw no rain below any of the clouds until they were nearly here. As the 
offshoot (from the main cloud) passed over here it seemed to develop rapidly, as the 
rain fell in sheets; the cumulus cloud at this time also seemed to expand and 
spread out as cirro-cumulus both to front and rear." 
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August 12. The cyclonic area was moving across the Gulf of St. Lawrence, 
giving fair or cloudy warm weather in New England. Between 3 and 5 p. M. there 
was a storm in eastern Massachusetts, which seems to have consisted of two sections, 
so that its advance is not easily made out. One part began at Princeton and Spencer 
(thunder at 3.19 and 3.25; no rain), and moved southeast, apparently soon fading 
away. The other part started about 3.30 at Sudbury, Newton, Auburndale and 
Natick, and moved east and southeast across the Bay, being noted at some stations 
on the Cape after 5 p. m. The storm was a narrow one. Rate of movement about 
40 miles an hour. Mr. Clayton sends some interesting notes of this storm: 
"No cirrus overflow was seen in front of this storm, but its presence was suspected in 
the rear. Only the rounded top of the cumulus, with ragged lateral edges, was seen 
in front. Minimum thermometer in a Hazen shelter at base of hill read 4^ higher 
than minimum in window shelter at top of hill." The barograph curve for this day 
from Blue Hill shows the usual sudden rise before the storm, which continued after 
rain began. It fell very suddenly during the time of heaviest rain, and rose again^ 
at first suddenly and then gradually. The hygrometer rose from 58 at 4 p. m. (before 
rain began) to 99 at the time when the rain stopped (4.26), and fell again to 75 at 
5.15. The thermometer fell from 80*" at 4 to 61.5° at 4.30, and then slowly rose till 
6. The self-recording rain-gauge showed a rainfall of 0.04 inch in about fifteen 
minutes. At Hingham and Cohasset the storm was severe, with much lightning, a 
strong gale, and heavy rain and hail. Osterville reports: "5.30, a belt of dark cloud, 
having the form of a segment of a circle, is rapidly approaching from the north j 
wind southwest, very light; 5.40, the squall reaches Osterville; wind changes 
immediately; barometer rises 0.05 inch; no rain nor thunder." Provincetown : "5.43, 
break in clouds to west and northwest, in which a wisp or two of cirrus is seen, the 
first and only cirrus observed in connection with the thunder-clouds." Many of the 
reports mention a decided cool breeze before the rain, and a considerable fall in 
temperature afterwards, which gave a cool evening after a hot sultry day. 

August 13. The cyclonic area of August 11 and 12 had moved off to the 
northeast, and another was advancing over the Lakes ; the weather was fair, with 
light westerly winds. There are four isolated reports from Vermont, Massachusetts 
and New York during the afternoon, and also reports of a storm between 11 and 12 
P.M. from a group of stations on the eastern shore of Lake Cham plain. St. Albans 
says: "This thunderstorm turned into a rain which continued until 7 A. m., and 
from 3 to 6 A. m. there was a steady pour, coming down in sheets, but with na 
thunder and lightning." 
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August 14. At 7 A. M. the cyclonic centre was north of Quebec, and New 
England had brisk southerly winds, cloudy weather and light rains, with high 
temperature. Two storms occurred on this day. The first was reported at New 
Haven, Conn., at 8 a. m., when rain fell, accompanied by two claps of thunder. The 
storm moved east and was next noted at Saybrook, at 8.52. Then it rapidly 
expanded to the north ; crossing Rhode Island it reached Providence, and covered 
southeastern Massachusetts fairly well. Marshfield, on the northern edge of the 
storm, reports rain and distant thunder, and the last reports are from Cape Cod, 
whence the storm moved off to sea after 12 M. Rate of movement over 40 miles an 
hour. Marshfield, on the northern side of the storm, as just noted, makes an 
interesting record that " the edge of the cloud was about one-third of the way up the 
zenith in the south." Osterville, Mass.: " The three heaviest peals of thunder were 
at 12.10, 12.19 and 12.26, and immediately after each the rain was much increased. 
In the first instance the very heavy rain lasted eight and a half minutes ; in the 
second instance four minutes; and in the third instance it lasted only one-half a 
minute." The characteristics of this storm were that it occurred in a general fog, 
brought a heavy rainfall, and was followed by clearing weather with no changes in 
temperature. 

The second storm developed in eastern Massachusetts about noon and moved 
southeast across Massachusetts and Rhode Island, reaching the sea after 2.30 p. k. 
Cape Cod escaped the storm, and only one station in Connecticut, in the extreme 
southeastern comer, reports rain. Block Island had no rain, but reports thunder at 
2.35 P.M. On the north the storm reached Cape Ann, where it rained only a few 
drops. The rate of movement was 28 miles an hour. The storm seems to have been 
dissipated after leaving the shore, as Martha's Vineyard sends no report of its 
being felt there. West Upton, Mass., says : "12.30, south wind, light; temper- 
ature 80*"; 12.45, northwest, brisk; temperature 72°; 1.30, wind west, light; 
temperature 80**." Pembroke, Mass.: "The storm seemed to move opposite to the 
wind." Blue Hill: "The top of the cloud at places had the appearance of the 
festoon cloud both in front and rear of the storm. At 2 p. m. the cirrus filaments at 
edges of cloud-top extended out from cloud toward northwest, but a few detached 
filaments had a motion from southwest, while the whole cloud seemed to be moving 
from west-northwest. The motion of the upper cloud changed from southwest to 
west with the passage of the thunderstorm." The self-recording thermometer at 
Blue Hill showed curious fluctuations during the storm, and also a slight fall after 
it had passed, followed by a rise. The barometer also varied in a peculiar 
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manner. The storm brought a fall of temperature during its passage, but was 
followed by a rapid rise. Clinton, Mass., notes : *^ Sun scalding hot immediately 
after." Hingham, Mass. : ^^ Our stonn was a small part split off, and south of 
us . . . they had a very heavy rain, and from this place I could hear heavy 
rumbling thunder in that direction and see very black thunder-heads." Quincy, 
Mass.: ^^ Three sets of clouds; upper running from west, middle from southwest, 
lower from west-southwest.". Slatersville, R. I.: "The storm seemed to be in 
detached masses." The rainfall was generally very heavy. In northern Vermont 
there were a few reports, most of them of a storm between 4 and 5 A. M. ; also a few 
from Maine, which were mostly of a rain-storm with an occasional peal of thunder. 

August 15. The cyclonic area was crossing the Gulf of St. Lawrence and New- 
foundland, while a high pressure area was approaching New England over the Lakes. 
The weather was clear and cool, with west winds. No reports on this day. 

August 16. A cyclonic depression, with pressure at the centre 29.60 inches, 
moved east very rapidly from the Lakes, and passed directly across southern New 
Hampshire and Vermont during the night. It was attended by heavy general rains, 
with southeast winds. Although the conditions seem to have been favorable for the 
development of thunderstorms, only five scattered reports mention thunder. After 
the passage of the depression the pressure rose rapidly, and remained above the 
average from August 18 to 22. 

August 17. At 7 A. M. the cyclonic centre was south of Nova Scotia, and New 
England had cloudy and rainy weather, with north and northwest winds. 

August 18. This day brought clear weather and variable winds. Three reports 
of thunder and rain came on this day. Mayfield and Augusta, Me., speak of the day 
as being showery, and Ekonk, Conn., had a slight shower at 8.30 A. m. 

August 19. The pressure was 30.20 inches; weather partly cloudy; winds 
north and west. In southeastern Maine a group of stations report a storm between 
12.10 and 1.30 p. m., which was a succession of light showers. Portland, Me., says : 
**Storm seemed to divide, passing to southwest and northeast." 

August 20-21. Anticyclonic conditions prevailed, and there was no record of 
rain or thunder. 

Auffust 22. The pressure began to fall under the influence of a severe cyclone 
from the West Indies, which had come from off the South Atlantic Coast. The 
weather conditions of New England were not materially affected by it, perhaps 
owing to the persisting high pressure over the district. 

August 23. The cyclone had moved to south of Nova Scotia, New England 
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having westerly winds and clear weather. Blue Hill reports lightning in the 
evening. 

August 24. The conditions were anticyclonic, weather fair or cloudy, with light 
westerly winds. There are three reports from southern New England during the 
late evening, of thunder during a rain of some hours' duration. 

August 25-27. The pressure was nearly normal, and the weather fair or partly 
cloudy. light rains fell on August 25, due to a poorly defined cyclonic area off the 
Middle Atlantic coast. On August 27 another cyclonic area passed north of the St. 
Lawrence. 

August 28. The cyclonic area of August 27 had moved off from the Gulf of St. 
Lawrence; the weather was clear, with westerly winds. Chestnut Hill, Conn., says: 
^^Shower was a very small thunder-cloud coming with the wind, passing overhead and 
joining a very large thunder-cloud, which rose in the northwest and drifled north- 
east.'' At Westford, Mass., it rained all the afternoon, with some thunder. 

August 29. A cyclonic area moved across the upper Lakes, and in the early 
afternoon the long period of no thunderstorms was broken by the occurrence of a 
storm in Connecticut and southern Massachusetts between 2 and 4 p. m. Although 
many of the records mention a distinct movement, yet it is impossible to draw any 
lines marking the rain-front or loudest thunder, the times being very confused. All 
that can be said is that there was considerable thunder and rain during these hours,, 
but no distinct movement of the storm as a whole. Longmeadow, Mass., says: 
"3.45 P.M., storm moving in northwest; 4.30, dark bank of clouds in north and 
northwest, with cirro-stratus reaching to zenith ; 5.30, storm in north about the same 
as at 4.30, but losing intensity ; 6.00, storm in north either dissolved or moved out of 
sight in north, as a patch of cirrus is all that is left." The day was hot, sultry and 
hazy. In many places the thunder was distant and no rain fell. The wind changed 
during the afternoon to east, bringing clouds. Three reports note the storm as 
moving from east to west. 

August 30. The cyclonic area moved north of the lower Lakes, and New 
England had cloudy weather and southeast winds. Two records note thunder in a 
rain lasting some hours, one reports thunder without rain, and one notes a short but 
distinct shower. 

August 31. The weather continued cloudy, and the cyclonic area passed off to- 
the northeast over the St. Lawrence. A well-defined storm occurred between 11 
A. M. and 2 p. m., principally in the eastern and northeastern part of Massachusetts, 
and along the coast in New Hampshire and Maine. It was first noted at Long- 
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meadow, close to the Connecticut line in south-central Massachusetts, at 9.30 A. m., 
and then at Dwight and Gilbertville, east of the Connecticut River in central Massa- 
chusetts, but it does not seem to have got fairly started until it reached Fitchburg 
and Worcester. From here eastward it was fully reported. It moved northeast 
along the coast, the lines marking the rain-front running almost parallel with the 
coast. South of Blue Hill there is no record, and on the west there are no records 
from Vermont. On the north it was felt at Augusta and Lewiston, Me. It went off 
to sea in Maine and New Hampshire after 1 p. m. ; in northeastern Massachusetts 
after 1.30, and in eastern Massachusetts after 2, thus clearly showing the lagging in 
the south. The rate of movement wets about 25 miles an hour. The average extent 
inland from the coast was 60 miles in Massachusetts, 40 miles in New Hampshire, 
and 30 miles in Maine. The rain, which began as a thunderstorm, continued through- 
out the afternoon and night. Blue Hill reports : "There was no thunder with this 
shower, but it seemed so much like a thunderstorm that only the thunder was needed 
to make it a full-fledged storm. As the storm approached a distinct gap was seen in 
the direction of Dedham. It seemed to be raining heavily on each side of the gap, 
but apparently not at all within. The' gap soon closed up and the rain advanced 
onward with a continuous front running north and south as far as the eye could see. 
Just in front of the line of rain were festoon cumuli moving from west, and just in 
front of these were cumuli moving from southwest. The temperature fell from 77® 
at 1 p. M. to 68** at 2 p. m. (rain began 1.53). Newburyport, Mass.: ^^Cumulus clouds 
(very dense) extend to 60** east, southeast, and south of zenith. Filaments on lower 
edge of same moving up into the main body of the cloud." 

Thunderstorms of 1886. September to December. 

After August but few observers continued their records, and for the rest of 
the year the materials are scanty. In the accounts of thunderstorms for the 
months of September to December the Monthly Bulletin of the New England 
Meteorological Society has been used in order to make the records more complete. 

September. The first third of September was fair and dry, with high 
pressiu'e. Cool northwest winds prevailed for six days, followed by four or five 
days of warmer weather with southerly winds, as the pressure fell. The second 
period of the month was variable, with some rain from September 9 to 13, during 
the passage of two distinct cyclonic areas over Canada, and on September 16-17. 
Light rain occurred at some northern stations on September 9, on which day a 
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faint barometric depression moved over the upper Lakes. There were four 
reports of thunderstorms from stations in southern Vermont, New Hampshire and 
Maine during the afternoon, apparently only thunder occurring in the general 
showers. During September 10 the depression moved north of the lower Lakes, 
bringing general rains. Four reports on this day mention rain and thunder 
during the late evening or night. At Burlington, Vt., damage was done by 
lightning; in the other places there was slight intensity. 

On September 12 the second cyclonic area moved north of the St. Lawrence, 
and between 3 and 11 p.m. passed south from Father Point to Massachusetts Bay. 
General rains prevailed, with southerly winds. A few stations in Massachusetts 
and Connecticut report thunderstorms, principally between 4.30 and 7 P. M., but 
no movement can be made out. It appears from outside records that this storm 
began in western Massachusetts about 3 p. m., and reached the coast soon after 
9 p. M. It was quite severe, with strong wind, heavy rain, and destructive 
lightning, and was felt from northwestern Connecticut into southern Maine. 
Velocity about 25 miles an hour. It was followed by a second storm in the western 
and central parts of the State two or three hours later. A " tornado " is reported to 
have occurred four miles east of Hartford, Conn., in the evening of the same day. 

On September 17, as noted above, a cyclonic area moved north of New 
England over the St. Lawrence, giving southerly winds and rain. From the few 
records it seems that a storm began in western Massachusetts about 6 p. m. and 
moved east across the State, going off to sea about 10 p.m. It was noted in 
northern Connecticut (one station), and in southeastern New Hampshire (two 
stations). Rate of movement 30 miles an hour. South Weymouth, Mass., 
reports: "Heavy clouds in northwest with thunder and lightning. Cloud divided 
and passed to north and south, or was solid from southwest to northeast, with thunder 
at both points.*' Roxbury, Mass. : " Very sultry all day. The storm was slow in 
rising in northwest, but came on with a strong gale from west and northwest." 
The storm was followed by quite a fall in temperature, and by northwest winds. 
Over part of the district there are reports of a storm earlier in the afternoon. 

On September 18 the pressure was above the normal, with northwest 
winds and clear weather. Wolfboro' Junction, N. H., reports a storm from the 
northwest between 3 and 5 -p.m., the day being ^' muggy" and the sun very 
hot. During September 19 another cyclonic area moved rapidly over the lower 
Lakes and the St. Lawrence, bringing southerly winds and rain to New 
England. A storm occurred in Massachusetts east of the Connecticut River 
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between 8.30 and 10.30 p.m. It did not extend to the Cape, and was only 
noted at one station (Nashua) in New Hampshire. The day was cloudy and 
rainy, and after the storm the sky cleared, with northwest winds. Between 7 
and 9 p.m. in Vermont, and between 9 and 11 p.m. in Maine, there are several 
reports of thunderstorms. From the correspondence in time with the storm in 
Massachusetts it seems likely that they all belong to one storm, which extended over 
most of New England. 

September 20-22 had high pressure, with mostly brisk, cool northwest winds and 
fair weather, September 23 bringing some rain with southerly winds, though the 
pressure was 30.20. Setauket, N. Y., reports a shower between 4 and 5 a.m. 
Bethel, Conn., thunder at 8 a. m., and Block Island, thunder at 8.30 a. m. Rain was 
frequent from September 25 to 29, while the cyclonic area moved slowly over the 
Lakes and Canada. 

On September 25 Strafford, Vt., reports thunder at 2.10 p.m., and distant 
lightning, and Bethel, Me., a storm between 4.30 and 6 p. m. On September 28 
there were a few reports during the night. It seems, however, from outside reports 
that a widespread thunderstorm occurred, extending over western Massachusetts 
about midnight and moving obliquely into Maine in the early hours of September 29. 
The first report is from Concord, N. H. (11 p.m.). Three reports from New 
Hampshire give the hour at which it crossed the southeastern part of that State as 
between 1 and 2 a. m., but of its course in Maine nothing definite can be said. The 
last two days of the month were generally fair, with pressure near the normal. 

October. The first report comes from Berlin Mills, N. H., on October 20, when 
a cyclonic area moved over the Lakes, giving light rains at the western and north- 
western stations on October 21. On October 30, in general rains due to a storm 
which came up the coast, there were a few reports of thunder and lightning in 
northeastern Massachusetts between 10 and 11 p.m. The cyclonic area was then 
moderate, and off the coast to the south. Portland, Me., reports that the storm 
moved to the west. On October 31 the cyclonic area still lingered off the coast. 
Gardiner and Augusta, Me., report a storm about 1 A. m. 

November. On the morning of November 6 a storm developed in West 
Virginia and moved over New England to Nova Scotia, giving rain at all stations, 
being accompanied by high southerly winds of mild temperature, and developing at 
least two thunderstorms. One came in eastern and southeastern Massachusetts 
between 4 and 6 p. m., and the other about midnight in southeastern Massachusetts. 
Maine, also, sends two reports at about the same time. In southeastern Massa- 
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chusetts the storms were very severe, much damage being done by lightning and 
the rainfall being heavy. Several reports speak of this as the most severe storm 
ever known in November. November 18 was rainy, and during the afternoon high 
warm southerly winds blew, with heavy rain and thunder and lightning. Eastern 
Massachusetts, Connecticut and Rhode Island had a well-defined storm between 
noon and 2 p.m., which extended into southeastern New Hampshire and Maine. 
Rate of movement about 40 miles an hour. November 25 was characterized by a 
chilling northwest wind, with snow, sleet and rain, due to the advance of a storm 
off to sea. Rhode Island and southern Massachusetts had a thunderstorm during 
this rain, between 6.30 and 8 p.m. November 30 was again rainy, and brought 
reports of the last thunderstorm of the month which, as before, was felt chiefly 
at the southern stations, and during the late evening. It seems to have begun 
in western Connecticut at 9 p.m. and to have crossed Rhode Island and south- 
eastern Massachusetts, reaching the sea after II p.m. 

December. On December 19 New Bedford and Nantucket, Mass., report 
thimder during a rain-storm in the morning. The cyclonic area was over the Gulf of 
St. Lawrence at the time. 



Review and Discussion. 

Number of Thunderstorms. The following table gives in the second column the 
number of days in each month on which reports of thunderstorms were received, and 
in the third column the number of days on which the storms reported showed distinct 
movement. 

DayB wUh Movement. 


1 
2 
2 
5 
6 
11 
6 
4 

4 


Total 102 41 



MofUh, 


DaysioUh Beparts 


January. 


1 


February. 


8 


March. 


4 


April. 


4 


May. 


12 


June. 


18 


July. 


26 


August. 


17 


September. 


9 


October. 


3 


November. 


4 


December. 


1 
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It appears from this table that May, June, July and August were the months of 
1886 in which thunder was most frequently heard, and that July was the month of 
most frequent distinct thunderstorms. On 40 per cent, of the days when thunder was 
reported there were storms with marked progression. The small number of 
observers from January to May, and from October to December, makes any 
comparison for these months unreliable. 

Time of Occurrence. The time of occurrence of the storms of May, June, July 
and August was in the greater number of cases in the afternoon and the hours of 
greatest frequency were 5-7 p. m. The thunderstorms of the winter months occurred 
mainly in the evening or during the night, and near the sea-coast. 

Rate of Movement. The average rate of movement of all the storms throughout 
the year was about 35 miles an hour. The small number of records in many cases 
has made accurate charting impossible, but this determination of the velocity of the 
storms may be considered a fair estimate. It is noticeable that the lowest velocity 
noted was that of the thunderstorm of July 18 (14 miles an hour), while the one of 
May 31, which occurred under somewhat similar conditions of pressure, had a velocity 
of 50 miles an hour. 

Relation to Cyclonic Areas. The results of the charting of the relative positions 
of the cyclonic centres and the regions of thunderstorms, already referred to in the 
introduction, are given in Plate VII, Figures 1, 2, 3 and 4, which show these lines 
for June, July and August. They are drawn connecting the centre of low pressure 
with the thunderstorm district in all cases when there were storms showing distinct 
progression. It will be noticed that these lines show a striking correspondence in 
direction in all the months, two marked cases of exception occurring on July 14 
and 15, when thunderstorms occurred northeast of the cyclonic centre. In the 
preliminary charting such lines were also drawn to all regions where thunder was 
heard but where the storm had no progression, and these showed much less regu- 
larity, there being no marked parallelism as in the cases of the June, July and 
August lines of these figures. 

In June, fourteen storms with distinct progression were reported. In ten cases 
the cyclonic centre was between sixty-seven and seventy-two degrees west longitude, 
north of the St. Lawrence; three storms occurred with no distinct centre of low 
pressure, and one occurred under anticyclonic conditions. In order to see whether 
or not there was any characteristic arrangement of isobars in connection with 
cyclonic areas in Canada which brought thunderstorms to New England in June, a 
composite portrait was drawn of the isobars at 7 A. m. on the days when storms 



304 ANNALS OF HARV^ARI* COLLEGE OBSERVATORY. 

occurred in the southern quadrant of cyclonic areas. The only relation that could 
be made out was on June 7 and 25, each of which showed a circular low pressure 
area over the lower Lakes, a high area over Nova Scotia, and isobars running north 
and south over New England. The next step was a comparison of weather conditions 
at 7 A. M. on the days which brought thunderstorms with the conditions on those 
days which had similar arrangements of isobars and brought no storms. The results 
are not very clear, but it seems from the tabulation that the days which brought 
storms had as a rule stronger gradients than those which did not produce storms. It 
is a noticeable fact that in several of the latter cases the cyclonic area was closely 
followed by a high area over, or south of, the Lakes, which, moving to the east, came 
over New England during the day, bringing anticyclonic conditions. Li all the cases 
of this kind the pressure over the district at 7 a. m. of the following day was about 
thirty inches or over. Of the nine ^^no storm" days mentioned above, which had an 
apparently favorable arrangement of isobars for thunderstorm development, four sent 
no reports at all. 

After taking out the maps of the six days when distinct storms occurred, and 
those of nine days when apparently similar conditions brought no storms, fifteen 
maps were left; ten of these were distinguished by barometer over thirty inches 
weak gradients and generally light winds and fair weather, and on seven of these 
days no thunder was heard. This shows that anticyclonic conditions are generally 
unfavorable for the production of thunderstorms. Three of the remaining five days 
were characterized by anticyclonic conditions, but the pressure was somewhat below 
thirty inches. The remaining two were cloudy under the influence of cyclonic areas 
on the middle Atlantic coast and off Nova Scotia. The last step in this attempt at 
correlation was an examination of the thunderstorm records in the Monthly Weather 
Review, for the purpose of determining whether Ohio, Pennsylvania and New York 
had storms previous to the time of occurrence of the New England storms, for in 
this way prediction might be made more accurate for New England. The data given 
in the Review are insufficient for this study, but Prof. H. A. Hazen has found in his 
work that the series of storms during this month evidently progressed from west to 
east across the country. For instance New England had a storm on June 10, Ohio 
and neighboring States had storms on June 9, and Dakota, Iowa and Nebraska on 
June 6. In the same way the New England storm on June 17 was preceded 
by storms in Ohio on June 16, and in Iowa on June 14, and the New England 
storms of June 25, by storms in Ohio on June 24, and Dakota, Iowa and Nebraska 
on June 20. 
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During July twenty-two well-defined progressive storms occurred. The locus 
of most of the cyclonic centres in connection with which thunderstorms occurred, 
was between sixty-two and seventy-two degrees west longitude, and north of New 
England, the centre being within these limits in fourteen of the twenty-two cases. 
In three cases the storms were practically at the centre of low pressure; in two 
they were northeast of the centre; in two they occurred under anticyclonic 
conditions, and in one case the cyclonic centre was over the Lakes. A similar plan 
to that used in the case of the preceding month was adopted in July, August and 
September. The composite portrait of the isobars at 7 A. m. on the days 
when storms occurred in the southern quadrant of a cyclonic area, showed no 
system beyond the general gradient to northeast, north or northwest. The attempt 
to correlate certain kinds of weather with the occurrence of thunderstorms was 
also unsatisfactory. The 7 a. m. maps of those days on which the cyclonic centre 
was north of New England and thunderstorms occurred, were compared with the 
maps of those days when the cyclonic centres occupied similar positions and no 
distinct storms occurred. The height of the barometer (shown by lowest isobar), 
the strength of the gradients, the temperature, the rainfall (heavy or light), the 
direction and force of the wind, and state of the sky were noted in this connec- 
tion. Taking eight cases of each kind, the only thing which, after this somewhat 
superficial examination, seemed to distinguish thunderstorm days from those days 
on which no thunderstorms occurred, was the temperature, which as a rule was 
higher on the days which brought local storms. 

Of the days which had apparently similar conditions, as to position of 
cyclonic centre, weather, etc., to those which distinguished thunderstorm days, 
three had no reports of thunder or rain, and five brought scattered reports only. 
After taking out the maps of the eleven days when distinct storms occurred, and 
also of seven days when the cyclonic centres were north of New England and 
no distinct storms occurred, as noted above, there were left thirteen maps. Of 
these thirteen days, five brought no reports, and eight brought reports of thunder 
and rain, without giving any definite movement of the storms. On eight of the 
thirteen days the pressure over New England was thirty inches or above, and 
the maps were characterized by very weak gradients and high areas central 
(usually) over the Lakes, or over the States south of the Lakes. Yet on July 
31, when one of the most distinct storms of the summer occurred, the general 
conditions were the same as those shown on these eight maps, with the exception of 
a slightly lower pressure on July 31. On July 18, when one of the most violent 

39 
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storms occurred, the conditions were also very similar. It appears, then, as 
in the case of June, that high pressure and weak gradients will usually 
not produce thunderstorms. Three of the days which brought no reports 
were among these distinctly anticy clonic days. Of the five remaining maps of 
the thirteen, two had cyclonic centres over the Gulf of St. Lawrence, similar to 
the conditions on many days when storms occurred. Yet one of these days 
brought no reports, and the others only a few. The three remaining maps had 
low pressure areas over the Lakes, and weak gradients. On one of these no 
reports were made. The final step in the investigation of the July storms was 
taken to determine whether or not our storms in New England were preceded by 
thunderstorms in Ohio, Pennsylvania and New York. The Monthly Weather 
Review was used, and, through the kindness of the Chief of the Weather Bureau, 
the original records of the volunteer observers in those three States have been 
rendered accessible as a further aid in this study. New York and Pennsylvania 
had so few observers in July that their records are of little value. The records 
from Ohio, however, show that July 13, 14, 15, 17, 26 and 30 were davs of 
extended thunderstorms, and it will be noted that New England had well-marked 
storms on July 14, 15, 16, 18, 27 and 31, i. 6., on all days following those on which 
Ohio sent the greatest number of records. The New England storm of July 14 
(7-10 P.M.) was preceded by storms in Pennsylvania and New York during the 
night of July 13-14. 

During August nine storms showing distinct progression occurred, of which 
number six came when the cyclonic centre was on, or north of, the St. Lawrence 
between sixty-seven and seventy-two degrees west longitude, i. e., roughly between 
Quebec and Father Point; one when the centre was northeast of Lake Ontario* one 
when it was over the Gulf of St. Lawrence, and one under anticyclonic conditions. 
The three most severe storms occurred on days when the 7 A. m. map showed 
cyclonic centres at Father Point, with distinct trough-shaped isobars to the souths 
In the case of four storms the cyclonic centre was at Father Point or over the 
Gulf, but the isobars were not trough-shaped, and in the remaining two cases the 
pressure was near the normal, with no centre of low pressure. The composite 
portrait of isobars, as in the cases of June and July, again shows no definite system. 
A comparison of the weather conditions on the days which brought storms with 
those on the days when cyclonic areas occupied similar positions but no storms 
occurred, showed no striking feature differing in the two classes except the 
temperature, which was as a rule higher on thunderstorm days. Again, as in. 
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the other cases, taking out the two sets of inipi just mentioned, nineteen maps 
were left. Of these, twelve were marked by pressure thirty inches or over, weak 
gradients and generally clear or fair weather, the high pressure areas being central 
off the coast or over the Lakes. Yet the storm of August 5 occurred under 
apparently similar conditions of high barometer. As was seen in the cases of June 
and July, high pressure and weak gradients are unlikely to produce thunderstorms. 
Of the seven remaining maps, three had pressure a little below thirty inches in 
New England; two had cyclonic centres south of Nova Scotia; weak gradients over 
New England ; light or moderate north and northwest winds, and two had centres 
over the Gulf, with east and northeast winds. During the month, Ohio sent the 
greatest number of reports on August 1, 11, 13, 14, 16 and 22. New England had 
distinct storms on the following days in two cases only. The storms of August 11 
in Ohio occurred mostly between 3 and 5 p. m.; those of August 12 in New England 
also from 3 to 5 p.m. The storms of August 13 in Ohio occurred between 2 and 
7 A. M. ; those of August 14 in New England from 9 A. M. to 2 p. m. The results of 
foreign studies of thunderstorms, and of some of the studies in this country, have 
shown that, in many cases, thunderstorms occur in connection with a tongue of 
high pressure in the southern quadrant of these areas. The maps have been 
examined with a view of determining whether or not such a relation can be made 
out for New England, but as far as the isobars as drawn on these maps are 
concerned, no result has been reached. A number of cases have been found where 
such tongues did exist, but they did not mark thunderstorm days as distinguished 
from days of no storms. 

During September six distinct storms were noted, all of which occurred with 
the cyclonic centre north of New England, between sixty-seven and seventy-two 
degrees west longitude ; in four cases the centre was south of the St. Lawrence. 

The reports on which this study is based were generally good, but they were 
too few to allow of any exact work, and the conclusions reached in this investigation 
must suffer to some extent in consequence. Some of the storms which have been 
omitted from the classification, as having shown no distinct progression, would 
probably have been included if more reports had been made of them, so that their 
extent could have been shown. The main facts in connection with our thunder- 
storms have been clearly brought out again: the rise of the clouds from the west; 
the squall-wind in front; the sudden and usually short rain; the cooling after the 
shower; the rapid clearing off. Most of the observers have sent but brief notes; 
many, however, have added to our knowledge of these storms by intelligent and 
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pointed records of various features of interest noticed in connection with the storms, 
and the most important of such notes have been quoted in these pages. The growth 
and movement of the clouds is a point which but few observers note at all, and yet 
it is of great value in any such study as this. For instance, a record like the follow- 
ing is a distinct addition to the ordinary meagre report: ^'The rain from this storm 
fell from cumulus clouds without the cirro-stratus cover, though to the north of here 
the latter cloud was easily seen, especially after the storm had passed, when it rolled 
back in a thick layer, growing thinner as it spread out." Such a record as that from 
Longmeadow, Mass., on July 29, describing the growth and advance of the squall- 
cloud and the "general stirring around of the masses this way and that," while 
ragged pieces of cloud formed beneath and rose up into the mass, is of much value, 
as is also such a one as that from Newburyport, Mass., on August 31, which speaks 
of filaments on the lower edge of the cloud moving up into the main body of it. 

One of the features most often noted in the reports is the dividing of the storm 
as it reached the observer; in fact there was hardly a thimderstorm during the 
summer which did not seem to divide at one or more stations. Although the records 
of this occurrence are quite numerous, it is impossible to make any definite statement 
with regard to the fact. It is known that these storms very often vary in intensity 
in different parts of their course, and when an observer happens to be in one of these 
regions of less rainfall he will probably say that the storm divided, leaving him in 
the middle of two districts of heavy rainfall. An interesting point in this connection 
is noted on July 18, when four stations in a southwest-northeast line, the direction 
of the storm's movement, reported a dividing of the clouds. This seems to show 
that such breaks may retain their position in the mass of the moving storm, and 
may travel for some distance with it ; in this case the distance was fifty miles. 
Further and fuller records are needed to determine this point. In this connection, 
also, the records from Newburyport on July 30 are interesting. The observer says 
that the storm seemed to travel in two sections ; one section with heavy thunder 
and heavy rain, and the other with heavier thunder and less rain, but remarks 
that probably there was no space between the sections, a fresh wind then prevaiUng 
very likely bringing some of the rain from the more distant section. On August 
31, Mr. Clayton, of Blue Hill, saw a distinct gap in the approaching storm, which 
seemed free from rainfall, though it was apparently raining heavily on both sides- 
The gap gradually closed up and the rain advanced with a continuous front. 

The supposed influence of the tides on the direction of the storms is brought 
out in several reports, notably on July 22 (Nantucket, Mass.) and on August & 
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(Vineyard Haven, Mass.), which declare that with a tide running east the storms 
move east, and vice versa. The belief that rivers and the topography of the land 
have an influence on the direction of movement of thunderstorms is widespread, 
and many records speak of such instances. South Orleans, Mass., on July 30, says 
that that district has materially less rainfall than the other parts of the Cape, a fact 
which is accounted for by the "configuration of the physical features." In spite of 
this very general opinion it seems difficult to believe that such large disturbances 
as thunderstorms, whose convectional ascent is high enough to bring snow and 
hail in summer, can be affected by slight depressions or elevations of the earth's 
surface. There are many other points in connection with these storms of which 
more careful record might well be kept, such, e. g.y as the temperature of the rain 
(noted at Mansfield Depot, Conn., July 26 and 29), the structure of hailstones 
(Solon, Me., August 11, "Snow inside and ice outside"), etc. 

Conclusion. The results of the investigation of 1886, while in many ways 
rather indefinite, are still worthy of note. The main results of the study of the 
previous year have been again emphasized : the general features ; the excess in 
the later afternoon hours ; the fact that most of our New England storms come to 
us ready-made from west of our district, and that they are not distributed evenly 
through the summer, but appear in considerable numbers]for a few days, and then 
disappear for a time. In regard to the dependence of our thunderstorms on the 
larger atmospheric disturbances or cyclonic storms, the results of 1886 in New 
England tend to show that this dependence, although marked, is not so striking 
or so definite as many of the foreign results have shown it to be in Europe. Over 
60 per cent, of the thunderstorms of 1886 occurred in the southern or southwestern 
quadrant of cyclonic areas, but so far there have been found no very exact means 
of distinguishing those days on which thunderstorms occurred from those when 
well-developed low pressure centres passed north of New England without bringing 
local storms. Some of the best developed storms of the year occurred under 
an ticy clonic conditions. The effort that has been made in this work, to come to 
some more definite basis for prediction of thunderstorms in New England, has, there- 
fore, not been successful. 

Thunderstorms op 1887. January to June. 

January. The first reports in the year 1887 came on January 24. At 7 a. m. 
of that day a cyclonic area, which had moved northeast across the Lakes, was 
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central north of New England, and the weather over the district was rainy, with 
south and southwest winds. A group of stations in eastern Massachusetts report 
thunder between 1 and 2 p. M. in a general rain, and three stations in northeastern 
Rhode Island report thunder and lightning between 12 m. and 1 p. m. 

February. On February 18, at 7 p.m., a cyclonic area was central over Lake 
Huron, and during the day and night moved northeast, bringing northeast and east 
winds to New England, with rain and snow. A thunderstorm entered western 
Massachusetts and Connecticut about 7 P. M., and moved east, reaching the coast 
between 11 p. m. and midnight. North of Massachusetts it had little force, but 
towards the southern coast it was violent, the thunder and lightning being 
accompanied by heavy rain and strong, warm, southeast winds. The temperature 
rose through the night, and reached a maximum about noon of February 19, when 
the cyclonic centre was below Quebec. The precipitation of the storm was between 
1.50 and 2.00 inches; its velocity about 30 miles an hour. 

March. There are no reports for this month. 

April. On April 18 there is one report of thunder from New Bedford at 9.10 
P.M., and several notes of lightning during the evening. At 7 a.m. there was a 
cyclonic storm central in Kentucky, which moved to the east during the day, 
passing south of New England and bringing northeast winds and snow. April 
23 was characterized at 7 a.m. by generally cloudy weather and southerly winds, 
a cyclonic area being central over the Upper Lakes Setauket, N. Y., reports a 
thunderstorm at 9.30 p.m. The following day brought cloudy weather and variable 
winds, with a moderate low pressure centre off the New England coast. There 
is one report, from Bristol, R. I., of thunder at 10 p. m. On April 28 there was a 
cyclone central over the Lakes, which brought westerly winds and rain. Two 
reports mention a thunderstorm in the afternoon. On April 29 the centre moved 
across Vermont and Massachusetts, and northeast across Maine. New England had 
rain and strong northeast, north and northwest winds. Several thunderstorms 
occurred between 2 and 5 p.m. in Massachusetts, but their movement cannot be 
clearly made out. 

May. On May 6 there was a moderate cyclonic area in the Mississippi Valley ; 
New England had pressure above the normal, cloudy weather, and northeast winds. 
Three reports from eastern Massachusetts mention thunder and rain between 1 and 
3 p.m. May 10 sends one report, from Berlin Mills, N. H., of a thunderstorm from 
6.30 to 8 P.M. The pressure was above normal, with light southerly winds and 
clear weather. On May 18 the pressure was slightly below the normal, with no 
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distinct centre. New England had light variable winds and cloudy weather. 
Concord, N. H., reports thunder and lightning from 11.20 to 12 p.m. May 25 had 
a cyclonic area north of the Lakes, bringing a sultry day, with southerly winds, and 
considerable rain. The reports speak of thunder in Vermont and New Hampshire 
between 3 and 5 p.m. In New Hampshire some damage was done by hail. May 
26 had a vague cyclonic area in Maine, and cloudy weather, with southwest winds^ 
and rain in the afternoon. There are a few reports of thunder from northern 
Vermont and southern New Hampshire between 4.30 and 6.30 p.m., and some 
of lightning, all in connection with a general rain. Concord, N. Y., notes : 
"Thunder-showers all day; 7.30 p.m., terrific thunder; lightning intense; one 
continued flash." At Brattleboro, Vt., rain began at 5, and the barometer fell .10 
inch from 4.30 to 5. Hail fell of the size of peas.'* "At 7.15 p.m. the whole eastern 
sky was of inky hue, and remained so for thirty minutes, with vivid lightning and 
rumbling distant thunder in that direction. The anemoscope on Wautastiquit Mt. 
for some time pointed directly east, and did not veer two points ; the wind at 
base of mountain meantime was west-northwest. At 8 p. M., when darkness set in^ 
the wind on mountain was northeast, thirty-five miles an hour; at base northwest." 
On May 27 the pressure was even over New England at about 29.70 inches, and 
the weather cloudy. Thunder with rain is reported in Vermont and New Hampshire 
in the afternoon. There are a few other reports for different hours. On this day 
heavy, massive cumulus clouds, with high, forward-reaching cirrus overflow, were 
seen from Cambridge, moving east near the northern horizon. 



Thunderstorms op 1887- June to September. 

June. The month was as a whole cooler than usual, and may be divided into 
eight intervals of alternately wet and dry weather, corresponding to the barometric 
changes of the weather maps. 

June 1. The approach of a cyclonic storm in the Mississippi Valley caused 
cloudiness and rain, with easterly winds, on the first day of the month. 

June 2. The conditions were similar to those on the preceding day, with the 
cyclonic centre over the lower Lakes. A storm was reported on Long island at 
midnight on June 1, and from there it moved northeast across eastern Connecticut 
and eastern Massachusetts, reaching the sea after 4 a. m., with a velocity of about 
40 miles an hour. Besides this there were some other reports. The barograph at 
Blue Hill showed no change during the storm. 
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June 3. The cyclonic storm of June 2 had moved northeast and was 
central over Montreal and Rockliffe at 7 a. m., New England having southerly winds 
and cloudy weather. During the day the centre moved across New England. A 
distinct storm occurred in eastern Massachusetts and Rhode Island and in southern 
New Hampshire, between 1 and 2.30 p. m., beginning about fifty miles from the coast, 
and moving to the east with a velocity of 20 miles an hour. Mr. Clayton reports: 
"There was a number of showers not attended by thunder, which followed the 
first shower. The cumulus of the storm had an overflow appearance at top, but 
no cirrus fringe was visible." Newburyport: "1.45 p.m., temperature 67""; 2 p.m., 
distinct cool breeze; temperature 60°." Georgetown, Mass.: "1.45 p.m., brisk 
northwest wind, cool gust for five minutes, with very low running black cloud." 
West Medway, Mass.: "Three distinct showers visible, one in northwest; one in 
northeast; one in southeast." There are other reports from Maine between 11 
A. M, and 2 p.m. and also some from Vermont. Newburyport, Mass., notes further: 
" 2.06, squall-cloud in east forming rapidly and moving upward into the heavy 
cumulus; 2.13, squall-cloud in east-northeast still forming and moving as at 2.06." 

June 4-6. The distribution of pressure was slightly below the normal on 
June 4, and on June 5 and 6 rose above the normal; the weather was cloudy, 
with variable winds. On June 6 there are two reports of thunder ; one from 
Connecticut speaks of hail of the size of walnuts. 

June 7. The pressure was normal, and the weather fair, with variably winds. 
Wallingford, Conn., reports thunder at midnight. 

June 8. An area of low pressure had developed over the lower St. Lawrence, 
but New England had normal pressure, fair weather and variable winds. A few 
scattered reports mention rain accompanied by thunder in the afternoon. 

June 9. There was a slight deficiency of pressure off the coast, and showers 
occurred at several stations, with westerly winds. Three small thunderstorms are 
reported during the early afternoon (Plate X, Fig. 17). One in southwestern 
Connecticut moved southeast across Long Island, lasting an hour; the second in 
southeastern Connecticut, which also moved to the southeast, lasting an hour and 
a half ; the third in Rhode Island and southeastern Massachusetts, which lasted an 
hour and also moved southeast. Taunton, Mass., notes a change in temperature 
from 83° at 11.30 a. m. to 62° at 1.30 p.m. Newport, R. I.: "Thunderstorms rarely 
pass over this place; they seem to divide about the head of Narragansett Bay, 
sending one division to follow the eastern shore, while the other passes over the 
land west of the Bay. In fact the storms seem to avoid the water and follow 
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the land." Setauket, N. Y. : " Thundershowers commenced at 3.35 p. m., wind 
northeast; thermometer at once commenced to fall, and wind shifted to east" 
Several stations in western Connecticut report thunder between 4 and 7 p.m. 
Bridgeport, Conn., notes that the storm moved from southeast to southwest, and 
then at 6 p. M. it was calm ; at 6.07 a strong southeast wind came, and at 6.34 rain 
began. 

June 10. A moderate cyclonic area was off the south Atlantic coast, with a 
high pressure area over the Lakes. New England had northeast winds and cloudy 
weather. 

June 11-15. Fair weather accompanied the occurrence of generally high 
pressure and northerly winds during this period, and no thunderstorms are 
reported. 

June 16. An area of low pressure developed in Canada during the night of 
June 15, and on June 16 moved across the Gulf of St. Lawrence, bringing southeast 
winds and cloudy or rainy weather to New England. A storm of moderate extent 
developed in western Vermont about 6 p.m., and moved through southern New 
Hampshire, apparently disappearing after 8.30 p. m. before reaching the sea. The 
rate of advance was over 50 miles an hour. At Keene, N. H., the thermometer 
fell from 76° at 8.20 to 68° at 8.30. The storm was very moderate, and the only 
marked feature of it was the squall-wind, which was violent in many places. 
There are a few other scattering reports in the afternoon from southern New 
England. 

June 17. The cyclonic centre still lay over the Gulf of St. Lawrence, and 
another was over the upper Lakes; New England had northerly winds and fair or 
cloudy weather. There are four scattered reports of thunder on this day. 

June 18. An ill-defined area of low pressure was central over Pennsylvania, 
and New England had northeast winds and cloudy weather. Three reports mention 
thunder at 7 A. m. 

June 19. The barometric conditions were very unsettled, a moderate low 
pressure area being over the Gulf of St. Lawrence and another over the Lakes. New 
England had clear weather and variable winds. A storm of small extent appeared 
in western Connecticut at 3.30 p. m. and moved southeast, fading away soon after 
crossing the Connecticut River, at about 5.30. Rate of advance 25 miles an hour. 
Only three observers report the squall-wind preceding the rain; in all the other 
cases the wind either remained unchanged in direction, or it was calm. 

40 
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June 20. The pressure over the district was very even at about 29.90 inches; 
weather cloudy, and winds variable. There is one report of thunder and rain in the 
early morning, at Great Barrington, Mass. 

June 21. A better defined cyclonic storm than any of its predecessors appeared 
this day over the Lakes and moved northeastward over Canada, giving plentiful rains 
and several thunderstorms to New England till the night of June 23. At 7 A. m. of 
June 21 the weather was fair, with easterly winds. There are a great number of 
reports on this day, but it is impossible to separate the various storms very clearly. 
One occurred in western Connecticut between 4.30 and 5.30 A. M., and had a distinct 
advance to the east. Western Massachusetts sends most of its reports between 8 
A.M. and 1 P.M., and there are a number in the later afternoon also; northern 
Vermont sends a few in the early afternoon, and southern New Hampshire between 
10 A. M. and 2 p. m. The day is generally described as foggy, '^muggy" and rainy. 
The temperature and the direction of the wind remained unchanged during the 
storm in most places. 

June 22. The cyclonic area of June 21 had gradually spread over the Lakes 
and New England, and a secondary centre of low pressure was over the lower St. 
Lawrence. The weather was cloudy and foggy, as on the preceding day. Five 
storms can be defined for this day. The first one is noted in eastern Massachusetts 
at 4.30 A.M. It extended south well into Connecticut, moved northeast across 
Massachusetts into New Hampshire and reached a few stations in Maine after 8 a. m. 
Eastern Connecticut and Massachusetts were not touched. The rate of movement 
was about 35 miles an hour. New Concord, N. Y., notes : "Brisk wind, — a regular 
whirlwind, — ^lasted two or three minutes." The second storm (Plate X, Fig. 19) 
began in central Connecticut about 7.30 a. m. and moved northeast across eastern 
Massachusetts and into southern New Hampshire, reaching the sea at 11 a.m. 
The stations on the coast, however, report "no rain," and it seems that the rainfall 
ceased about 10.30, some few miles from the coast. The last report of rain in Massa- 
chusetts is from Winchester. The velocity of the storm's advance was 45 miles 
an hour. Troy, N. H., reports: "Our place at or near Monadnock Mt. is hard to 
describe. Showers swing around the mountain in all directions." The even tempera- 
tures through the day, with continual showers, are generally noted. Princeton, 
Mass., notes : "Difficult to trace the progress of the storm, as rain was falling some 
time before thunder was heard, an east fog prevailing all the forenoon, though 
much lighter after the thunderstorm."* Harvard, Mass.: "Through this storm of one 
and a half hours the wind has boxed the compass twice from south to east." 
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The third distinctly moving storm was one of small extent in western 
Connecticut, which moved northeast, but did not enter Massachusetts. It lasted an 
hour and a half, moving about 50 miles an hour. During the afternoon there 
are numerous reports from all the States except Rhode Island, but no movement 
of the storms can be made out. Keene, N. H., reports : " The day was wholly 
rainy or cloudy, with three distinctly marked showers with moderate thunder and 
lightning. The outlines of the showers obscured by the general rain or cloudiness. 
During the last shower, at its hardest interval, wind blew a brisk gale, whirling 
the vane to all points, mostly from southeast to southwest." 

The fourth storm occurred over the same district as the third above mentioned, 
moving northeast across eastern Connecticut between 5 and 6 r. m. The fifth 
began about 6 p. m. at Concord, Sudbury and Framingham, Mass., and moved east, 
spreading out as it advanced until it extended from Newburyport on the north to 
Taunton on the south. It went off to sea after 7.30 p.m., which shows its 
velocity to have been about 20 miles an hour. Lightning struck in Lynn. 
Newburyport notes : " In this storm it seemed as though the centre of electrical 
energy was frequently tranferred from one place to another. " Blue Hill : " Dense 
fog enveloped the station until 9 a.m., when it lifted, forming a dense layer of 
stratus which partially broke away at noon, showing cirro-cumulus above, moving 
from southwest ; at 1 p. m. moving from S. 25° W., and at 2 p. m. from S. 75° W. 
At 3 p. M. the sky was overcast with stratus, and dense fog enveloped the summit 
after 4 p. m. except for a short time immediately after the thunderstorm." During 
the late evening there are a number of reports, but no distinct storm can be 
made out. 

June 23. The depression still hung over the Lakes, and New England had 
continued cloudy weather or rain, with southerly winds. Three reports from near 
the coast of Massachusetts mention thunder. 

June 24. From June 24 to June 30 the weather was generally fair, and the 
temperature rose rapidly towards the end of this period. The pressure over New 
England on June 24 was even, at about 29.80 inches ; wind southerly, and weather 
cloudy. There are a few reports of thunder in the afternoon. 

June 25. The pressure was above the normal, wind northwest, and weather 
fair. Ilyannis, Mass., reports thunder in the afternoon, but no rain. 

June 26-30. Similar conditions of pressure and fair weather with variable 
winds prevailed on these days. Four stations in southern Connecticut note thunder 
about 4 p. M. on June 26, and two note thunder on June 30. 
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July. The month as a whole was unusually warm and wet, and consequently 
sultry and oppressive, and thunderstorms were frequent and severe. 

July 1. The month opened with pressure above the normal, clear hot weather 
and westerly winds. In southeastern Massachusetts a small storm developed at 
3.30 P. M. Its velocity was 20 miles an hour. A second storm of slight extent 
moved east in eastern Massachusetts between 6 and 7 p. m., accompanied by very 
little rain, but thunder was very generally heard throughout the eastern part of 
the State. West Medway, Mass., reports: "There was no change in wind or 
temperature. Cloud of a peculiar shape, looking like a gigantic mushroom. 
The movement of the outside edges was circular in the direction of the hands of a 
clock." Blue Hill: "Storm formed from a small cloud just south of us, and moved 
toward east. At 6 p. m. the top of the thunder-cloud spread out like a mushroom, 
and was drifting from N. 60° W., while the base of the cloud was drifting from 
S. 70°W. " South Sudbury, Mass.: "Southern edge of cirro-stratus cloud was 
exactly overhead at 5.30, and as the storm moved southeast the cloud slowly 
moved west." At Taunton the rainfall was very heavy and some damage was 
done by lightning." Westford Centre: "Storm cumulus gradually spreading out 
into a fan-shaped cirro-stratus with cumuli beneath." The temperature was 
reduced several degrees by the storm, but rose after it had passed. 

July 2. A moderate area of low pressure hung over the lower St. Lawrence, 
but New England had normal pressure, very high temperature, and fair weather, 
with westerly winds. Four storms are reported on this day. The first occurred in 
southeastern New Hampshire and northciistern Massachusetts about 2.30 p. m., 
although thunder was heard further to the west at 12 m. It was confined to a 
few stations near the coast. The second came in central Connecticut between 2 
and 3 p. m., and was also confined to a small number of stations. At Kensington, 
N. H., the temperature fell from 101° at 12 m. to 82*" at 1.30 p. m ; rain began at 
1.25. Seabrook, N. H., reports a fall of 17°. Stoddard, N. H., notes.: "Clouds 
rising in west separate; one takes to the north; other southwest." Benson, Vt.: 
"Temperature fell 8° in four minutes." Newport Centre, Vt. : " Shower divided, 
going to south and southeast." Newburyport, Mass., reports: "Distinct cool 
breeze from the thunderstorm, but no rain. Thunderstorms seem to divide on 
approaching this locality, as nearly all storms pass either north or southwest. We 
hardly ever have a storm pass directly overhead. This storm seemed to emanate 
from an overgrown cumulus cloud, that moved from north-northwest to east in a 
narrow compass and formed the boundaries of the storm. There was an overflow 
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of cirrus somewhat in advance all the time, and extending somewhat toward the 
southeast from the cumulus." A third storm seems to have occurred in Vermont 
between 3 and 6 p. m., though the reports are indefinite, and a number of records 
from central Massachusetts speak of rain and thunder during the same hours. 
Lowell reports : "Wind has been west all day, but changed to east about 1.45 p. m. 
before shower appeared on the horizon. Advance cloud broken, but the southern 
edge of the cloud sharply defined." Lightning struck in Lowell, Mass., and 
Manchester, N. H. Between 8 and 10. p.m. a number of stations in Maine report 
thunder, but only a few note rainfall. Paris, Me., says : "This storm was only a 
distant one, and seemed to follow the course of the Androscoggin River, from 
twenty to thirty miles distant from this place." West Milan, N. H. : "Thunder- 
clouds arose in all directions the afternoon of July 2, and gave every appearance 
of heavy showers. There seemed to be as many as six well defined small 
showers in progress at the same time, with clear sky and sunshine between." Blue 
Hill : "At 2 p. M., the top of a shower-cloud in north rose 9° above horizon. At 3 
p. M. the top of a second shower-cloud in west rose 3° above horizon." 

July 3. The pressure over New England was above the normal, while a 
moderate cyclonic area still hung in the northeast. The weather was fair, with 
westerly winds. One distinct storm occurred, beside a number of scattered reports 
in the early and late afternoon. Farmington, N.H., reports: "The storm came on 
with great rapidity after it began to cloud up. Rain fell in large drops that seemed 
almost like hail." Bellows Falls, Vt.: "An afternoon of thunderstorms in all direc- 
tions, none of which passed over us." Vernon, Vt. : "Thunder heard from 12 m. to 
6 P. M.; heat very oppressive." Lawrence, Mass. : "Shower seemed to have divided, 
and passed mainly to southwest and northeast of this city." Newburyport : "1.55 
P.M., southern edge of cirrus overflow, moving from north-northwest, reaches the 
sun. Clear space between 10° and 30° altitude northwest, under the cirrus ; 2.05, 
light lower cumulus forming in clear space under cirrus in northwest and west, 
and moving from southwest." 

The first storm with distinct progression occurred* in central Vermont and 
southern and northeastern New Hampshire, between 2.30 and 5 p.m. First noted 
at a few stations only, it gradually spread out well over southern New Hampshire, 
and then again contracted its area on the coast. Thunder was heard as far south as 
Taunton, Mass., but no rain fell south of Bedford, Mass., where a few drops only 
are noted. The rate of advance was over 50 miles an hour. At Rochester, N. H., 
the wind preceding the rain brought a rise in temperature of 2° over that of the 
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east wind preceding. At Bedford, Mas?., the wind changed from east, light, to 
northeast, high, after the rain had stopped. Blue Hill reports : "At 4 p. m., cirro- 
stratus overflow from storm in northwest extended to zenith. At 5 p. m. covered 
about six tenths of sky and at 6 p.m. covered all sky except one tenth." Concord, 
Mass., notes a fall in temperature of IT. At Lowell, Mass., the wind was northeast 
before the storm, and increased in strength just before rain began. Milton, 
Mass. : "Observed the nucleus of the storm to the north. A majestic anvil-shaped 
or festoon cloud, which had risen in the distant north, by 4.30 passed the zenith, 
and at 5.30 p. m. was recruited by fresh accessions of cumuli.'' At North Billerica 
Mass., and at Manchester, N. H., the storm was very heavy and much damage was 
done by hail and lightning, but in most places the storm was moderate. Newton- 
ville, Mass., notes : "Wind changes from southeast to northeast. Temperature drops 
from 98*" to 81V Newburyport, Mass.: "Storm divided into two portions, the one 
to the northwest travelled fastest and went into north-northeast; the other more 
slowly into south-southeast.'' At Tewksbury the temperature fell 10° in twenty 
minutes ; at Andover, N. H., 10° in an hour ; at Pomfret, Vt., 20° in twenty minutes. 
Charlotte, Vt., reports a succession of distinct short showers during the day. 

July 4. The Fourth of July was fair and hot, with westerly wind, and pressure 
above the normal, though a faint cyclonic disturbance was approaching over the 
upper Lakes. There are two reports of thunder and rain. The observer at Newton- 
ville, Mass., makes the following note: "Almost every Fourth of July evening there 
is a shower of rain, with no thunder or lightning. It would seem as if the explosion 
of so much powder in the air might have something to do with it." 

July 5. The cyclonic centre of July 4 had moved further east, bringing 
southerly winds and cloudy weather to New England. A few scattered reports 
mention thunder in the afternoon, and Lyndon, Me., had a succession of thunder- 
storms. 

July 6. The cyclonic centre was moving slowly eastward over Canada, and 
New England had rain with southerly winds, the heat continuing excessive. Etna 
and Waterville, Me., report a storm about noon. A distinct storm (Plate X, Fig 20) 
began in western Vermont, Massachusetts and Connecticut about 2 p. m., and moved 
east across New Hampshire into Maine, where it is well reported till 7 p. m., 
when it evidently dissipated without reaching the sea. The rate of movement for 
this portion was 35 miles an hour. In Massachusetts there are no reports after 3 
p. m., so that there the storm evidently died away in the western part of the State. 
In Connecticut, on the other hand, it moved southeast pretty well across the State, 
fading away at 6 p. m., so that this is a case of a distinct break in the storm front 
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fifty miles in width. Solon, Me., reports a fall in temperature of 10° in fifteen 
minutes during the rain. At Alstead, N. H., the squall-wind reached a hurricane 
force and blew down many trees in its path, while rain fell "in bodies of water/' 
Lightning struck at Concord and other places. Benson, Vt., reports : "Apparently 
the storm divided and went to north and south of this place.*' Bellows Falls: "The 
wind was in every point of the compass at different periods of the shower." Warren, 
Conn. : "The shower started in the northwest, and seemed to split, part going north 
and part a little south of us." A number of reports from the western border of 
the district mention thunder and rain in the early evening. 

July 7. The cyclonic centre had reached the lower St. Lawrence, and New 
England had generally fair weather and southwest winds. A few stations in 
Connecticut mention thunder in the afternoon. 

July 8. The cyclonic depression still hung over the Gulf, and clear weather, 
with variable winds, prevailed over New England. Hortonville, Vt., reports thunder 
at 1.45 P.M. 

July 9. Another moderate cyclone was central over the upper Lakes at 7 a.m. ; 
the weather was fair and wind variable. Between 10 A. m. and noon there was a 
good number of reports from northern Massachusetts and southern New Hampshire, 
apparently of two storms occurring in close connection, so that a definite charting 
is impossible, though there seems to have been a distinct movement to the east. 
Besides these disturbances there are a number of reports from other parts of the 
district of storms during the afternoon, of which, however, no progression can be 
made out. On the whole this afternoon was one of wide-spread thunderstorm 
occurrence. Among the notes of interest are the following: Peterboro, N. H.: 
"Under current of wind, west; upper, south-east." Quincy, N. H.: "Clouds moving 
east to west." West Milan, N. H. : "Southeast wind seemed to prevail, but during 
the shower the wind seemed to change from southeast to west." At Keene a 
"hurricane" wind destroyed a barn and broke down some trees. A newspaper 
account reads as follows : "Two violent currents of wind, one blowing from south 
to north and the other from west to east, appear to have come together at a point 
just southwest of the Driving Park, causing a result in some respects similar to the 
waterspout sometimes encountered at sea. The result was destruction to almost 
everything that stood in the way of this mighty but narrow combination of winds." 
Hail fell over a small area. Springfield, Vt., notes : "Cloud formed in west; in less 
than ten minutes crossed this territory, moving northeast.'* Vernon, Vt. : "Very 
sultry; heat very oppressive." Somerville, Mass.: "Wind veered (from east) to 
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southeast during the shower, and (after it) was again east." Spencer, Miiss.: 
"11.30, wind southeast; wind southwest up above the clouds." Cornwall, Conn.: 
"The shower seems to have formed in this locality." Keene, N. H. : "The wind has 
been from south to southeast during all these storms." 

July 10. The cyclonic centre passed over New England during the day, being 
central north of Montreal at 7 a. m., and the weather was cloudy and showery, with 
southeast winds. Newburyport, Mass., reports: "3 p.m., cirrus overflow plainly 
visible through broken cumulus extending to within 60° of northeastern and 
eastern horizon; 3.05, cirrus overflow extended to 40° above northeastern and 
eastern horizon; cirrus moving from southwest; cumulus from west-southwest; 3.20, 
edge of cirrus overflow 15° above northeastern horizon. 4.30, upper edge of cirrus 
overflow in rear of storm 15° altitude, in north and east; 45° in northeast; upper 
edge of cumulus 12® altitude in north and east ; 25° in east." Nahant : "In the morn- 
ing a fog, which remained about the water till after noon. At 12 the wind about 
southeast, with intensely cold east breeze low down on water. Clouds overhead 
moving on west wind." Between 1.30 and 3.30 there was a storm in western 
Connecticut (Plate X, Fig. 21), moving southeast but not reaching across the State 
or into Long Island. Its velocity was 30 miles an hour. Bethlehem reports: 
" 2.20, shower has split, part south and part north ; 2.35, the two showers have met 
again in the east." Naugatuck: "Storm followed by cold wave." South Canaan: 
"A very fresh breeze at 1.30 p. m.; a slight dash of rain, thunder very faintly 
heard; although the shower was nearly due south the wind quite steadily blew 
from northeast, changing to north, where it remains at 4.30, with a fresh breeze." 

Another storm (Plate X, Fig. 21) developed in eastern Massachusetts about 
1.30 p. M. and moved east, reaching the sea about 3 p. m. The first report is from 
Spencer, of rain at 1.18 p. m. It extended north to a few stations in New Hampshire 
and south as far as Taunton. The convex front of the storm is clearly marked. Its 
rate of movement was about 25 miles an hour. Extracts from the records follow. 
Worcester : "At 1 p. M. clouds commenced to form in southwest and commenced to 
rain at 1.20; wind light in southwest. Thunder first heard in southwest at 1.26, 
and wind commenced to blow hard at 1.30. Rained hardest at 1.32, and stopped 
at 1.40. Thunder last heard at 1.50 from southwest. At noon thermometer stood 
81°, and at 1.35 it had fallen to 77°." Foxboro : "Showery dog-day weather all 
the morning." Haverhill: "For an hour before rain began three tiers of clouds 
were plainly visible ; the lower sailing swiftly toward the northwest ; the middle 
moving rapidly from the southwest; the upper moving very slowly east. Rain 
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first appeared in three small distinct areas, which enlarged ti'l they coalesced and 
embraced the whole visible region.*' Maiden : "Rapid rush of wind accompanied 
by rain/' Newburyport: ^-Heavy squall of rain and wind. The rainfall was very 
great in so short a time ; it came down literally in torrents for fifteen minutes." 
Blue Hill: ''The thunder-cloud did not have a well-defined cirrus overflow in 
front, but the cirrus overflow was quite well marked in the rear of the storm, and 
was moving S. 55° W. Maximum velocity of wind, 42 miles per hour at 2.23 p.m. 
(rain began 2. 10)." Spencer: "1.15, dark clouds coming up fast in west; 1.20, 
cooler wind coming in gusts ; 2. 05, a very heavy wind-squall, with gray ragged 
clouds." West Medway : "Shower made up near here, and after it passed over 
there was heavy thunder in the east." At Dedham the temperature was 82° at 
2 P.M. and 70° at 2.15 p.m. The special characteristics of this storm were the 
violent squall-wind, the heavy rainfall, and the distinct cooling by the northwest 
winds after it. Scattered reports from other parts of the district mention frequent 
storms during the day. 

July 11. At 7 A. M. the cyclonic centre was off the coast of Maine and during 
the day moved to the east off to sea. The weather during the day was generally 
cool and fair; the wind northwest. Five reports of thunder came on this day. 
Newtonville, Mass., reports : " 4.50 p. m., away on the northeastern horizon, is a 
curious cloud formation ; black and threatening it looks, but not spread out in a bank 
like usual thunder-clouds, but long and rolled up; 5 p.m., the cloud has spread itself 
out, and lies over the whole eastern horizon from north to south. The wind, which 
has been southwest for two days, now changes to northwest, and blows the cloud 
mass on, still keeping its rolled up crescent form. 5.10 p. m., the mass is breaking. 
Most of the clouds are driven rapidly southwest, while many remain stationary in 
northeast." 

July 12. The pressure was near the normal ; the weather warm and clear, 
and wind southerly. 

July 13. A moderate cyclonic area hung over the lower St. Lawrence; 
New England had fair or cloudy weather and variable winds. There are two reports 
of thunder. 

July 14. The approach of an anticyclone over the Lakes brought clear 
weather, northwest wind and more moderate temperature. Moose River, Me., reports 
a severe thunderstorm at 8 p. m. 

July 15. The conditions were similar to those on July 14. Newburyport, 
Mass., reports thunder several times during the day. 

July 16. A moderate cyclonic disturbance was approaching over the upper 
Lakes; the pressure over New England was near the normal; the weather cloudy. 
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with light southerly winds. Thunder was generally reported in Massachusetts 
between 10 and 11 p.m., but rain fell in connection with it near the coast only, and 
in northeastern Massachusetts. The thunder-clouds moved distinctly to the east 
across the state. The lightning was very brilliant and the flashes very frequent ; at 
several stations at the rate of a flash every second. Only one report mentions 
damage by lightning (Maiden), and the rain was light except at Nahant and 
Winthrop, where it was very heavy. Blue Ilill notes : "The streaks and flashes of 
lightning were very vivid to the northeast from 10.30 to 12 p.m." Spencer: 
"I noticed the lightning in balls of fire commence at the northeast and go to the south. 
It went so every time with one exception." At Winthrop the ^'severest thunder 
ever experienced in the memory of the oldest inhabitant" is reported. Kingston 
reports: "A cloud lay from northwest around to southwest, in the highest part about 
45°; a position of a thunderstorm not seen once in a generation from this place." 

July 17. The cyclonic centre moved during the day from Rockliflfe southeast 
across New York State. The weather in New England was sultry, cloudy and rainy, 
with variable winds. A storm developed in Connecticut, east of the Connecticut 
River, about 2.30 p. m., and moved northeast, extending from central Massachusetts 
on the north to the Sound on the south. At 1 p. m. another storm moved southeast 
from southeastern New Hampshire across Massachusetts to the sea, reaching the 
coast about 4 p. m. In eastern Mas-^achusetts the two storms became confused and 
seemed to unite, but in the earlier part of their course they were distinct. The 
former moved about 35 miles an hour, and the latter 20 miles. This is an interesting 
and unusual case, the two storms occurring at the same time, near together, and yet 
differing in direction and rate of movement. At Dalton, Mass., the temperature 
fell from 84° at 1.30 to 72° at 2 p.m., and rose again to 80° at 6 p.m. At Globe 
Village it fell from 95° at 2.10 to 82° at 3.30; at West Med way from 84° at 3.30 to 
72° at 4.30. Hyannis Port notes: "3.30, clouds rising against wind, which veered 
suddenly from southeast to northwest.'' At Mansfield, Mass., a dead calm prevailed 
during the shower. Quinapoxet: "This storm came from the northwest against 
a warm easterly current, which continued while the storm was passing southeast. 
The rainfall from this storm was heavy." In Connecticut and Rhode Island the 
rainfall was generally light. Newport, R. I., notes: "The rain-cloud had no definite 
edge as it advanced from northwest, but gradually spread over the sky, which was 
covered by thin clouds before, advancing against the observed wind, which continued 
south." At Colchester, Conn., the rainfall was very heavy and the lightning did 
some damage ; at Middletown, also, much rain fell, while within four miles from the 
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latter place the roads were left du?t3\ Turnerville : "It was nearly a calm at 
commencement of storm ; the wind veered from northwest to southwest.'* 

July 18. At 7 A.M. the cyclonic storm wa-5 central in northern Massachusetts, 
and during the day moved southwest across Connecticut, New Jersey, Delaware and 
Maryland. The weather continued cloudy and rainy, with variable winds. The 
reports from Connecticut, though unfortunately scattered, seem to show a distinct 
storm moving south from Massachusetts across eastern Connecticut between 1 and 
3 p. M., the lines marking the rain-front running nearly east and west. This is the 
first case of such a direction of thunderstorm movement charted in this district, and 
the absence of more detailed reports is all the more to be regretted on that account. 
At the time this storm occurred the cyclonic centre was in southern Delaware. 
Brooklyn, Conn., reports : "Storm started in northwest, but other clouds joined in 
and seemed to back south." Durham Centre: '^Before it (the shower) had passed 
the wind suddenly shifted to north and east, with very heavy rain. Apparently the 
northern shower had reached us instead of going off northeast as I had supposed ; it 
afterward passed off to south and southeast.'* Ekonk, Conn. : "Wind came out of 
east just as it began to rain." Turnerville: "2.40, wind coming out of northeast 
and beginning to rain." The rate of movement was about 25 miles an hour. 

July 19. The pressure rose above the normal, the cyclonic area gradually 
fading away to the south. The weather was fair or cloudy, with northerly winds. 
There is one report of thunder and light rain in the afternoon, from Lunenburg, 
Mass. 

July 20. The pressure remained high and the weather fair, with southerly winds. 

July 21. A cyclone central in Illinois on this day, and later passing over the 
Lakes and Canada, caused a wet period from July 21 to July 24. On July 21 the 
weather was cloudy or rainy, with southerly winds, but the pressure still remained 
high. There is one report on this day. 

July 22. The cyclonic centre had reached the lower Lakes, and New England 
had rain, with southeast winds. There are several scattered reports which speak 
of very heavy rain during the day, with thunder in the afternoon, but no lightning. 

July 23. The storm centre was over the lower St. Lawrence, and during the 
day disappeared in Canada. The weather continued cloudy and rainy, with 
southerly winds. There are some scattering reports in the early morning. Between 
1 and 2.30 p.m. a small storm developed in northeastera Massachusetts, and moved 
northeast into southeastern New Hampshire. The rainfall was light, and extended 
to a few stations only. ConcorJ, N. H., reports: "A circular storm this afternoon. 
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At 4, wind southeast; thennortheast-north-northwest-west-soutliwest, and shower ends 
at 4.40; wind southeast." There is a good number of reports from western 
Massachusetts and Connecticut between 2 and 4 p. m., though no movement can be 
made out. A second distinct but moderate storm occurred in northeastern 
Massachusetts between 3 and 4.30 p. m., beginning east of Fitchburg and extending 
up into the northeastern corner of the state, without reaching New Hampshire. 
Its rate of movement was over 30 miles an hour. 

July 24. The pressure was increasing under the influence of a high pressure 
area over the Lakes, the cyclonic centre having disappeared to the northeast, leaving 
variable winds and rain. A small narrow storm began in northeastern Connecticut 
at 1.30 P.M., and moved into central Massachusetts, disappearing at 4 p.m. in the 
neighborhood of Worcester. It moved a little less than thirty miles an hour, and 
was not more than ten miles wide. Ainesbury, Mass., notes that ^"the rain advanced 
in a straight line." Amherst reports: "A heavy black cloud was seen to pass 
rapidly down the river course from the northwest. It was met by a strong 
southerly current of wind which seemed to break the cloud and change its direction, 
driving it directly over U4.'* South Hidley : -^This shower seernid to divide, the 
bulk of it going to the east on the north side of Mt. Holyoke, with a heavy funnel- 
shaped cloud, the bottom of which was below the mountain in Amherst." 

July 25. The pressure was above the normal; the weather warm and generally 
fair, and the winds variable. In the afternoon several stations in Maine report 
rain and thunder, and there are a number of scattering reports from Vermont and 
New Hampshire. Barton Falls, Me., reports: "The heaviest storm I have seen for 
years. Never knew so much water to fall in same length of time, and at this sea»«on 
of year." South Monmouth, Me. : "This shower divided ; part of it passed east and 
part southeast.*' A group of stations in southern Maine report a storm between 
6 and 8 p. m., which had a slow but distinct movement to the east. North Turner 
reports a dividing of the storm ; also Paris, directly to the west, which seems to show 
a continuance of the break as the storm moved on. Paris notes that that place was 
in the middle of the two divisions, and felt the edge of both. 

July 26. The pressure was slightly below the normal and very even over the 
eastern United States ; the weather fair and warm, with variable winds. There are 
a few reports from near the coast during the afternoon. 

July 27. The conditions were similar on this day, the pressure continuing 
high and the weather fair and warm. In western Connecticut there was a very slight 
storm between 6 and 7.30 p. m., which had a movement to the east. Rain fell at 
two stations only, but thunder was heard at several places. 



NEW ENGLAND METEOROLOGICAL SOCIETY, 1891. 325 

July 28. A moderate and indefinite area of low pressure developed over the 
lower Lakes, but the pressure over New England continued near the normal, with 
fair or cloudy weather, and warm southerly winds. The reports are mostly very 
scattered and no distinct movement can be made out. Berlin Mills, N. H., reports 
a storm on this day and notes : "The altitude of the storm was apparently great, as 
time between lightning and thunder, when directly overhead, was several seconds ." 
Pine Plains, N. Y. : ^'The clouds in this storm grew from west-southwest to east, but 
the entire cloud-mass moved west to south." A few stations in central Maine report 
a small storm between 5 and 6 p. m., which moved distinctly to the east. Mayfield, 
Me., notes : "Cirrus clouds moving rapidly towards north for some ten or fifteen 
minutes; then suddenly the direction changes with no apparent change in the wind, 
and they begin to flow towards the zenith and rain begins after some five minutes 
of great commotion among the clouds.'' A well defined storm entered northwestern 
Vermont at 3 p. m., and moved to the southeast across New Hampshire and southern 
Maine, reaching the coast after 10 p.m. Its rate of movement was about 30 
miles an hour. The lines marking the advance of the rain-front run northeast to 
southwest and show no convexity at the centre. At Grafton, N. H., the storm was 
very severe, with heavy peals of thunder and continuous lightning. Lightning 
struck in a good many places. Blue Hill reports lightning in a cloud on the 
northwestern horizon between 8 and 10 p.m. Lightning did some damage at 
Strafford, Vt. In general, however, the storm was a moderate one, the rainfall 
light, and no peculiar features are noted. 

July 29. The pressure continued very even and slightly below the normal ; 
the weather fair or cloudy, with westerly winds. A number of stations in New 
Hampshire and Maine report rain and thunder between 1 and 5 p.m. The thunder 
is generally reported as very heavy. Quincy, N. H., notes: "No wind; air cool at 
beginning but muggy at close.'' In Vermont there was heavy rainfall and some 
damage done by lightning, Charlotte reporting "a terrible storm." Vernon says: 
"Shower started from southwest and northwest, passed around to the east and 
seemed to meet southeast." 

A distinct storm (Plate X, Fig. 18) with some peculiar features worthy of note, 
developed east of the Connecticut River in Massachusetts about 3 p. m. and moved 
southeast, extending in area and covering eastern Massachusetts, reaching the sea after 
7 p. m. One station in northern Rhode Island felt the storm, and Truro, on Cape Cod, 
reports rain at 8. 25. The rate of advance was about 25 miles an hour. The storm 
was very severe on Cape Ann, and damage was done by lightning. College Hill 
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reports that the wind veered to east from southwest just before the rain began, and 
the temperature fell 10° in half an hour, and notes : "Some of the shower was driven 
back over Arlington and West Medford at the rate of about two miles an hour, until 
about 6 o'clock, when the northwest wind drove the front of the storm southeast, 
and heavy rain fell for about fifteen minutes. The line of the storm's front was 
northeastrsouthwest, and went over College Hill. The ragged-edged clouds over- 
head were driven in all directions, but the heaviest rain was in Arlington, West 
Medford and beyond, and was slowly driven northwest, so that it reached the top 
of Arlington Heights, when the northwest wind drove it all back and we had a 
heavy storm at College Hill." East Walpole: "Very turbulent southern edge, 
appearing to be boiling up towards the zenith." An observer who happened to be 
on Mt. Holyoke reports that the storm was first observed over Amherst; then moved 
over the mountain to Holyoke; then back over the mountain to Amherst. Great 
Barrington reports : "Wind was quite strong from the south during the shower, but 
changed to the northwest before it was over." At Hanover the wind changed from 
southwest to north; also at Harvard and at Kingston. At Maiden the wind varied 
continuously, changing from west to southeast, and working back around to the 
north. Newburyport sends a very interesting record : ^'Thunder was first heard 
northwest; just audible. The head of the storm was directly north-northwest of 
here and the centre northwest, moving very slowly northeast; at 4.15 it had moved 
into the north about the same distance off, and there hung for thirty minutes. The 
wind becoming northeast changed the course of the storm, bringing it towards us at 
5.15 very rapidly, moving direct south. It continued, until the Merrimack River was 
reached, in a southerly direction, where it changed its course to southeast, following 
the river, passing southeast of us about two miles distant, with very heavy thunder, 
and moved along the coast until about eight miles south of us it again changed its 
course and again approached us from the south to within two miles, with vivid 
lightning and heavy thunder at 7.10. At 7.20 the storm retreats and moves rapidly 
towards the east. A curious feature of the storm was the direction taken. It 
moved from west all around the points of the compass to north, east, south, almost 
to southwest, and then approaching this place of observation to within three miles 
on northeast side and also on southeast, and we only had the edge of the storm as it 
went around us. At 7.20 it retreated, retracing its course." Blue Hill notes : 
"At 5.10 p. M. the clouds were very dark in north, and the cirrus overflow extended 
to zenith. There was also a sheet of cirro-stratus in south. 5.30, cirrus overflow 
covered the whole sky except a little in east, and a few stratus were moving beneath ; 
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5.45, slight festoon appearance near zenith; no stratus; frequent thunder in north; 
bright sky in southwest ; 6 p. m., pressure rising fast ; a thin layer of stratus preceded 
thunderstorm; a portion of this stratus was watched and seen to be dissolving. 
At 6.30 p. M. a "cumulus roll" preceding the rain area of thunderstorm was very 
distinct and was arched, with the apex at the northeast of this station. Viewed 
sidewise it had the appearance of a broad curtain suspended from the stratus which 
preceded it. Viewed in front it had the appearance of a series of inverted terraces. 
The base of the "roll'' was very low and its fibres seemed to be increasing in 
size, or forming. The wind was blowing towards the storm as it approached, but 
suddenly changed and blew from storm as the "roll" approached near zenith. Imme- 
diately in rear of "roll" were beautiful festoon cumuli. A few drops of rain fell 
as "roll" reached zenith. The "roll" presented no visible agitation." South Wey- 
mouth. notes: "This storm commenced in the west and northwest, and moved around 
this place with a radius of six miles. When the cloud had passed to southeast a strong 
easterly current set in, which brought the cloud back to some extent, and it appeared 
to hang with about the same radius in Hingham in the east and portions of Abington 
in the south." Worcester also reports: "This storm seemed to turn and come 
back." Winchester notes: "The wind boxed the compass, and after the shower went 
back to its old corner, — southerly." Hingham reports: "The storm was passing 
away to the east, when at 6.45 the wind changed to east and brought it overhead. 
It then passed to south." The peculiar and noteworthy features of this remarkable 
storm are the well noted changes of wind during and after the storm, — in several 
cases the wind is noted as having boxed the compass, — and the fact that after the 
storm had passed it seemed to come back again from the east at several stations. 
As is seen in the extracts quoted above, College Hill, Holyoke, Newburyport, South 
Weymouth, Worcester and Hingham all note a return of the storm, with a change 
of wind, and Newburyport sends a minute account of its movements. The 
explanation of this sudden turn may be in the fact that the approach of a 
cyclonic centre over the Lakes began to afEect the winds over parts of New England 
during the late afternoon, and with the change at these stations the storm locally 
moved backwards on its path for a short time. The backward movement may, 
however, be due to a backward growth faster than the advance to the east, for if the 
storm really moved to the west the lines marking the rain-front would probably 
show a change in their distance from one another, which they do not. It would be 
interesting to know whether other observers saw a similar change in direction, but 
the records contain no further mention of it. The time of the westward movement 
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was 5.15 at Newburyport; 5.30 at College Hill; 5.40 at Worcester; 6.45 at Hingham; 
and at Holyoke and South Weymouth no time is given. The changes of wind are 
another noteworthy feature of this storm, and seem to indicate an inflowing 
circulation of winds around the storm area. The changes in the clouds where noted 
are also interesting. 

Other reports, at different hours, come from Turnerville, Conn.: "Shower (3 p. m) 
seemed to divide ; this one went to northeast and the other to the southwest." 
South Canaan. Conn.: "The wind veered suddenly from the south to a strong north 
wind." At Pine Plains, N. Y., "the wind changed from northwest before the storm 
to north-northwest, and the lowest layer of clouds moved from east to west, 
while the upper moved from west to east." Cornwall, Conn., notes: "Clouds 
overhead seem to have a circular motion around a centre nearly overhead." A 
return of a storm noted at Keene, N. H., between 3 and 5 p. m., probably a branch 
of the one in Massachusetts, is recorded as follows: "After moving to the southeast 
the storm appeared to turn towards the southwest again." 

July 30. A moderate cyclonic area was over the Lakes ; New England had 
pressure near the normal, easterly winds and fair weather. A few reports speak of 
thunderstorms. Ossipee, N. H., reports a shower in the northwest in the evening, 
which appeared stationary for some time, and Campton Village, to the northwest of 
Ossipee, mentions that the wind blew there from the east, that is, out from the rear 
of the storm. This is an interesting fact, and one not often noted. Pine Plains, 
N. Y., reports: "5.10 p. m., four layers of clouds: black cumuli; white cumuli; cirrus; 
and between the lower cumuli and the white, scud. This storm, instead of moving 
off for a distance, seemed to melt away. I think I first saw the storm when it was 
just forming." 

July 31. A cyclonic depression hung over the Gulf of St. Lawrence, the 
weather in New England being cloudy, with southerly winds. A few scattering 
reports mention thunder and rain in the early morning. Between 1 and 4 p.m. 
Massachusetts and Connecticut were visited by wide-spread thunderstorm action, 
but the movement of the storm or storms can only be made out in the case of a small 
eastward moving storm in southeastern Massachusetts between 1.30 and 3 p.m., 
which left Plymouth and Kingston on the coast at 2.50, and reached North Truro, 
on the end of Cape Cod, at 3.45, travelling at the rate of 38 miles an hour. At 
Blue Hill the temperature fell from 80° at 2.15 p. m. to 71° at 3 p. m. Brockton 
reports : "Storm came from southwest and passed to a point north of east; a change 
in wind brought it back." Kingston notes : "It is next to an impossibility for a 
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thunder-cloud to hold together over this place, and not once in fifty years has 
lightning struck this point." South Hingham : "Thundershowers formed four miles 
or so to the south of this station, about 2 p. m." South Weymouth also notes the 
formation of a storm in the south. Lightning did some damage at Springfield, 
Marblehead, Gloucester and Taunton ; the rainfall was generall}^ heavy and the 
wind strong. In Connecticut the storms were also severe. Durham Centre reports: 
"The peculiarity of this storm was the apparent lingering over this place. Two 
storms were noted as following one another, and the first one seemed to return on 
a northeast wind and join the second one coming from the west." Wind changes 
are noted as follows: "3 p.m., north; 3.15 p.m., east; 3.19, south; 3.30, west; 3.37, 
northeast." Enfield notes : "Wind changeable, following around with the shower." 
At Middletown the heaviest thunderstorm for years is noted, which seemed to come 
from every direction except northwest. The observer at Ferryville notes that a 
barn was struck by lightning and burned, and makes the significant record: "4.05, 
gone to fire." At Voluntown the temperature fell from 89*^ at 2.07 to 77° at 2.45. 
Pine Plains, N. Y., notes : "1.07 p. m., the weather-vane swerved around to east and 
then returned to southwest; rain began at 1.34." 

August. August had an excess of cool and rainy weather, the temperature 
being low owing to the large amount of cloudy weather and to the frequency of 
northerly winds on the clear days. 

August 1. The month opened with fair weather; westerly winds; a high 
temperature, and pressure slightly below the normal. Several stations in Con- 
necticut and Rhode Island report rain and thunder in the afternoon. At Hartford 
several distinct thunderstorms were seen, and one passed over the city. At South 
Glastonbury the destructive wind was from the south and in Cromwell, not far away, 
it was from the north. Observation of clouds showed evidence of a rotary motion. 
Lightning did damage at New Haven, Bridgeport, New London and other places, 
and the wind also was severe. The fall of temperature was well marked, the 
oppressive heat of the morning being followed by a cool evening. 

August 2. The pressure continued slightly below the normal and very 
even; the weather cloudy or rainy, with variable winds. A small storm moved from 
northern Rhode Island northeast across southeastern Massachusetts between 3 and 
4 A. M. at the rate of 40 miles an hour, extending as far north as Boston. At 
Kingston a very high northwest wind ("tempest") is noted. Another early 
morning storm is noted at Adams, Mass., at 4 a. m. From there it moved north- 
east across Vermont and New Hampshire, being last reported after 8 A. m. in 
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eastern New Hampshire. The rate of movement was 30 miles an hour. A number 
of stations in Rhode Island and on Cape Cod send reports of thunder and rain between 
10 and 11 A.M. A third small storm occurred in western Connecticut between 7 
and 8.30 p. m., and a fourth in western Massachusetts between 6.30 and 7 p. m. 
Their rate of movement was about 25 miles an hour, and direction of movement 
southeast. Carmel, N. Y., reports : "Heavy storm clouds from the southwest came 
up with a southwest wind (7 P. m.), and met a storm which had hung in the north- 
east and was moving in a southwesterly direction.'* New Concord notes a great 
commotion in the upper clouds, showing "a cyclonic motion." Carmel says : "This 
storm took a circular course, beginning in the southwest, going to the north, then 
to the east, and finally dissipating to the southeast." 

August 3. The pressure was even and above the normal ; and the weather fair, 
with northerly winds. Three reports mention rain and thunder in the afternoon. 

August 4. The pressure had risen above 30.10 inches; a cyclonic depression 
was central over the upper Lakes, the weather cloudy, and the wind southeast. A 
few reports from Vermont speak of thunderstorms between 3 and 6 p. m. 

August 5. The cyclonic area was over the lower Lakes, the pressure still above 
the normal, the weather warm, cloudy or rainy, with southerly winds. Several 
reports mention thunder in the general showers during the day. 

August 6. During this day the cyclonic area moved northward of the lower St. 
Lawrence, bringing general moderate rains and southerly winds. A general 
distribution of thunderstorm action over the southern and eastern parts of the 
district characterized this day. The disturbance entered western Connecticut and 
Massachusetts about 9 A. m. and gradually moved to the east, going off to sea about 
1 or 2 p. m. Connecticut and eastern Massachusetts send a good number of records, 
but the times of occurrence do not accord very well, so that no definite statement of 
advance can be made, though the general eastward movement is evident, the rate of 
advance being slow. The thunder occurred during a general rain or fog in most 
places, the rainfall increasing with the thunder. Framingham, Mass., reports: 
"Noticed thunder-clouds in north and west. Those in north formed a thick black 
mass and moved swiftly overhead to the south. Those in west seemed to be made up 
of thick layers, which crowded under each other, getting lower and lower, till it 
seemed as though they would touch the earth, all the while moving very swiftly 
south." Newbury port records: "The storm was first seen in northwest; distant 
thunder, 11.45 A. m. A squall of wind and rain passed over from south at 11.51. . . 
The storm moved rapidly towards the east, passing about four miles northeast of us 
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until it struck the ocean, when it moved in a southerly direction along the coast/* 
At Sharon, Mass., the lightning did some damage ; a ball of fire was seen descending, 
and this divided into two parts, one of which struck a house. Dedham, Mass., and 
Brooklyn, Conn., note a dividing of the storm. At Turnerville, Conn., the wind 
shifted from southwest to northwest very suddenly after the rain began. Mr. 
Clayton reports a second storm later in the afternoon, and says: "Preceding the 
thunderstorm was a long cumulus roll. The roll was very long and had an arched 
front. Its front passed our zenith at 5.10 p. m., and its rear at 5.25 p. m. There was 
a marked increase of wind velocity during its passage. The roll had the appearance 
of a low dark cloud-bank, extending below the level of the other clouds, and was 
quite ragged at its base. On closely watching its ragged base, cloud-fibres were 
distinctly seen to be forming and rising upward into the roll." 

August 7. Under the influence of an anticyclone over the lower Lakes, New 
England had cool northwest winds and fair weather, with pressure near or above the 
normal. Two reports mention rain and thunder in the afternoon. 

August 8-9. The pressure continued high and the weather fair, with generally 
northerly winds during these days, which passed without reports of thunder. 

August 10. The pressure was falling slowly, and the weather became cloudy, 
with winds westerly or southerly. A storm of very moderate energy, and poorly 
reported, moved across northern Vermont and New Hampshire, and into Maine, 
between 2.30 and 7 p. m., travelling at the rate of about 28 miles an hour. At Moose 
River, Me., hail is reported ; at other places the amount of rainfall was inappreciable. 

August 11. The approach of another cyclonic area over the Lakes caused the 
pressure to fall over New England, and brought general rains, with southeast winds. 
One of the largest and best reported storms of the summer entered northwestern 
Massachusetts shortly after noon of this day and advanced to the southeast, gradually 
extending in area to the Sound on the south, and into southern Vermont, New 
Hampshire and Maine on the north. The lines marking the half-hourly position of 
the rain-front run nearly north and south in several cases, and show convexity at the 
centre in two cases. Between 2 and 3 p. m. the advance of the storm was more rapid 
than during the other hours of its progress, reaching 35 miles an hour then, the 
average rate of movement being 30 miles. The storm went off to sea in Maine, 
New Hampshire and northeastern Massachusetts after 3.30 p. m. ; the last report on 
Cape Cod is 6 p.m. Extracts from the records follow: West Levant, Me.: "This 
storm occurred during a rain-storm and dense fog." Kingston, N. H,: ^^The first 
violent thunderstorm of the year, which located here, i. e., overhead. The strokes 
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were in rapid succession and not over 1500 feet and 2000 feet west of village 
centre." Brattleboro, Vt, : "This shower seemed to divide before it reached us, and 
passed north and south of us. Was quite heavy on both sides." In Vermont and 
New Hampshire the rainfall was not great. At North Attleboro, Mass., some damage 
was done by lightning. An enterprising local newspaper says in this connection : 
"Our reporter was fortunately near, and as the electricity left the building one way, 
he entered by another, and was thus enabled to observe its effects at once." Deer- 
field, Mass. : "This shower commenced in the southeast. The day had been cloudy 
and sultry, and the wind was apparently in every direction." Florence, Mass. : 
"Terrible lightning strokes one and a half miles north of here, after it had stopped 
raining." Hudson : "Temperature fell from 80° to 72°, and continued at that until 
6 or 7, when it rose somewhat, the atmosphere at the latter hour being muggy.'' At 
Newburyport the temperature rose from 69° at 4.45 to 72° at 5.15, after the rain had 
stopped. Damage by lightning is reported from Sterling and South Sudbury. New- 
port, R. I. : "The wind was southwest all day, and did not change before or during 
the storm. At 3 p. m. there was indication of rain, and at 3.30 the first thunder was 
heard. The storm seemed to come from seaward with the wind, and to pass to the 
east very slowly. After the storm had passed, the wind came out from the east and 
blew a good breeze." Shelton, Conn. : "2.30 p. m., severe gale for about six 
minutes." The squall-wind, where noted, came after the rain began. A second very 
moderate storm moved east across southern Connecticut between 7.30 and 9 p. m. 

August 12. During this day the storm centre crossed northern New England, 
bringing scattered showers and southerly winds, with high temperatures. A few 
reports mention thunder, and Sebec, Me., notes damage by lightning. 

August 13-14. An anticyclone approaching from over the Lakes brought rising 
pressure and clear weather, with westerly winds. 

August 15. A large area of moderate low pressure covered the Central 
States, and New England had pressure slightly below the normal, fair weather and 
westerly winds. 

August 16. A moderate cyclonic area hung over the Gulf of St. Lawrence, and 
New England had cloudy weather with westerly winds. Two reports mention faint 
thimder. 

August 17. The pressure had risen somewhat, the weather was clear, and the 
wind northwest. 

August 18. A well-developed cyclonic storm coming from Illinois crossed New 
England centrally on this day, giving rain, high southerly winds, a thunderstorm in 
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the morning and a second thunderstorm following a clear interval shortly after noon. 
In the early morning a storm crossed northern Massachusetts from west to east. It 
was first noted at 3 A. m. at Shelburne, and last in the northeastern corner of the 
state at 7 a. m. Its rate of movement was 30 miles an hour. Quinapoxet notes a 
rainy morning and says: ^'Temperature of rain at the commencement of the storm, 
70° F. About 10.30 a. m. a strong warm wind came suddenly from the west, raising 
the temperature 8° F. in a few minutes. The rain also had risen in temperature 
4° F. In this storm the cold preceded the hot wind, but there was nevertheless a 
strong and decided change of temperature." This storm was followed by a showery 
morning. The rainfall during this day was very heavy at many stations ; at Amherst, 
Mass., 3.26 inches fell; at Worcester, 3.25 inches; at Lawrence, 3.29 inches; at 
Newburyport, 2.38 inches. 

The second thunderstorm (Plate X, Fig. 22) entered northwestern Connecticut 
just after noon, and moved east across Connecticut and eastern Massachusetts, 
reaching to northeastern Massachusetts on the north and southern Connecticut on the 
south. The lines marking the successive position of the rain-front run from northeast 
to southwest, and show a slight concavity in the south. The storm reached the sea in 
the north after 3 p. m., but dissipated in Rhode Island at 3.30. The rate of 
movement was 50 miles an hour. The cyclonic centre during these hours was 
moving across central New Hampshire. Extracts from the records follow : Fitch- 
burg, Mass. : "Temperature was 73^^ before the shower and 69° after it ceased to 
rain." Newburyport, Mass.: "3 p.m., wind south, light; 76*^; cloudy; black clouds 
growing rapidly in west ; 3.15, wind southwest, light ; 76°; thunder in south; rain 
commences; 3.33, wind south, brisk; squall of wind and rain for five minutes; 3.40, 
wind south, light; temperature 72°; rainbow in northeast; breaks in west; 3.50, 
wind south, brisk ; rain ends ; slight squall of wind." Shelburne Falls : "Furious wind 
and rain." Liberty, R. I. : "It was cloudy in the morning, and there were occasional 
light showers, and later in the day distant thunder was heard. Afterwards there was 
quite a brisk shower, and perhaps an inch of rainfall." Durham Centre, Conn. : 
"1.45 P.M., dark clouds north and northwest; scuds driving rapidly southwest to 
northeast; upper clouds cirro-cumulus, moving more slowly in about the same 
direction ; 2 p. m., heavy black clouds north and northwest, driving low ; edge of 
storm-cloud 35° or 40° up in northwest; 2.07, edge of storm-clouds somewhere 
overhead, but masked by plenty of scud; 2.17, dark pocky cloud rising in west; 
wind variable, southwest to northeast; 2.18, northwest wind, brisk, cool; pocky 
cloud-edge about overhead; rain; 2.28, wind lulled northwest, and at 2.29 went back 
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to southwest; 2.45, bright in northwest; rear of storm in sight." Voluntown, Conn. : 
"Com badly prostrated by the heavy wind." 

August 19. The cyclonic centre was over the Gulf of St. Lawrence. New 
England had fair weather and westerly winds. A few reports from northern 
Connecticut indicate a storm moving eastward across the northern part of that state 
between 7.30 and 9 p. m., the cyclonic centre being at this time over Newfound- 
land. 

August 20. The pressure had risen under the influence of an approaching 
anticyclone over the Lakes; the weather was fair or cloudy, with westerly winds. 
A fairly well defined storm developed in western Massachusetts at 8.30 A. m. and 
moved to the east, reaching the coast about 11 a.m. The storm was confined to 
Massachusetts, with the exception of a few reports from southeastern New 
Hampshire. It moved a little less than 50 miles an hour. An interesting record 
from Seabrook, N. H., near the coast, notes : "Storm did not appear to pass in any 
direction, but died away." East Pepperell, Mass. : " I have noticed this year, and 
years before, that even when showers form in northwest from this point, the bulk 
pass either to east by the south or by the north ; very few reach us." At Fitchburg 
the temperature fell from 68° at 9.30 to 57° at 10.15. Quinapoxet, Mass., reports : 
" A fall in temperature of 8° in fifteen minutes.*' Nahant : "10.35, dark cloud in 
west-northwest, moving to north. At 10.45 cumulo-stratus in west, 10° elevation. 
This soon became the squall-cloud. Its northern end was lost in the dark cloud 
which continued to move to north ; the other end extended to west. This ran very 
rapidly; upper edge became ragged; crossed zenith at 10.58 with brisk squall of 
wind from west-northwest; dark clouds passing north, the squall-cloud disintegratmg ; 
11.10, squall-cloud nearly dissolved in distance; dark cloud in north-northwest." 
Pigeon Cove : "This shower, as is so usual here, divided, a part going towards the 
northeast and a part to southeast, so that we did not get the more severe portion." 
After 7 p. m. thunder was heard and rain fell at a few stations in eastern 
Massachusetts. 

August 21. The pressure was somewhat below the normal, and the weather 
fair, with northwest winds. 

August 22. An extended but ill-defined area of low pressure east of the 
Mississippi brought southwest winds and rain to New England. In Connecticut 
a few reports indicate an eastward moving storm between 5 and 6.30 a.m., 
the thunder being heard in the general rain of that day. Between 2 and 4 p. m. 
another slight storm moved across Connecticut, and a third between 2.30 
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and 3.30 p. m* traversed northeastern Massachusetts. The rate of movement was 
about 50 miles an hour in Massachusetts, and 30 in Connecticut. East Pepperell, 
Mass., notes: "2.56 p. m., air for a few minutes as if greatly condensed ; very hard to 
breathe.'* In most places it was only thunder heard in the general rain, but at 
Buckland, Conn., damage was done by lightning. 

August 23. The cyclonic centre was over Pennsylvania, of slight energy, and 
the Eastern States had rain, with northeast winds. Between 6.30 and 8.30 p.m. a 
storm moved eastward across Connecticut, fading away before reaching Rhode 
Island. Its rate of movement was 35 miles an hour, and its greatest width thirty 
miles. At the time of the occurrence of this storm the cyclonic centre had 
faded away south of Long Island. There are also a few scattered reports from 
eastern Massachusetts during the evening. Carmel, N. Y., reports : "The storm- 
clouds came up in the west and northwest and moved to the north and northeast, 
the wind blowing from the north all the time. When the rain fell it came in sheets, 
driven by a gale from the north." The storms were in most places little more than 
a slight rainfall with thunder, in a general fog or mist. 

August 24. A cyclonic area that was near Florida on August 23 had moved 
to the Carolina coast at 7 A. m. of August 24. New England had unsettled weather, 
with clouds or rain, and variable winds. Thunder was quite generally reported 
throughout the day except in the northern parts, and between 9 A. M. and 1 p. m. a 
storm seems to have moved across Massachusetts from west to east, at the rate of 
about 15 miles an hour. Portland, Me., reports : "Following two days of almost 
steady rain about noon it became very dark and while yet raining at 12.30 p. m. 
thunder and lightning commenced, and rain fell in copious showers. It subsided 
into a drizzling rain." Canterbury, N. H. : "The day was cloudy and rainy, and this 
shower occurred during the storm." Keene, N. H. : "Thunderstorm passed over, but 
the northeast storm hangs on." East Pepperell, Mass. : "Temperature, 62° ; rain 
temperature, 61°." Manchester, Mass.: "At 1.15 west-northwest squall, with very 
heavy rain." Quinapoxet, Mass : "It had been raining gently all the morning, with 
wind east, but at 11 A. m. the wind changed to north, and then to west, where it 
remained till the storm ended, when it again returned by south to east, where it 
started." 

August 25. The pressure was 29.80 inches, without a definite centre, and the 
weather cloudy, with northwest winds. 

August 26. The pressure gradually rose under the influence of an approaching 
anticyclone ; the weather was fair, and the winds northwest. 

August 27. The cyclonic area which had been moving up the coast was 
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northeast of Newfoundland on this day. The weather was clear and cool, with fresh 
westerly winds. 

August 28. The pressure had risen to the normal or above it ; the weather 
continued clear, and the winds northeast. 

August 29. The anticyclone was central over the Lakes, the pressure in New 
England above the normal, and the weather clear, with northerly winds. The 
anticyclonic weather of this and the two remaining days of the month was singularly 
interrupted by local showers, with thunder and hail at places. From northeastern 
Massachusetts there are several reports of thunderstorms between 4 and 5 p. m. ; also 
some scattering reports from Maine, Vermont and New Hampshire. Mayfield, Me., 
reports: "It would seem that there have been two storms passing in parallel paths." 
Paris, Me.: "This shower was heavy a few miles to the east, but the rainfall was 
too small to be measured at this station." At West Cumberland, Me., hail fell. 
Charlotte, Vt.: "Quite a gust of wind came at commencement of shower, but all 
died away before it ended." Haverhill, Mass. : "Rain began at 4.25 p. m. ; wind 
west-southwest; 4.31, wind wheeled suddenly to northeast." 

August 30. The pressure continued high, and the weather fair, with light 
northwest winds. Between 1 and 5 p. M. there was widespread thunderstorm 
action in southern New England, chiefly in southeastern Massachusetts, Connecticut 
and Rhode Island, but the records are too confused to admit of accurate charting. 
In many places the wind, lightning and hail were very violent. At Lonsdale, R. I., 
2.85 inches of rain are reported, and at Pawtucket 2.09 inches fell. The 
Boston Herald reports heavy rain, large hailstones and a "hurricane" of wind at 
South Hanson, Mass., and hail at Dayville, Conn. Buildings were struck by 
lightning in Pomfret, Conn., Lonsdale, R. I., and Mansfield, Mass. Keene, N. H. 
reports : "This shower was narrow ; most of the time fair or clear sky was visible 
both east and west of the rain-clouds ." Brattleboro, Vt : "4 p. m., commenced to rain ; 
with no barometric change thermometer fell from 65° to 62*^ ; 4.30, ground white 
with hailstones from size of pea to acorn, lasting fifteen minutes ; during whole storm 
sun was shining brightly and sky was not more than half obscured.'' Blue Hill 
notes: "This appeared to be a stationary thunderstorm, and was the only one 
observed during the summer.'' Pembroke, Mass. : "I never saw such a variable wind 
during a thunderstorm; just as soon as the wind veered to the south of east it would 
hail harder and larger, and when it shifted north of east the hail would moderate. 
One third of a mile southwest of here they had no hail at all, and at South Hanson I 
am told there was not rain enough to lay the dust. The hail was more abundant 
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towards South Hanson than here. I went there the next morning after the storm and 
saw several places then (at 7 a. m. the next day after the storm) where I could have 
got a wheelbarrow load of hailstones. The places were where two roofs came 
together, so as throw the hail that fell on them into a common centre below." At 
Plymouth hail fell one half an inch in diameter. The observer at Quinapoxet, Mass., 
says: "I caught a few (hailstones) when they first began to fall, upon a woollen 
cloth, and examined them with a microscope. They consisted of a transparent 
nucleus surrounded by a conglomeration of smaller ones. A few were transparent 
and nearly round.*' Thompson, Conn. : "No heavy mass, but detached clouds." 

August 31. The conditions remained anticyclonic, as on the two preceding 
days. A few reports mention thunder. South Canaan, Conn., notes: "The last 
day of summer and the heaviest shower of the season. The rain advanced like a 
wall, and came in sheets, and a mile away hail lay in drifts." 

Thunderstorms of 1887. September to December. 

September, The month of September was unusually dry, and the tempera- 
ture below the normal. The weather was affected by seven moderate cyclonic 
storms, all but one of the storm centres coming from the west and passing north. 

On September 2 a moderate cyclonic area was passing down the lower St. 
Lawrence Valley, and New England had cloudy or rainy weather, with southwest 
winds. Thunder with rain is reported at Woodstock, Vt., in the evening. On 
September 6 a cyclonic centre was over the Lakes, giving southerly winds and 
fair or rainy weather in New England. There are a few scattered reports of 
thunder with the rain. 

The only heavy rain of the month occurred in a thunderstorm in connection 
with the second cyclone. The temperature had been rising for several days and on 
September 7 reached the general maximum of the month. At 7 a. m. of this 
day the cyclonic depression was north of the St. Lawrence, with cloudy and rainy 
weather and southwest winds in New England. A moderate thunderstorm occurred 
in northern Vermont and New Hampshire in the early morning of this day, and a 
more general one in the afternoon between 1 and 3 in Vermont, and 5 and 7 in 
eastern Massachusetts. No very definite movement can be made out for any of 
these storms. At Berlin Mills, Vt., "during the storm every heavy peal of thunder 
was followed in a second or two by a sudden spurt of raiii." At Bridgewater, Mass., 
damage was done by lightning and a considerable amount of hail fell. At Foxboro' 
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the storm was the most destructive of the seiso.i, and some damage was done b^ 
lightning. The shower is note 1 as returning twice. Quinapoxet : '^With the 
approach of this storm there was a rise ot temperature of 4°, which was maintained 
throughout." From South Canaan, Conn., a "cyclone" is reported which "looked 
like an immense spherical cloud, bounding along the hill-side like a mammoth rubber 
ball, and carried destruction with it, for wherever it touched the ground there 
the fences were levelled, large trees were uprooted or twisted from their trunks, 
and at whatever altitude the cloud travelled there the tops and branches of large 
trees were twisted oflf, while the smaller trees bent like rushes before the gale." 

On September 9 New England had high pressure, clear weather and 
northerly winds at 7 A. M., followed by rain under the influence of an approaching 
cyclone. Grafton, N. H., reports a thunderstorm in the evening. On September 14 
there was a large poorly defined cyclonic area in Canada, but New England had 
pressure above the normal, southerly winds, and cloudy or rainy weather. Lewiston, 
Me., reports thunder at 11 a.m. September 17 brought high pressure, northerly 
winds and clear weather. Two reports mention thunder. Brattleboro, Vt., notes 
hard rain and one clap of thunder. On September 30 there was a cyclonic area 
south of the Lakes. New England had variable winds and cloudy weather with 
rain. A thunderstorm occurred in Connecticut between 5 and 8 A. M. 

October. October was generally cool and dry. The weather was affected by 
the passage of seven cyclonic storms. The first four or five days of the month were 
cloudy, with frequent and generally moderate rains, during the approach of a 
composite cyclone, one part coming from the Gulf of Mexico, the other from 
Winnipeg, and the two uniting over the Lakes on October 3. During this period 
several thunderstorms occurred. On October 1 there was a low area over the Lakes 
and an anticyclone moving off the eastern coast ; thunder was noted at a few stations 
and at scattering hours. On October 2 the pressure continued much as on the 
previous day, the cyclonic area being central near Oswego at 7 a.m. A slight 
thunderstorm is noted from New Hampshire to Rhode Island in the early hours of 
the afternoon. On October 3, when the cyclonic centre was over the Lakes, a brisk 
storm appeared in northern Vermont and New Hampshire early in the afternoon, and 
moderate storms were felt in the middle of the afternoon and evening in eastern 
Massachusetts and Rhode Island. On October 5 the centre was north of New 
England, bringing cloudy weather and westerly winds. Manchester and Swamp- 
scott, Mass., report a thunderstorm in the evening. 
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November. During November thunder is once reported, on the 28th. A 
cyclone moved from the Lakes down the St. Lawrence on this day, giving cloudy 
weather and rain, with southerly winds and high temperatuie, followed by a sudden 
change in the wind and a sharp fall in the temperature. 

December, There is one report of thunder in December, on the 28th, at North 
Conway, N. H. This occurred in a general warm rain, due to the passage of a 
cyclone down the St. Lawrence Valley. 

Review and Discussion. 

Number of Thunderstorms. In the accompanying table are given in the second 
column the number of days in each month on which thunderstorms were reported, 
and in the third column the number of days on which storms showed distinct 
movement. 

Month. Day 8 tcith Reports. Dajfs with Movement. 

January. 1 

February. 1 1 

March. 

April. 5 

May. 6 

June. 18 7 

July. 29 16 

August. *20 13 

September. 6 2 

October. 4 2 

November. 1 

December. 1 

Total, 92 41 

June, July and August were, as is seen from the foregoing table, the months of 
greatest frequency of reports of thunder, and July had the greatest number of 
distinct storms, averaging one storm every two days. The only thunder heard in 
February was in connection with a well-defined storm showing distinct progression, 
apparently an unusual occurrence in that month. The days on which storms had 
progression were 44 per cent, of the whole number of days on which thunder was 
reported. 

Time of Occurrence. The hours of maximum frequency of thunderstorms during 
the year were 3.30 to 5.30 p. m. About 20 per cen^. of all the storms noted occurred 
in the morning, their hours of greatest frequency being ^^.30 to 8.30 a.m. 

Rate of Movement. The average rate of movement of all the storms during the 



340 ANNALS OF HARVARD COLLEGE OBSERVATORY. 

year was between 30 and 35 miles an hour. The highest velocity noted was 50 
miles, in several cases; the lowest 15 miles, on August 24. 

Relation to Cyclonic Areas. Figures 5 and 6, Plate VII, give the results of the 
charting of the relative positions of the centres of low pressure and the regions of 
thunderstorm occurrence. The lines are drawn in all ca^es where the storms showed 
distinct progression, and where there was a definite position of the cyclonic centre 
in the eastern United States or Canada marked on the chart showing the tracks of 
the areas of low pressure in the "Monthly Weather Reviews" of the Signal Service. 
It will be noticed that these lines are very irregular, and that there is apparently 
no definite rule as to the occurrence of thunderstorms in a certain quadrant of a 
cyclonic area, although in these three months the majority of storms were east of 
south of the cyclonic area. 

During June eleven storms with distinct movement were noted, on seven 
days. In four cases the Washington 7 a. m. maps showed a cyclonic area over the 
Lakes. Of the remaining days, two had low pressure areas off the Gulf of St. 
Lawrence, and one had nearly normal pressure, with no defined centre of low 
pressure. The small number of thunderstorms was undoubtedly due to the pre- 
vailing anticyclonic conditions which were a distinguishing feature of the month 
On fifteen of the remaining twenty-three days the pressure over New England was 
above the normal, and on four very slightly below the normal. On the four 
remaining days the conditions seem to have been favorable for the development of 
thunderstorms, but no distinct ones occurred; although on three days there were 
scattering reports of thunder. 

In July twenty-four storms possessing distinct progression were noted, on 
sixteen days. In five cases the centre of low pressure was over the Lakes ; in four 
over the Gulf of St. Lawrence ; four days had pressure above the normal ; one had 
the low pressure area central over New England ; one over the lower St. Lawrence, 
and in the last case there was no definite centre. As will be se3n in figures 5 and 6, 
the number of lines joining the centres of low pressure with the thunderstorm region 
is less than the number of days on which thunderstorms occurred ; this is due to the 
fact that on many days, although the 7 a.m. map showed a fairly distinct area of 
low pressure, the latter faded away before the hour at which the storm occurred, 
and hence its position is not shown on the chart in the ^'Monthly Weather Review." 
Of the remaining fifteen days of the month on which no distinct thunderstorms 
occurred, eight had anticyclonic conditions with pressure above the normal, as shown 
on the 7 A. M. maps; one had pressure but slightly below the normal; three had 



NEW ENGLAND METEOROLOGICAL SOCIETY, 189L 341 

<5yclonic centres over the Lakes (but two of these had nearly normal pressure); two 
had cyclones central over the Gulf of St. Lawrence, and one had a cyclone central 
off the coast. It appears from this investigation that when the pressure is above 
the normal thunderstorms are unlikely, though they do occur, but why no thunder- 
storms occurred in many cases where there were cyclones central over the Gulf 
and Lakes is not apparent, the conditions on some of these days not differing, so 
far as has been seen, from those on days when thunderstorms did occur. It is to be 
noted, however, that the thunderstorm days were, as a rule, distinguished by higher 
temperatures than those which did not produce thunderstorms. The anticyclonic 
days which brought thunderstorms had the high pressure centre off the coast to 
the south of New England ; on those days which did not produce storms the anti- 
cyclone was central to the northwest or northeast. 

In August eighteen storms with marked progression occurred, on thirteen days. 
On three of these the pressure was above the normal with anticyclonic conditions 
of weather ; two had pressure slightly below the normal, with no clearly defined 
<5entre; three had cyclonic areas over the Lakes; two over the Gulf of St. Lawrence; 
in one case the low area was over the St. Lawrence, in another off the southern coast, 
and in the last case the pressure was low, with no defined centre. An examination 
of the maps on days when no thunderstorms occurred showed the following condi- 
tions: Of the eighteen days left, nine had pressure above normal and generally 
clear or fair weather; four had pressure slightly below the normal (with an 
anticyclone approaching over the Lakes in three cases) ; two had cyclones central 
over the Gulf of St. Lawrence (one with an anticyclone approaching over the Lakes) ; 
two had ill-defined low pressure areas over New England (one with an anticyclone 
over the Lakes), and one had a cyclonic area south of Nova Scotia, also with an 
anticyclone over the Lakes. It appears from this that, under certain conditions 
w^hen there is an area of high pressure over the Ijakes, although there may be low 
pressure over New England, or a cyclone over the Gulf, thunderstorms are not 
likely to occur. In general, the days which brought no storms had little cloudy or 
rainy weather at 7 A. m.; while those on which storms did occur had generally foul 
"weather. 

During September three storms were noted with definite progression, on two 
days. On one day the 7 a. m. map showed a cyclonic area central north of the 
Lakes, with strong gradients over New England ; on the other, the pressure was 
4ibove the normal, with a moderate cyclonic depression central over Illinois. 

With regard to the reports on the storms of 1887 as a whole it may be said 
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that they are more satisfactory than those of 1886, care having been taken in many 
cases to make notes on important features which escaped notice in the previous 
year's work. In the extracts from the records already quoted these points have 
been brought out, but some among them seem worthy of further mention here. 
The most interesting storm of the summer was that of July 29, which occurred 
with nearly normal pressure over New England, and which exhibited several 
noteworthy features. After it had moved over to the east, in the usual fashion, 
it returned again, as noted at six stations in Massachusetts, moving towards the 
west for a time, and then continuing its interrupted course eastward. It is a 
matter of regret that there are not enough records of this unusual feature to allow 
a more definite statement to be made. The changes of wind, as noted by many 
observers, were very marked, and seem to indicate a cyclonic indraught towards the 
storm, a feature already noted in connection with thunderstorms in Europe and in 
this country. Such changes of wind were also noticed at some of the stations on 
June 22 and July 31. 

The dividing of the storm is one of the most frequent notes made in the 
reports, and but little further light has been gained on this interesting point* 
Many observers state it as a recognized fact that thunderstorms always divide before 
reaching their particular town. The only further point which has been gained in 
this connection is in the case of the storm of July 6, which, starting in western 
Vermont, Massachusetts and Connecticut, and moving eastward, did not traverse 
Massachusetts, though it was noted in New Hampshire and Maine on the north, and 
Connecticut on the south, thus leaving a break fifty miles wide in the middle of 
the storm. In the storm of July 25 two stations in an east-west line both note 
a dividing, which show.:? the progression of the break eastward with the storm, as 
was seen in the case of the storm of July 18, 1886. 

Several reports mention cases where a thunderstorm formed or dissolved near 
them, as on June 16 and 19, and July 6, 9, 10, 17, etc., but do not give sufficiently 
full accounts to allow of any definite statement on this interesting point. Apprecia- 
tive records of cloud forms and movements are quite frequent, notably those of July 
1 (Medway, Mass.: "Cloud of a peculiar shape; looked like a gigantic mushroom. 
The movement of the outside edge was circular, in the direction of the hands of a 
clock"), July 29 (Cornwall, Conn.: "Clouds overhead seemed to have a circular 
motion around a centre nearly overhead"), August 1, and many others. The marked 
falls in temperature noted on June 16, and July 2 and 3, which amounted to P a 
minute in one case, are worthy of note. With regard to movement, the most 
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remarkable storm noted was that of July 18, which apparently moved from north to 
south. On July 30 and August 30 some observers speak of the storm as stationary, 
and in that of July 30 a wind was noted blowing out of the rear of the storm. 

Conclusion. In comparing briefly the results of the investigations of 1886 and 
1887 it will be seen that they accord in most particulars. A notable difference is, 
however, seen in the relation of the cyclonic centres and the positions of the 
thunderstorms. While in 1886 the majority of thunderstorms (over 60 per cent.) 
occurred in the southern or southwestern quadrant of cyclones central north of New 
England, in 1887 the majority of the storms occurred in the southeastern quadrant 
or under ant icy clonic conditions. Only 40 per cent, of the 1887 summer thunder- 
storms occurred in the southern part of distinct cyclonic storms, while in 1886 the 
number is 70 p3r cent. It is evident from this study that the prediction of thunder- 
storms for New England is a difficult task, and that no very definite rules can yet be 
laid down. A few general conclusions with regard to the probable occurrence or 
non-occurrence of local storms, based on the weather and pressure conditions of the 
morning weather map, are the only results of this investigation as far as prediction is 
concerned. As regards the number of storms and their rate of movement, the results 
of 1887 bear out those of 1886. The hours of maximum frequency were, however, 
earlier in the afternoon in 1887 than In the preceding year. 

Owing to the length of time which has already elapsed since the records were 
made, it has not been deemed advisable to delay this paper by any further additions, 
although much s'ill re na'n^ to be done. As the report stands, however, it is hoped 
that it will be found useful in further studies of thunderstorms, and as a contribution 
to this more extended field it is offered for inspection and criticism. 
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